Google 


This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  library  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 

to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 

to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 

are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  maiginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 

publisher  to  a  library  and  finally  to  you. 

Usage  guidelines 

Google  is  proud  to  partner  with  libraries  to  digitize  public  domain  materials  and  make  them  widely  accessible.  Public  domain  books  belong  to  the 
public  and  we  are  merely  their  custodians.  Nevertheless,  this  work  is  expensive,  so  in  order  to  keep  providing  tliis  resource,  we  liave  taken  steps  to 
prevent  abuse  by  commercial  parties,  including  placing  technical  restrictions  on  automated  querying. 
We  also  ask  that  you: 

+  Make  non-commercial  use  of  the  files  We  designed  Google  Book  Search  for  use  by  individuals,  and  we  request  that  you  use  these  files  for 
personal,  non-commercial  purposes. 

+  Refrain  fivm  automated  querying  Do  not  send  automated  queries  of  any  sort  to  Google's  system:  If  you  are  conducting  research  on  machine 
translation,  optical  character  recognition  or  other  areas  where  access  to  a  large  amount  of  text  is  helpful,  please  contact  us.  We  encourage  the 
use  of  public  domain  materials  for  these  purposes  and  may  be  able  to  help. 

+  Maintain  attributionTht  GoogXt  "watermark"  you  see  on  each  file  is  essential  for  in  forming  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liabili^  can  be  quite  severe. 

About  Google  Book  Search 

Google's  mission  is  to  organize  the  world's  information  and  to  make  it  universally  accessible  and  useful.   Google  Book  Search  helps  readers 
discover  the  world's  books  while  helping  authors  and  publishers  reach  new  audiences.  You  can  search  through  the  full  text  of  this  book  on  the  web 

at|http: //books  .google  .com/I 


t-n^  H5I-  >4-* 


HARVARD  COLLEGE 
LIBRARY 


GIFT  OP 

JAMES  STURGIS  PRAY 


To  be  kept  in  the  dmoi  ooOcdiMi  of  thr 
College  Libnir 


9  7  5-3 


/S.B 


"> 


./ 


PROCEEDINGS 


OF  THE 


NINETEENTH  ANNUAL  CONVENTION 


OF  THE 


AMEBICAN  SOCIETY  OF  MUNICIPAI 


I 


IMPEOVEMENTS 


\ 

:    HELD  AT  DALLAS,  TEXAS 

1 

NOVEMBER  12th,   13th,   14th  and   15th 


1912 


\ 


) 


f 


\  BALTIMORE 

WIJLLIAMS  &  WILKINS  COMPANY 
^  1913 

1 
> 


^ntA  yr-y-  /vy 

//  HMVKRD  COIUM  LIBftARY 

biF  I  Of 
MMrS  STUHiilfc  PRAt 

AU&  15  1928 


THE  1913  CONVENTION 


WILL  BE  HELD  AT 


WILMINGTON,  DELAWARE 


OCTOBER  7th,  8th,  9th  and  lOth 


CONTENTS 

PAPERS  AND  DISCUSSIONS 

PAOB 

Report  of  Committe  on  Street  Lighting  (Illustrated) 

By  D.  A.  Hegarty,  Chairman 7 

Report  of  Committee  on  Municipal  Legislation  and  Finance  (IIIub.) 

By  Maury  Nicholson,  Chairman 23 

Discussion  by  J.  B.  Hawley,  E.  A.  Kingsley,  A.  P.  Folwell,  E.  H. 
Christ,  G.  M.  Ingram,  W.  J.  Parkes,  C.  G.  Anderson,  M.  Macart- 
ney, Maury  Nicholson,  A.  F.  Macallum 39 

The  City  Economic 

By  Louis  L.  Tribus 44 

Discussion  by  Maury  N  icholson  and  A.  P.  Folwell 60 

Repori  of  the  Committe  on  Municipal  Data  and  Statistics 

By  J.  C.  Hallock,  Chairman 52 

Standard  Forms  for  Municipal  Utilities 

By  A.  Prescott  Folwell 64 

Discussion  by  E.  H.  Christ  and  A.  P.  Folwell 67 

Report  of  the  Committee  on  Sewerage  and  Sanitation 

By  A.  F.  Macallum 70 

The  Imhoff  Tank 

By  Prof.  Henry  N.  Ogden 74 

Sewerage  and  Sanitation 

By  E.  L.  Dalton '.     83 

Sanitary  Problems  in  a  Small  City 

By  C.  G.  Anderson 88 

Discussion  of  Sanitary  Papers  by  E.  A.  Fisher,  A.  F.  Macallum,  G. 
W.  Craig,  A.  Prescott  Folwell,  J.  B.  Hawley,  B.  E.  Briggs,  J.  W. 
Crook 98 

The  Civil  Engineer  and  Health  Board 

By  J.  N.  Hazlehurst 104 

Discussion  by  W.  J.  Parkes,  J.  B.  Hawley 119 

A  Method  of  Supporting  Sewers  in  Deep  Fills    (Illustrated) 

By  C.  A.  Baumgartner 121 

Cement  Pipe  for  Sanitary  Sewers 

By  T.  C.  Hughes 123 

Discussion  by  Coleman  Meriwether,  E.  S.  Rankin,  A.  F.  Macallum, 
A.  P.  Folwell,  W.  A.  Curless,  W.  C.  Parmlej',  Geo.  Myers,  F. 
Whitley 126 

3 


4  AMERICAN  SOCIETY  OF  MUNICIPAL  IMPROVEMENTS 

Repoht  op  Committee  on  Traffic  on  Streets  and  Roads    (IUus.) 

By  J.  W.  Howard,  Chairman 137 

Discussion  by  Geo.  C.  Warren  and  J.  C.  Haliock 148 

The  Effect  op  Traffic  on  Bituminous  Pavements 

By  Isaac  Van  Trump 150 

Testing  Bitumens 

By  Isaac  Van  Trump 153 

Thermal  Effects  on  Cement-Filled  Brick  Pavements    (Illus.) 

By  James  E.  Howard 156 

Discussion  by  Geo.  W.  Craig 171 

The  Durability  of  Grouted  Granite  Pavements 

By  William  A.  Howell 172 

Discussion  by  W.  J.  Parkes  and  Will  P.  Blair 183 

Testing  Pavements  in  Detroit    (Illustrated) 

By  J.  C.  McCabe 185 

Discussion  by  Will  P.  Blair 192 

The  Fallacy  of  the  Indiscriminate  Use  of  Concrete  in  Con- 
struction   By  Sidney  G.  George 193 

Specifications  for  Brick  Pavement 200 

Specifications  for  Asphalt  Pavement 216 

Specifications  for  Creosoted  Wood  Block  Pavement 226 


BUSINESS  PROCEEDINGS 

Opening  Exercises 231 

President's  Address 233 

Report  op  Secretary 238 

Report  of  Treasurer 243 

Report  op  Finance  Committee 244 

Discussion  of  Amalgamation  with  A.S.P.S 255 

Election  of  Officers 261 

Selection  op  Place  for  1913  Convention 262 

Constitutional  Amendments 272 

Report  of  Committee  on  Standard  Specifications 274 

Brick  Pavement  Specifications 275 

Bituminous  Paving  Specifications 278 

Asphalt  Paving  Specifications 279 

Concrete  Pavement  Specifications 286 

Sewerage  Specifications 307 

Registration  at  Convention 391 


CONTENTS  5 

PAOB 

INFORMATION  CONCERNING  THE  SOCIETY 

Constitution  op  the  Society 393 

Officebs  and  Committees 398 

List  of  Members  Alphabetically  Arbanoed 402 

List  of  Membebs  Geogeaphically  Abbanged. 416 

Meeting  Places  of  Pbevious  Conventions 421 

Index  of  Papers  in  Pbevious  Pboceedinos 422 

Index  of  Advebtisbbs 423 
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REPORT  OF  COMMITTEE  ON  STREET  LIGHTING 

Under  our  advanced  civilization  the  need  of  good  street  light* 
ing  is  keenly  felt.  Different  forms  of  lighting  have  been  devel- 
oped to  meet  new  conditions.  Increased  business  transactions 
and  agencies  of  transportation,  as  well  as  the  recreation-seeking 
public  require,  more  and  more,  the  use  of  streets  at  night.  Street 
lighting  of  such  a  nature  is  demanded,  therefore,  as  will  afford 
protection  and  prove  an  aid  in  the  detection  of  crime,  and  the 
elimination  of  accidents  and  fataUties. 

Protection  is  the  obligation  of  the  city  to  its  inhabitants. 
They,  as  tax  payers,  demand  that  such  needful  service  be 
rendered.  An  adequate  police  force  is  impossible  without  the 
assistance  of  a  suflScient  street  lighting  system,  and  good  light- 
ing of  streets  is  of  no  little  value  to  the  public,  in  the  way  of  self 
protection.  Transforming  a  thoroughfare  so  that  it  becomes  a 
promenade,  instead  of  a  highway,  eliminates  greatly  the  success- 
ful commission  of  crime  and  literally  lights  out  the  evil. 

We  find  that  good  street  lighting  means  municipal  advertise- 
ment, sanitation  and  progress,  to  the  community  at  large.    Adver- 
tisement emanates  from  the  favorable  impression  given  the  trans- 
ient public,  and  the  attraction  presented  to  visitors  from  adjacent 
towns  and  territories.     Sanitation  results  from  the  power  of  sug- 
gestion; one  improvement  suggests  another.    Unclean  streets,  so 
much  more  unsightly  under  good  night  illumination,  inspire  the 
populace  to  carefullness  in  the  disposition  of  litter  and  refuse  upon 
the  streets.     Municipal  authorities  have  an  incentive  to  be  more 
particular  in  their  street  cleaning.     Progress  must  be  the  ultimate 
outcome  of  increased  efficiency.    We  find  that  ornamental  street 
lighting  systems  are  instrumental  in  producing  better  pavements, 
and  in  the  general  improvement  of  street  curbs  and  sidewalks. 
Street  hghting  is  being  recognized  as  one  of  the  very  important 
public  utilities.     As  symbolic  of  welfare  and  prominence,  it  stands 
second  to  none  in  our  so-called  city  land-marks,  such  as  public 
buildings,  good  roads,  sewage  disposal,  etc. 
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Civic  pride  enters  materially  into  the  question  of  municipal 
street  lighting.  The  possession  of  something  which  has  been 
worked  out  by  one's  own  endeavors  is  cherished  far  more  than  a 
rich  man's  gift.  This  feeling  has  produced  failure  and  dissatis- 
faction, to  a  certain  extent,  where  city  competition  has  been  felt 
so  forcibly  that  a  burdensome  lighting  expense,  in  proportion  to 
the  size  and  wealth  of  the  community,  has  been  the  result. 

Before  entering  into  the  discussion  of  the  four  distinct  classes 
of  street  lighting,  namely:  business  district;  residence  district; 
suburban  districts;  public  parks,  drives  and  boulevards;  your 
committee  desires  to  bring  before  you  certain  important  consid- 
erations akin  to  proper  street  illumination;  also  to  emphasize 
the  practices  which  in  the  past  have  held  back  the  progress  of 
street  lighting  in  America. 

Good  street  lighting  is  the  result  of  applied  common  sense, 
by  some  one  with  illumination  knowledge  and  experience.  The 
weighting  factors  are  economy  and  distribution  of  intensity;  one 
being  limited  by  the  other.  To  fix  specific  rules  would  be  impos- 
sible, due  to  the  variables  dependent  on  installation,  operation 
and  maintenance.  Uniformity  is  subordinate  to  the  distribu- 
tion of  light  from  the  source,  diffusion,  lack  of  flicker  and  of 
sharp  shadows.  The  distribution  cf  light  from  the  source  is  of 
importance,  for  upon  it  is  based  the  design  of  the  system.  An 
ideal  unit  would  have  its  maximum  candle  power  from  25  to  36 
degrees  below  the  horizontal;  thereby  lending  itself  to  such  loca- 
tion as  would  eliminate  a  very  objectionable  effect,  known  as 
glare.  Glare  is  produced  by  light  rays  from  any  source  striking 
the  eye  within  the  angle  of  normal  vision.  This  angle  is  con- 
sidered as  a  solid  one  of  approximately  seventy  degrees.  A  fairly 
uniform  distribution  of  intensity  should  be  sought,  and  a  varia- 
tion of  maximum  to  minimum,  from  ten  to  one,  is  given  as  a 
sufficiently  broad  limit. 

Diffusion  is  desired  for  two  reasons.  First:  Aggravating  sharp 
shadows  are  eliminated.  Second:  The  direct  rays  from  light 
sources  do  not  prove  annoying  to  residents,  especially  on  narrow 
streets.  High  intrinsic  brilliancy  produces  much  the  same  effect 
as  a  very  low  intensity,  in  that  the  pupil  of  the  eye  contracts, 
allowing  only  a  small  portion  of  the  light  to  enter  the  eye.  Under 
this  condition  perfect  vision  is  impossible.    The  use  of  proper 
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diffusing  glassware  reduces  this  objection  to  a  minimum,  and 
although  the  efficiency  is  reduced,  the  result  is  much  more  sat- 
isfactory. 

The  varying  intensities  of  illumination  produced  by  flickering 
street  lighting  sources  are  objectionable,  due  to  the  fact  that  the 
eye  must  constantly  adjust  itself.  This  variation  is  considerably 
greater  out  of  doors,  where  reflection  from  white  walk  does  not 
assist  in  maintaining  a  fairly  constant  intensity. 

Before  entering:  into  the  discussion  of  the  various  classes  of 
street  lighting,  your  committee  desires  to  emphasize  certain  con- 
ditions which  have  influenced  modem  street  illumination.  Fore- 
most of  these  is  the  suspension  of  high  candle  power  sources  too 
close  to  the  street  level,  without  a  proper  diffusing  medium.     Past 


Typical  Distribution,  Diffusing  Globe  with  Incandescent  Lamp 

practice,  as  a  whole,  has  been  to  mount  street  lighting  sources 
far  too  low.  Residential  property  owners  complain  of  sources 
suspended  at  such  height  that  their  rest  at  night  is  disturbed. 
The  directed  light  into  the  sleeping  rooms  necessitates  drawing 
the  curtains,  thereby  destroying  the  hygienic  qualities  of  quarters 
otherwise  fairly  tolerable. 

A  second  drawback  is  the  fact  that  the  American  public  has 
not  yet  thought  a  higher,  more  serviceable  standard  of  illumina- 
tion necessary.  That  the  standard  of  American  street  lighting 
is  inferior  to  that  of  the  cities  of  England  and  Continental  Europe, 
none  who  have  studied  the  existing  status  will  contradict.  Two 
reasonable  excuses  may  be  offered  for  our  failing:  First,  that  the 
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cost  of  labor  and  material  is  less  there  than  here  at  home;  Seconds 
that  there  exists  a  larger  population  per  square  mile  in  these  cities 
than  in  American  cities.  Facts  are  not  borne  out,  however,  in 
our  favor,  and  it  remains  that  we  are  just  awakening  to  the  advan- 
tages of  a  higher  standard  of  street  illumination.  Third,  we  lack 
uniformity  and  foresight  in  the  choice  of  the  street  lighting  units. 
Obsolescence  and  fixed  charges  form  a  considerable  percentage  of 
the  rate  given  on  street  lighting  units,  and  should  be  considered 
in  choosing  an  installation. 

LIGHTING  THE  BUSINESS  DISTRICT 

Business  district  lighting  includes  such  streets  as  harbor  the 
majority  of  retail  stores,  avenues  bordering  on  public  squares  and 
highways  leading  to  railroad  stations,  and  certain  places  of  note 
and  distinction.  In  these  districts  an  average  intensity  from  four 
to  five-tenths  (0.4  to  0.5)  foot  candles  is  good  practice.  The 
ratio  of  maximum  to  minimum  should  not  exceed  five  to  one.  In 
addition  to  the  production  of  a  sufficient  intensity,  a  system  of 
illumination  should  be  provided  which  is  ornamental,  one  that 
appeals  to  the  senses  of  beauty,  harmony  and  art.  The  first 
impression  of  a  transient  public  is  created  by  the  business  district. 
Therefore,  commercial  lighting  of  such  portion  of  the  city  is  in- 
complete without  the  harmonious  application  of  the  extraordinary. 

In  numerous  cities  it  has  been  found  that  abutting  properties 
have  been  materially  improved  as  street  lighting  systems  have 
advanced.  This,  in  turn,  has  increased  real  estate  values,  which 
directly  aflfect  the  progress  of  a  city. 

LIGHTING  THE  RESIDENCE  DISTRICT 

Thickly  populated  portions  of  the  city,  cross  streets  and  ave- 
nues removed  from  the  business  quarters  are  the  sections 
included.  Congestion  in  such  sections  is  not  great,  being  confined 
almost  wholly  to  the  traffic  of  pleasure  seekers.  A  low  even 
intensity  averaging  from  one-tenth  (0.1)  to  two-tenths  (0.2)  foot 
candles  proves  satisfactory.  High  candle  power  sources  are  im- 
practical when  spaced  at  great  intervals  on  wooded  streets.  They 
become  markers  of  street  intersections,  instead  of  producing  illumi- 
nation.    The  area  beneath  the  unit  is  very  bright,  shading  off 
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in  intensity  to  an  impractical  value  between  units.  To  obtain 
maximum  returns  in  lighting,  it  is  necessary  that  the  distribution 
of  light  come  below  the  canopy  of  the  surrounding  foliage. 

It  is  the  concensus  of  opinion  of  your  committee  that  small 
units,  placed  at  shorter  intervals  and  beneath  the  foliage  of  trees, 
produces  a  more  satisfactory  arrangement  for  this  lighting  service. 

The  points  brought  up  in  connection  with  the  residence  light- 
ing apply  equally  well  to  suburban  lighting.  The  units,  however, 
may  be  mounted  at  a  greater  height,  and  consequently  at  a  pro- 
portionately greater  distance.  The  intensity  is  somewhat  lower 
than  that  suggested  for  residence  districts. 

The  lighting  of  public  parks  and  drives  is  generally  not  very 
easy  of  accomplishment.  In  addition  to  the  low  hanging  foliage, 
the  topography  of  the  land  is  very  irregular.  Definite  rules  are 
impossible,  as  irregularities  prevail.  While  it  is  very  fitting  that 
ornamentation  be  considered  in  this  class  of  Ughting,  the  function 
which  a  suitable  system  must  perform  should  not  be  overlooked, 
viz:  the  production  of  adequate  illumination. 

Aroimd  winding  boulevards  and  drives,  particular  attention 
should  be  given  to  the  placing  of  units.  Curves  should  stand 
out  clearly  and  advantage  be  taken  of  the  contrast  by  shadow  or 
"silhouette"  principle  of  viewing  objects  at  night.  Unless  care 
be  taken  in  this  regard,  the  image  produced  in  the  eye  by  a  light 
source  improperly  located,  may  be  so  intense  as  compared  with 
that  produced  by  other  objects,  that  the  windings  of  the  driveway 
are  totally  obscured.  Sources  should  be  invariably  on  the  inside 
of  curves.  The  driver  of  a  vehicle  is  therefore  looking  away  from 
the  light,  and  vision  is  much  more  distinct.  Vehicles  coming 
to  the  top  of  a  hill  where  the  imits  are  placed  on  the  outside  of 
the  curve,  have  a  tendency  to  edge  in  from  the  lights.  The 
result  is  frequent  collision  or  narrow  escape  with  down-coming 
vehicles.  An  ideal  arrangement  would  include  the  location  of 
light  sources  on  the  inside  of  the  curve,  with  a  white  fence  flank- 
ing the  outside.  Resulting  from  poor  illumination  of  parkways 
are  many  accidents  which  could  well  be  avoided.  The  accompany- 
ing picture  illustrates  the  bad  combinations  liable  to  arise  from 
staggered  boulevard  lighting.  At  this  particular  place  one 
unfamiliar  with  the  road  would  imagine  it  to  be  straight,  and 
endeavor  to  cross  the  gardens  and  grass  plots,  instead  of  keeping 
to  the  road. 
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STREET  LIGHTING  WITH  INCANDESCENT  LAMPS 

Omamentai  lighting  in  the  biisiness  district 

Your  committee,  upon  investigating  omamentai  lighting  in  the 
business  district,  found  the  following  existing  conditions:  Multiple 
110-volt  distribution  has  proven  to  be  the  most  satisfactory.  The 
standards,  as  a  rule,  are  one  of  three  materials:  cast  iron,  pressed 
metal  or  concrete.  Some  of  the  designs  in  the  last  are  very  unique 
and  serviceable,  and  they  have  the  added  advantage  of  being 
produced  at  a  reasonable  price  by  a  municipality.  The  four  and 
five-light  standards  are  the  types  used  most  generally.  Three 
light  standards  are  used  in  the  smaller  towns  between  blocks,  with 
five-light  standards  at  intersections.  In  average  cities,  or  in  larger 
cities  where  merchants  have  installed  a  commercial  lighting  system, 
four-light  posts  are  found.  Five-light  standards  are  found  in  the 
large  cities,  where  commercial  street  lighting  comes  wholly  or 
partially  under  the  municipal  government.  Your  committee  has 
noticed  eight  of  these  clusters  arranged  at  street  intersections  in 
some  of  the  larger  towns,  one  located  at  the  intersection  of  each 
building  and  curb  line.  This  arrangement  is  v^ry  attractive  and 
at  the  same  time  raises  the  intensity  of  illumination  at  street  inter- 
sections, where  it  is  necessary.  Much  disturbance  caused  by  trol- 
ley and  telegraph  posts  located  at  the  position  desired  for  a  stand- 
ard is  eliminated  in  the  majority  of  cases.  A  certain  tendency 
is  noticed  toward  the  installation  of  one-light  standards  using 
high  wattage  Mazda  lamps.  We  believe  that  such  installations 
are  effective,  and  produce  results  similar  to  those  obtained  with 
more  than  one  lamp  per  standard.  They  are  considered  as  more 
artistic  and  harmonious  by  many. 

The  usual  mounting  height  averages  about  13  feet  6  inches 
to  the  middle  of  the  top  globe.  This  mounting  height  your  com- 
mittee believes  to  be  somewhat  low.  The  tendency  should  be  to 
raise  the  standard  so  that  the  bottom  of  the  pendent  globes  will 
be  approximately  twelve  feet  over  the  street  surface.  This  rec- 
ommendation applies  only  to  streets  of  average  width,  and  where 
standards  are  spaced  an  average  distance.  The  mounting  height 
should  be  proportionately  greater  on  very  wide  streets,  or  streets 
where  the  spacing  is  increased  greatly  over  that  recommended. 

Your  committee  has  found  that  in  a  large  number  of  towns 
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it  is  the  practice  to  extin^ish  the  pendent  lamps  about  midnight, 
allowing  the  top  one  to  bum  until  sunrise.  This  is  accomplished 
by  using  a  three-wire  system  of  distribution,  so  arranged  that 
the  midnight  and  all-night  lamps  are  extinguished  by  separate 
switches. 

The  spacing  of  standards  should  average  between  60  and  80 
feet.  In  other  words,  the  spacing  recommended  is  from  five  to 
six  times  the  mounting  height  of  the  lamps.  We  have  found  this 
to  be  the  most  prevalent,  and  the  results  obtained  have  been 
satisfying. 

The  equipment  most  generally  used  on  standards  is  given  in 
the  following  table.  The  density  of  the  diffusing  globe  should  be 
such  that  the  filament  of  the  lamp  cannot  be  seen  through  the 
globe.  This  subduing  of  the  filament  is  accomplished  in  some  of 
the  alabaster  and  opalescent  globes. 

Table  of  equipment 


Stendtfdi 


One-light. 


Two-light. . 
Three-light 
Four-light. 
Five-light.. 


lAmpslsw 


Globe  rises 


{ 


1-250W. 

1-14' 

1-400W. 

1-16' 

l-SOOw. 

1-18' 

2-  60w. 

2-12' 

2-lOOw. 

2-14' 

2-  60w. 

1-lOOw. 

2-12' 

1-14' 

3-lOOw. 

3-14' 

4-  60w. 

4-12' 

4-lOOw. 

4-14' 

4-  60w. 

1-lOOw. 

4-12' 

1-16' 

5-lOOw. 

4^14' 

1-16' 

The  question  arises — which  is  the  better  on  ornamental  stand- 
ards, x>endent  or  upright  globes?  Your  committee  does  not  wish 
to  determine  this  for  you,  but  gives  the  foUowng  statements. 
From  an  engineering  point  of  view,  the  most  uniform  illumination 
is  the  most  satisfactory.  By  having  globes  upright,  a  more  uni- 
form illumination  is  obtained.  The  intensity  directly  under  the 
standard  is  not  as  high,  and  that  resulting  between  standards  is 
practically  the  same,  as  shown  on  the  accompanying  curves.  If 
it  is  the  desire  to  obtain  a  high  average  intensity,  globes  turned 
downward  increase  the  total  amount  of  light  directed  toward  the 
street  surface  about  30  per  cent. 
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Lighting  in  the  residential  and  suburban  districts 

Series  distribution  in  these  sections  is  universal  and  the  6.6 
ampere  lamp  is  usually  recommended.  The  units  are  suspended 
either  from  poles  supplied  expressly  for  the  purpose,  or  from  tel- 
egraph poles.  The  mounting  height  recommended  is  from  12  to 
14  feet.  But  the  distance  is  limited  by  the  surrounding  foliage, 
and  to  obtain  the  maximum  throw  of  light  the  units  must  neces- 
sarily be  placed  below  any  foliage  obstruction.  In  wide  open 
areas  it  may  be  desirable,  in  consideration  of  wider  spacing,  to 
mount  units  as  high  as  16  feet,  in  order  to  receive  the  benefit 
of  a  wider  throw  from  the  unit. 


3SO 


Distribution  of  Candle  Power  from  Incandescent  Lamp  and  Steel 

Reflector 


Units  may  be  spaced  in  a  single  line,  suspended  along  either 
the  center  of  the  street  or  along  one  side  of  the  street  from  mast 
arms  secured  to  telegraph  poles  or  poles  specially  located.  They 
may  be  located  also  according  to  a  staggered  system  in  which 
case  they  advance  alternately  one-half  of  the  distance  chosen 
between  standards  on  one  side.  A  spacing  of  125  feet  lengthwise 
of  the  street  may  be  given  for  the  single  line  arrangement,  and 
150  feet  if  staggered  (300  feet  on  a  side).  Sixty,  eighty,  or  one 
hundred  candle  power  lamps  are  used,  according  to  the  nature 
and  importance  of  the  thoroughfare.  The  most  prevalent  are 
the  eighty  candle  power. 
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Single  line  center  suspension  lighting  compares  unfavorably 
with  single  line  side  suspension  lighting  on  account  of  the  numerous 
law  suits  and  claims  which  are  registered  from  contact  with  high 
tension.  The  leads  to  the  lamp  are  long  and  at  times  are  liable 
to  become  detached  and  fall  to  the  groimd.  The  system  also 
lends  itself  less  to  pleasing  construction. 

In  suburban  districts,  the  same  arrangements  of  units  are 
accepted.  A  lower  intensity  proves  satisfactory,  which  may  be 
obtained  either  by  increasing  the  spacing  with  the  same  size  of 
lamps,  or  by  using  smaller  candle  power  lamps,  with  the  same 
recommended  spacing.  It  is  recommended  to  install  as  small 
units  as  is  practicable,  and  group  these  as  closely  as  is  com- 
patible with  construction  costs.  Obviously  the  smaller  the  unit 
the  closer  they  must  be  spaced. 

Lighting  of  public  parks,  drives  and  boidevards 

Although  either  of  the  systems  named  for  the  previous  classes 
of  lighting  may  be  used  in  park  lighting,  something  ornamental 
harmonizes  better  with  the  surroundings.  Therefore  a  lantern 
standard  of  some  pleasing  design,  or  a  single  ornamental  standard 
holding  an  upright  globe  is  found  to  be  the  most  generally  used. 

The  mounting  height  of  standards  should  be  as  great  as  pos- 
sible, especially  on  drives  and  boulevards,  in  order  that  they  may 
be  out  of  the  line  of  vision  and  also  that  the  difference  between  a 
hole  in  the  pavement  and  an  obstruction  may  be  distinguished. 
If  units  are  placed  low,  the  casting  of  long  shadows  makes  it 
impossible  to  detect  this  difference. 

No  rules  can  be  specified  as  to  location  of  standards  except 
as  given  in  the  general  discussion.  The  topography  of  the  land 
determines,  to  a  great  extent,  the  spacing  and  design  of  the  light- 
ing system. 

Underground  distribution  is  to  be  recommended  in  parks  and 
boulevards,  as  overhead  wiring  tends  to  spoil  the  effect  created 
by  an  ornamental  installation. 

In  a  park  installation  the  cost  of  conduit  or  a  concrete  envel- 
ope is  rather  high.  For  this  reason  steel  armored  cable  merely 
laid  in  a  trench  is  used.  This  construction  gives  an  installation 
of  moderate  cost,  and  one  which  has  been  found,  in  our  investiga- 
tions, to  be  entirely  satisfactory. 
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STREET  LIGHTING  WITH  ARC  LAMPS 

Omamentql  lighiing  in  the  business  district 

As  before  stated,  your  committee  belieyes  that  lighting  of  the 
business  district  should  be  out  of  the  ordinary.  Embodying  this 
idea,  various  combinations  of  arc  lamps  on  poles  have  been  brought 
out.  Some  of  these  designs  we  believe  to  be  more  detrimental 
than  helpful  in  creating  a  pleasing  impression. 

There  has  been  developed  lately  an  ornamental  magnetite  arc 
lamp  placed  upon  a  standard  for  boulevard  and  business  district 
lighting.    Standards  used  in  connection  with  these  arc  lamps  are 


Typical  Distribution,  Ornamental,  Maqnbtite  Arc  Lamp 


of  the  materials  as  given  for  incandescent  clusters.  The  mounting 
height  to  the  center  of  the  globe  is  approximately  14J  feet.  This 
height,  we  believe,  should  approximate  twenty  feet  with  a  spac- 
ing of  from  100  to  150  feet.  On  very  narrow  streets  a  system  of 
this  kind  is  not  to  be  recommended,  as  the  intensity  and  glare 
produced  is  prohibitive.  If  the  standards  were  placed  far  enough 
apart  to  give  the  desired  intensity,  the  installation  would  be 
awkward. 

The  arc  itself  consists  of  the  regular  magnetite  lamp  with  the 
operating  mechanism  inverted.  The  globe  is  of  dense  opal  glass 
artistically  formed,  which  tends  to  distribute  and  diffuse  the  light 
properly.    The  maximiim  candle  power  from  this  lamp  is  given 
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at  about  thirty  degrees  below  the  horizontal.  It  operates  on  a 
constant  current  D.  C.  circuit  of  6.6  amperes,  and  is  very  well 
adapted  for  this  class  of  lighting. 

There  are  a  few  points,  however,  which  your  committee  desires 
to  call  to  your  attention.  We  believe  that  a  high  candle  power 
source  of  such  brilliancy  should  have  a  somewhat  higher  mounting 
height.  As  the  unit  is  now  located,  it  may  be  considered  as  directly 
in  the  line  of  vision.  We  also  believe  that  an  unnecessarily  high 
intensity  results  from  the  location  of  these  imits,  as  recommended 
by  manufacturers.  This  high  intensity  works  to  the  detriment  of 
the  merchants  in  displaying  wares  in  their  show-windows.  This 
type  of  lighting  is  also  limited  to  the  larger  cities,  or  where  large 
appropriations  are  available  for  street  lighting  purposes.  Another 
objectionable  feature  of  this  system  is  the  placing  of  high  tension 
current  underground. 

On  narrow  streets  in  foreign  countries  a  unique  system  of 
street  lighting  is  carried  out  which  enhances  the  attractiveness 
and  gives  to  it  a  very  open  impressive  appearance.  This  practice 
consists  of  suspending  arc  lamps  at  some  distance  from  the  street 
level  on  building  fronts.  The  facades  of  the  buildings,  although 
variable  in  the  nature  of  construction,  reflect  a  certain  portion 
of  the  light  onto  the  street  level.  The  combination  of  the  bright- 
ness of  the  building  fronts  and  street  level  produces  a  bright  com- 
manding appearance. 

lAghiing  in  the  residential  district 

It  is  not  the  intention  of  your  committee  to  draw  comparisons 
between  arc  lamps  for  residential  district  lighting;  but  rather  to 
draw  comparisons  between  units  as  illuminants  for  street  lighting. 

Up  to  the  present  time  it  has  been  the  practice  to  install  arc 
lamps  for  the  purpose  of  markers  at  street  intersections,  rather  than 
for  the  successful  production  of  street  illumination.  To  render 
illumination  most  effective  in  these  districts,  glare  should  be 
eliminated  and  unformity  produced.  With  these  requirements, 
an  arc  lamp  placed  at  a  proper  mounting  height  in  relation  to  the 
usual  spacing  of  from  350  to  400  feet  (an  average  city  block) 
results  in  a  considerable  falling  off  of  intensity  between  lamps. 
This  decrease  of  intensity  is  accentuated  by  the  fact  that  the 
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majority  of  residence  streets  in  towns  are  wooded.  The  ability 
to  see  at  the  low  intensities  provided  depends  largely  upon  the 
dark  adaptation  of  the  eye.  If  the  lighting  varies  greatly  from 
point  to  point,  the  danger  of  accidents  occuring  in  the  shaded 
places  between  lamps  is  mmecessarily  great,  because  the  gloom 
encountered  is  exaggerated  by  contrast.  These  requirements, 
therefore,  favor  the  use  of  smaller  lighting  units  spaced  a  relatively 
shorter  distance  apart,  which  practice  enables  the  mounting  height 
to  be  such  that  the  maximum  throw  of  light  from  the  lamp  will 
be  unobstructed. 

Lighting  the  svburban  district 

In  suburban  districts  or  country  roads,  the  highway  may  or 
may  not  be  wooded.    The  fact  that  an  arc  lamp  is  a  imit  of 


Typical  Distribution,  4.0  Amp.  Magnetite  Arc  Lamp 

high  cost  and  high  candle  power  necessitates  greater  spacing  with 
a  consequent  decrease  of  illumination  between  lamps.  If  the  thor- 
oughfare under  these  conditions  is  heavily  wooded,  the  situation 
is  brought  to  an  almost  impractical  point.  Therefore,  your  com- 
mittee likewise  recommends  the  use  of  small  units  for  this  division 
of  street  lighting. 


LighHng  public  parks^  drives  and  boulevards 

In  lighting  public  parks,  drives  and  boulevards,  conditions 
similar  to  those  of  residence  and  suburban  districts  hold  true. 
The  problem  is  more  complex,  however,  for  there  are  found  wind- 
ing drives  and  irregular  ground.  For  these  reasons  arc  lamps  in 
parks  have  found  but  small  favor.  Your  committee  favors  the 
use  of  small  units  for  lighting  conditions  experienced  in  parks.     On 
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straightaway  boulevards,  arc  lighting  has  received  considerable 
commendation.  The  arc  lamps  are  hung  at  considerable  height 
above  the  roadway,  25  to  30  feet,  which  suspension  distributes 
a  fairly  uniform  intensity  devoid  of  sharp,  long  shadows  and  of 
ample  value. 

STREET  LIGHTING   WITH   GAS  LAMPS 

OmamefUal  lighting  in  the  business  district 

Up  to  within  a  few  years  ornamental  lighting  in  the  business 
district  consisted  of  two,  three  or  more  gas  arcs,  utilizing  upright 
mantles.    These  arcs  were  mounted  on  standards  which  appeared 
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Typical  Distribution,  Upright  Gas  Mantle 

very  awkward  and  top-heavy.  The  development  of  the  inverted 
mantle  has  brought  about  the  ornamental  gas  standards,  which 
in  appearance  are  similar  to  the  incandesent  clusters  already  men- 
tioned. Your  committee  desires  to  draw  attention  to  a  number 
of  facts  concerning  the  ornamental  system  of  gas  lighting. 

The  illumination  produced  is  very  pleasing  and  as  a  decorative 
feature  the  designs  harmonize  well.  The  distribution  of  the  light 
flux,  however,  is  decidedly  downward  and  produces  spot-lighting 
at  the  standard.  Inconvenience  is  also  a  matter  for  consideration. 
The  fact  that  each  lamp  must  be  lighted  separately  means  stained, 
unsightly  globes,  and  breakage.  Automatic  lighting  by  pressure 
gas  waves  has  been  experimented  with,  but  its  development  is  not 
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perfected.  These  lamps  are  subject  to  the  same  criticism  as  are 
single  lighting  units  in  the  residence  district,  viz.,  the  candle 
power  of  the  mantles  is  a  variable  quantity,  and  in  reviewing  tests 
which  have  been  carried  on,  we  find  the  average  candle  power  pro- 
duced to  be  much  less  than  the  rated  candle  power.  Ornamental 
gas  lighting  is  somewat  imcertain  and  the  satisfactory  operation 
a  matter  of  experience. 

Lighting  the  residence  district 

The  main  objections  to  the  lighting  of  residence  districts  with 
upright  gas  mantles  are  the  uncertainty  of  the  candle  power  pro- 
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Typical  Distbibution,  3-Mantle  Gas  Abc  with  Diffusing  Globe 

duced,  the  number  of  outages  and  the  lack  of  convenience.  Here 
also,  each  lamp  must  be  lighted  separately.  The  candle  power 
distribution  from  the  lamp  is  not  ideal  in  that  the  maximum  candle 
power  is  directed  horizontally.  Much  of  the  light  therefore  is 
wasted  in  lighting  the  surrounding  trees  and  foliage. 


Lighting  the  suburban  distnctj  parkSy  boulevards,  etc. 

In  the  lighting  of  suburban  districts  and  parks,  we  find  that 
the  gasoline  vapor  lamp  is  used  quite  extensively.  Its  position 
is  that  of  a  substitute  for  gas  or  electricity  until  it  is  possible  with 
further  extension  to  use  such  service.  The  mantle  used  is  similar 
to  the  upright  mantles  of  ordinary  gas  standards  and  the  same 
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objections  are  pertinent.  The  vapor  units  are  usually  located  in 
open  places,  where  air  currents  materially  affect  the  mantle.  The 
results  are  flickering,  broken  mantles  and  low  candle  power. 

In  the  foregoing  we  have  in  no  maimer  endeavored  to  make  a 
comparison  of  illuminants  as  to  operation,  maintenance,  etc. 
We  have  merely  suggested  certain  points  which,  in  contemplating 
a  Ughting  system,  it  might  be  well,  from  our  investigation,  to 
bear  in  mmd. 

We  trust  that  the  information  included  in  this  report  may  serve 
the  purpose  for  which  it  was  presented,  namely,  that  it  will  aid 
in  raising  the  present  standard  of  municipal  street  lighting  through- 
out the  United  States. 

D.  A.  H15GARTT,    Chairman, 
W.  A.  VON  Phul, 
W.  C.  Brennan. 
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REPORT  OF  THE  COMMITTEE  ON  MUNICIPAL 
LEGISLATION  AND  FINANCE 

The  committee  has  imdertaken,  with  the  aid  of  the  Society 
clearing  house,  a  general  study  of  what  has  been  done  in  the 
field  of  municipal  legi^ation  during  1912  that  was  new  or  novel 
or  of  special  interest,  and  in  response  to  circular  letters  to  gov- 
ernors and  mayors  of  all  cities  of  over  5000  population  has  accu- 
mulated a  large  number  of  city  charters  and  considerable  informa- 
tion on  the  subject.  While  the  number  of  replies  received  is  much 
less  than  the  inquiries  sent,  yet  they  came  from  all  parts  of  the 
Union,  representing  thirty-five  states,  and  taken  as  a  whole  are 
fairly  representative  of  general  conditions  in  this  field.  The  cir- 
cular letters  asked  particularly  as  to  the  form  of  government  in 
operation,  and  if  any  new  or  novel  features  had  been  introduced 
within  the  past  year,  whether  the  present  form  of  government 
was  satisfactory,  and  whether  any  new  or  improved  methods  of 
finance  were  in  use. 

Without  exception  the  replies  indicate  no  new  or  novel  methods 
of  finance  in  use  or  proposed,  which  is  quite  surprising  in  view  of 
the  generally  recognized  fact  that  there  is  such  a  wide  field  for 
improvement  in  the  methods  of  organizing  and  administering 
financial  departments  in  municipalities.  This  seems  to  indicate 
the  necessity  for  some  organized  effort  on  the  part  of  the  city 
officials  and  others  interested,  to  improve  and,  so  far  as  possible, 
standardize  the  organization  and  administration  of  municipal 
financial  affairs.  The  advisability  of  undertaking  this  work  as 
a  special  feature  by  a  special  committee,  in  conjunction  with  the 
standing  or  other  special  committees  whose  work  may  be  of 
assistance,  is  submitted  for  the  consideration  of  the  society. 

The  replies  to  the  question  of  whether  the  form  of  government 
in  use  was  satisfactory,  with  one  or  two  exceptions,  indicate  entire 
satisfaction;  but  in  drawing  conclusions  from  this  it  must  be 
remembered  that  all  the  answers  came  from  officials  of  the  party 
in  power  and  would  naturally  be  more  partisan  than  judicial. 

23 
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all  executive  duties.  This  is  known  as  the  "Staunton  plan"  and 
has  been  widely  discussed  and  commented  on,  and  the  state  of 
Oregon  has  adopted  the  ''general  manager"  feature  or  single 
headed  executive  department  for  the  government  of  the  state, 
counties  and  cities.  A  bill  was  presented  to  the  New  York  leg- 
islature in  1911  proposing  this  form  of  government  for  all  cities 
of  50,000  or  less.  Sumpter,  S.  C.  adopted  this  form  during  the 
past  summer.  The  advantages  claimed  for  it  are  separation  of 
legislative  and  executive  powers,  "single  instead  of  three  or  five- 
headed  executive  branch,  avoids  confusion  of  responsibility,  and 
relieves  the  public  of  the  necessity  of  judging  of  a  candidate's 
executive  and  technical  ability."  This  is  the  latest  distinct  form 
developed  and  combines  essential  features  of  the  commission  and 
federal  plans  of  government.  The  basic  idea  upon  which  it  is 
constructed  is  that  municipal  affairs  should  and  can  be  conducted 
with  the  same  high  degree  of  efficiency  that  private  corporations 
attain  and,  therefore,  their  organization  and  administration  should 
be  as  nearly  as  possible  the  same. 

The  plan  as  developed  presents  many  theoretical  advantages 
over  any  yet  tried,  but  it  lacks  the  test  of  time  to  fully  determine 
its  practical  possibilities  and  limitations;  therefore  conclusions  as 
to  its  practical  value  would  be  premature  at  present. 

The  committee  has  found  more  activity  in  commission  form 
of  government  than  any  other  and  has  given  this  especial  consid- 
eration.  The  National  Short  Ballot  Organization  is  advocating 
the  "short  ballot"  form  of  government,  through  its  bimonthly 
bulletin,  which  has  a  wide  circulation  and  much  influence.  We 
are  indebted  to  the  August  bulletin  for  the  latest  additions  to  the 
list  of  commission  governed  cities.  The  National  Municipal 
League  is  also  an  influential  advocate  of  commission  government 
and  is  doing  a  large  amount  of  work  in  this  field.  The  accom- 
panying list  shows  all  commission  governed  cities  in  the  United 
States,  with  their  population,  date  of  adopting  commission  form, 
source  of  authority  of  charter,  etc.  This  list  is  compiled  princi- 
pally from  one  published  in  the  Engineeering  News  of  April  4, 1912, 
it  having  been  rearranged  alphabetically  and  extended  by  addi- 
tions made  in  1912.  The  geographical  distribution  of  the  cities 
and  relative  size  are  shown  graphically  on  the  accompanying  map, 
on  which  is  also  shown  graphically  the  annual  rate  of  increase 
in  the  number  of  cities  adopting  it : 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

Alabama — ^Total,  9 


Authority 

Pkoe 

Date  voted 
1911 

Date  in  effect 

Population 

o.L.B. 

^Birmingham 

1911 

132,685 

S.L. 

*Cordova 

1911 

1,747 

S.L. 

♦Hartsell 

1911 

1,374 

S.L.B. 

♦Huntsville 

1911 

7,611 

S.L.B. 

♦Mobile 

1911 

51,521 

S.L.D. 

•Montgomery 

1911 

1911 

38,136 

S. 

Sheffield 

1912 

4,865 

S.L. 

♦Talladega 

1911 

5,854 

S.L. 

•Tuscaloosa 

1911 

8,407 

California— TotaXy  14 


S.L.B. 

S.L.B. 

S.L.B. 

S.L.B. 

S.L.B. 

B. 

L. 

S.L. 

S.L.B. 

S.L.B. 

S.L.B. 

S.L. 

S.L. 

S. 


tBerkeley 

fPasadena 

tModesto 

fMonterey 

tOakland 

fPomona 

tRiverside 

tSacramento 

tSan  Diego 

tSan  Louis  Obispo 

tSanta  Cruz 

tStockton 

tVallejo 

tSan  Mateo 


1909 

1911 
1911 
1911 
1911 


1909 
1911 
1911 

1911 


40,434 
30,291 

4,034 

4,923 
150,174 
10,207 
15,212 
44,696 
39,578 

5,157 
11,146 
23,253 
11,340 

4,384 


Colorado— Total,  4 


S.L.B.  fColorado  Springs 

'  Durango 

L.B.  fGrand  Junction 

L.  I  tPueblo 


29,078 
4,680 
7,754 

44,395 


L. 
L. 


Florida— Total,  2 


Green  Cove  Springs 
Passagrille 


1911 
1911 


1,319 
Not  given 


*  State  law.    fHome  rule  law. 
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TABLE  SHOWING  CmES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Continued) 

Geor^a— Total,  2 


Authority 

Place 

Date  voted      Date  in  effect  '    Population 

! 

S.L. 
L. 

•Cartersville 
Marietta 

1911 
1911 

4,067 
5,946 

JWtnm«— Total,  20 


L. 

*Braceville 

S.L.D. 

•Carbondale 

S.L.B. 

•Clinton 

O.L.D. 

♦Decatur 

S.L.D. 

♦Dixon 

S.L.B. 

♦Elgin 

S.L. 

♦Forest  Park 

S.L. 

♦Hamilton 

S.L.B. 

♦Hillsboro 

S.L.D. 

♦Jacksonville 

S.L.B. 

♦Kewanee 

S.L.B. 

♦Moline 

S.L.B. 

♦Ottawa 

S.L.B. 

♦Pekin 

S.L.B. 

♦Rochelle 

S.L.B. 

♦Rock  Island 

S.L.B. 

♦Springfield 

S.L.B. 

♦Spring  Valley 

S.L. 

♦Waukegan 

S. 

♦Harvey 

L. 
S.L.B. 


1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1912 


Iowa— Total,  7 


Idaho— Total,  2 


Boise 
tLewistown 


1907 


1911 

971 

1911 

5,411 

1911 

5,165 

1911 

31,140 

1911 

7,216 

1911 

25,976 

1911 

6,594 

1911 

1,627 

1911 

3,424 

1911 

15,326 

1911 

9,307 

1911 

24,199 

1911 

9,535 

1911 

9,897 

1911 

2,732 

1911 

24,335 

1911 

51,678 

1911 

7.035 

1911 

16,069 

1912 

7,227 

S.L.B. 

♦Burlington 

1909 

1910 

24,324 

S.L.B. 

♦Cedar  Rapids 

1907 

1908 

32,811 

S.L.B. 

♦Des  Moines 

1907 

1908 

86,368 

o.L.B. 

♦Fort  Dodge 

1910 

1911 

15,543 

S.L.B. 

♦Keokuk 

1909 

1910 

14,008 

S.L.B. 

♦Marshal  Itown 

1910 

.     1911 

13,374 

S.L.B. 

♦Sioux  City 

1910 

1910 

47,828 

17,3.58 
6,043 


♦  State  law.    t  Charter. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  00HHI8SI0N  FORM  OF  GOVERNMENT 

(Continued) 

Kansas— TotaXj'Zl 


Authority 

PlAoe 

DateTOted 

Date  in  e£Feot 

Population 

S.L.B. 

•Abilene 

1910 

1910 

4,118 

S.L.B. 

•Anthony 

1909 

1909 

2,669 

S.L.B. 

•Caldwell 

1909 

1909 

2,205 

S.L. 

•Chanute 

1911 

9,272 

S.L.B. 

•Cherryvale 

1910 

1911 

4,304 

S.L.B. 

•Coffeyville 

1909 

1910 

12,687 

S.L.B. 

Council  Grove 

1911 

1911 

2,545 

S.L.B. 

Dodge  City 

1910 

1911 

3,214 

S.L.B. 

•Emporia 

1910 

1910 

9,058 

S.L.B. 

Eureka 

1910 

1910 

2,333 

S.L.B. 

•Girard 

1910 

1910 

2,446 

S.L.B. 

•Hutchinson 

1909 

1909 

16,364 

S.L.B. 

•Independence 

1909 

1909 

10,480 

S.L.B. 

•lola 

1910 

1910 

9,032 

S.L.B. 

•Kansas  City 

1909 

1910 

82,331 

S.L.B. 

•Leavenworth 

1908 

1908 

19,363 

o.L. 

•Manhattan 

1911 

6,722 

S.L.B. 

•Marion 

1910 

1910 

1,841 

S.L.B. 

•Neodosha 

1910 

1911 

2,872 

S.L.B. 

•Newton 

1910 

1910 

7,862 

S.L.B. 

•Parsons 

1909 

1910 

12,463 

S.L.B. 

•Pittsburgh 

1910 

1910 

14,755 

S.L. 

•Pratt 

1911 

3,302 

S.L.B. 

•Topeka 

1909 

1910 

43,684 

S.L.B. 

•Wellington 

1910 

1910 

7,034 

S.L.B. 

•Wichita 

1909 

1909 

52,450 

S. 

Arkansas  City 

1912 

7,508 

s. 

Hoi  ton 

1912 

2.842 

s. 

Portage 

1812 

5.440 

s. 

Rice  Lake 

1912 

3,968 

s. 

Superior 

1912 

40,384 

• 

KentTicky 

—Total,  2 
1911 

S.L. 

Lexington 

1912 

35.099 

S.L.B. 

•Newport 

1910 

30,309 

—   ■ 

Louisiana 

—Total,  4 

•New  Orleans 

1912 

1913 

339.075 

S.L.B. 

•Shreveport 

1910 

1910 

28.015 

New  Ibera 

1912 

1912 

7,400 

Natchetoches 

1912 

1912 

2.582 

•State  la^ 

wr. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Contlnaed) 


Auiborlty 


S.L. 


Maine— Total,  1 


Place 


Gardiner 


Date  voted    I  Date  In  effect  '     Population 


1911 


5,311 


Massachusetts — ^Total,  6 


S.L.B. 

o.L.B. 

S.L. 

S.L. 

S.L.D. 

S.L. 


tGloucester 

tHaverhill 

{Lawrence 

t  Lowell 

tLynn 

tTaunton 


1908 

24,398 

1909 

.        44,115 

1911 

85,892 

1911                               1      106,294 

1910 

89,336 

1909 

34,259 

d.L.B. 


Maryland — ^Total,  1 


Cumberland 


1910 


1910 


21,839 


Mississippi — ^Total,  5 

S.L.B. 

♦Clarksdale 

1910 

1911 

S.L. 

•Gulfport 

1911 

S.L.o. 

*Hattie8burg 

1910 

1911 

S 

*Laurel 

1911(?) 

s. 

Meridian 

1912 

4,079 
6,386 

11.733 
8,465 

23,285 


Michigan — ^Total,  7 


L 

fEast  Jordan 

1911 

2,516 

L. 

tFlint 

■ 

38,550 

L. 

Fremont 

1911 

2,009 

S.L.B. 

tHarbor  Beach 

1910 

1910 

1,556 

S.L.B. 

tPontiao 

1911 

1911 

14,532 

S.L.B. 

JPort  Huron 

1910 

1911 

18,863 

S.L.B. 

Wyandotte 

Minnesoti 
tFaribault 

1911 
1— Total,  4 

1911 

8,287 

S.L.B. 

1911 

1911 

9.001 

S.L.B. 

fMankato 

1910 

1910 

10,365 

S.L. 

tSt.  Paul 

1812 

214,744 

S.L. 

St.  Cloud 

1 

w.     t  Home  rule  law.     t  ( 

1911 

10,600 

*  State  la 

])harter. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Continued) 


New  Jersey — ^Total,  11 


Authority 

1 
Place 

Date  voted 

Date  In  effect 

Population 

L.B. 

•Hawthorne 

1911 

1911 

3,400 

L. 

*Irvington 

1911 

1911 

11,877 

L.B. 

•Margate  City 

1911 

1911 

129 

S.L. 

♦Ocean  City 

1911 

1911 

1,950 

S.L.B. 

•Passaic 

1911 

1911 

64,773 

S.L. 

•Ridgewood 

1911 

1911 

5,416 

S.L.B. 

♦Trenton 

1911 

1911 

98,815 

S. 

Atlantic  City 

1912 

46,150 

s. 

Long  Branch 

1912 

1912 

13,298 

s. 

Nutley 

1912 

6,009 

s. 

Ridgefield  Park 

1912 

North  Carolina— HoiaX,  3 

S.L.B. 

tGreensboro 

1911 

!        1911 

15,895 

S.L.B. 

thigh  Point 

1909 

1909 

9,525 

S.L.B. 

{Wilmington 

1911 
—Total,  4 

1911 

25,748 

Nebraska 

S.L. 

Beatrice 

1911 

9,356 

S.L. 

♦Omaha 

1911 

124,096 

S. 

Nebraska  City 

1912 

5,488 

S. 

Lincoln 

1912 

43,973 

North  Dah. 

)<a— Total,  3 

S.L.B. 

♦Bismarck 

1909 

1909 

5,443 

S.L.B. 

♦Mandan 

1907 

1907 

3,873 

S.L.B. 

♦Minot 

1909 

1909 

6,188 

New  Mexi\ 

:o— Total,  1 
;        1910 

—Total.  1 
1911 

S.L. 

♦Roswell 

1 

1 

6,172 

Montana 

1911 

1 

S.L.B. 

♦Missoula 

12,869 

♦State  law.     t Home  rule  law.     {Charter. 


REPORT  ON  FINANCE  AND  MUNICIPAL  LBOISLATION 


33 


TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Continued) 

Oklahoma— Total,  20 


S.L.C 


Anthoxfty 

PlAoe 

Date  voted 

Date  In  effeet 
1909 

Population 

S.L.B. 

fArdmore 

1908 

8,618 

S.L.B, 

fBartlesville 

1910 

1910 

6,181 

S.L.B. 

tDuncan 

1910 

1910 

2,447 

S.L.B. 

tEnid 

1909 

1909 

13,799 

S.L.B. 

fEl  Reno 

1910 

1911 

7,872 

S.L.B. 

tGuthrie 

1911 

1911 

11,654 

S.L. 

fHoldenville 

1911 

2,296 

S.L. 

fLawton 

1911 

7,788 

S.L.B. 

tMcAliflter 

1910 

1910 

12,954 

S.L.B. 

tMiami 

1910 

1910 

2,907 

S.L.B. 

fMuskogee 

1910 

1911 

25,278 

S.L.B. 

tOklahoma  City 

1911 

1911 

64,205 

S.L.B. 

tPurcell 

1910 

1911 

2,740 

S.L.B. 

fSapulpa 

1910 

1910 

8,283 

L. 

tStillwater 

1911 

3,444 

S.L.B. 

tTulsa 

1908 

1909 

18,182 

S.L.B. 

tWagoner 

1910 

1911 

4,018 

S. 

Ada 

1912 

4,309 

s. 

Duvant 

1912 

5,330 

s. 

Okmulgee 

1911 

4,176 

Oregon — ^Total,  1 


Baker  City 


1910 


1910 


6,742 


South  Carolina— Total,  2 


S.L.B. 

S. 


•Columbia 
§Sumpter 


1910 
1912 


1910 


26,319 
8,109 


SotUh  Dakota— Total,  12 


S.L.B. 

•Aberdeen 

S. 

*Canton 

S.L.B. 

•Chamberlain 

S.L.B. 

♦Dell  Rapids 

S.L.B. 

•Huron 

S.L. 

•Lead 

S.L.B. 

•Pierre 

S.L.B. 

•Rapid  City 

S.L.B. 

•Sioux  Falls 

S.L.B. 

•Vermillion 

S.L.B. 

•Yankton 

S. 

•Madison 

•State  law.     fHome  rule  law.     §City  manager. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

Alabama— Total,  9 


Authority 

Place 

Date  voted 
1911 

Date  m  effect 

Population 

S.L.B. 

^Birmingham 

1911 

132,685 

S.L. 

•Cordova 

1911 

1,747 

S.L. 

•Hartsell 

1911 

1,374 

S.L.B. 

•Huntsville 

1911 

7,611 

S.L.B. 

♦Mobile 

1911 

51,521 

S.L.B. 

•Montgomery 

1911 

1911 

38,136 

S. 

Sheffield 

1912 

4,865 

S.L. 

•Talladega 

1911 

5,854 

S.L. 

•Tuscaloosa 

1911 

8,407 

California— TotaX,  14 


S.L.B. 

tBerkeley 

1909 

1909 

40,434 

S.L.B. 

fPasadena 

1912 

30,291 

S.L.B. 

fModesto 

1910 

1911 

4,034 

S.L.B. 

fMonterey 

1910 

1911 

4,923 

S.L.B. 

tOakland 

1910 

1911 

150,174 

B. 

tPomona 

1911 

1911 

10,207 

L. 

tRiverside 

15,212 

S.L. 

tSacramento 

1911 

44,696 

S.L.B. 

tSan  Diego 

1909 

1909 

39,578 

S.L.B. 

tSan  Louis  Obispo 

1910 

1911 

5,157 

S.L.B. 

tSanta  Cruz 

1911 

1911 

11,146 

S.L. 

tStockton 

1911 

23,263 

S.L. 

tVallejo 

1911 

1911 

11,340 

S. 

tSan  Mateo 

1912 

4,384 

Co/orodo— Total,  4 


S.L.B. 

L.B. 
L. 


tColorado  Springs 
Durango 
tGrand  Junction 
tPueblo 


1909 
1912 
1909 
1911 


1909 
1909 


29,078 
4,680 
7,754 

44,395 


L. 
L. 


F/onda— Total,  2 


Green  Cove  Springs 
Passagrille 


1911 
1911 


1.319 
Not  given 


•  State  law.    fHome  rule  law. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Contmued) 


Georgia— Total,  2 


Authortty 

PlMe 

Date  voted 

Date  In  effeet 

Population 

S.L. 

*Cartersville 

1911 

4,067 

L. 

Marietta 

1911 

1 

5,946 

Illinois— 

-Total,  20 

L. 

•Braceville 

1911 

1911 

971 

S.  Ij.d. 

*Carbondale 

1911 

1911 

5,411 

S.L.B. 

•Clinton 

1911 

1911 

5,165 

o.L.B. 

•Decatur 

1911 

1911 

31,140 

^.Li.B. 

•Dixon 

1911 

1911 

7,216 

S.L.B. 

•Elgin 

1911 

1911 

25,976 

S.L. 

•Forest  Park 

1911 

1911 

6,594 

S.L. 

•Hamilton 

1911 

1911 

1,627 

S.L.B. 

•Hillsboro 

1911 

1911 

3,424 

S.L.B. 

•Jacksonville 

1911 

1911 

15,326 

S.L.B. 

•Kewanee 

1911 

1911 

9,307 

S.L.B. 

•Moline 

1911 

;        1911 

24,199 

S.L.B. 

•Ottawa 

1911 

1911 

9,535 

S.L.B. 

•Pekin 

1        1911 

1911 

9,897 

S.L.B. 

•Rochelle 

1911 

1911 

2,732 

S.L.B. 

•Rock  Island 

1911 

1911 

24,335 

S.L.B. 

•Springfield 

1911 

1911 

51,678 

S.L.B. 

•Spring  Valley 

1911 

1911 

7,035 

S.L. 

•Waukegan 

1911 

1911 

16,069 

S. 

•Harvey 

1912 

1912 

7.227 

Iowa — ' 

Total,  7 

S.L.B. 

•Burlington 

1909 

1910 

24,324 

S.L.B. 

•Cedar  Rapids 

1907 

1908 

32.811 

S.L.B. 

•Des  Moines 

1907 

1908 

86.368 

S.L.B. 

•Fort  Dodge 

1910 

1911 

15,543 

S.L.B. 

•Keokuk 

1909 

1910 

14,008 

S.L.B. 

•Marshall  town 

1910 

.     1911 

13,374 

S.L.B. 

•Sioux  City 

1910 

1910 

47,828 

Idaho- 

-Total,  2 

L. 

Boise 

17,358 

S.L.B. 

tLewistown 

1907 

1907 

6,043 

*  State  law.     J  Charter. 
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TABLE  SHOWING  GITIBS  WHICH  HAVE  OOMMISSION  FORM  OF  GOVERNMENT 

(Continued) 

i?an«a«— Total, -31 


lutborlty 

Place 

Date  voted 

Date  In  e£feot 

Population 

S.L.B. 

^Abilene 

1910 

1910 

4,118 

S.L.B. 

•Anthony 

1909 

1909 

2,669 

S.L.B. 

•Caldwell 

1909 

1909 

2,205 

S.L. 

•Chanute 

1911 

9,272 

S.L.B. 

•Cherryvale 

1910 

1911 

4,304 

S.L.B. 

•Coffeyville 

1909 

1910 

12,687 

S.L.B. 

Goancil  Grove 

1911 

1911 

2,545 

S.L.B. 

Dodge  City 

1910 

1911 

3,214 

S.L.B. 

•Emporia 

1910 

1910 

9,058 

S.L.B. 

Eureka 

1910 

1910 

2,333 

S.L.B. 

♦Girard 

1910 

1910 

2,446 

S.L.B. 

♦Hutchinson 

1909 

1909 

16,364 

S.L.B. 

•Independence 

1909 

1909 

10,480 

S.L.B. 

•lola 

1910 

1910 

9,032 

S.L.B. 

•Kansas  City 

1909 

1910 

82,331 

S.L.B. 

•Leavenworth 

1908 

1908 

19,363 

S.L. 

•Manhattan 

1911 

5,722 

S.L.B. 

•Marion 

1910 

1910 

1,841 

S.L.B. 

♦Neodosha 

1910 

1911 

2,872 

S.L.B. 

•Newton 

1910 

1910 

7,862 

S.L.B. 

•Parsons 

1909 

1910 

12,463 

S.L.B. 

•Pittsburgh 

1910 

1910 

■ 

14,755 

S.L. 

•Pratt 

1911 

3,302 

S.L.B. 

•Topeka 

1909 

1910 

43,684 

S.L.B. 

•Wellington 

1910 

1910 

7,034 

S.L.B. 

♦Wichita 

1909 

1909 

52,450 

S. 

Arkansas  City 

1912 

7,508 

s. 

Hoi  ton 

1912 

2,842 

s. 

Portage 

1812 

5,440 

s. 

Rice  Lake 

1912 

3,968 

s. 

Superior 

1912 

40,384 

• 

Kentucky 

—Total,  2 
1911 

1912 

S.L. 

Lexington 

35,099 

S.L.B. 

•Newport 

1910 

30,309 

Louisiana 

t— Total,  4 

•New  Orleans 

1912 

1913 

339,075 

S.L.B. 

♦Shreveport 

1910 

1910 

28,015 

New  Ibera 

1912 

1912 

7,400 

Nate  he  toe hes 

1912 

1912 

2.582 

^State  lai 

5V. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(ConUnaed) 


Authority 


S.L. 


Maine — ^Total,  1 


Place 


Date  voted 


Date  In  effect       Population 


Gardiner 


1911 


5,311 


Massachttsetis — ^Total,  6 


S.L.H. 

S.L.B. 

S.L. 

S.L. 

S.L.B. 

S.L. 


JGloucester 

^Haverhill 

JLawrence 

JLowell 

JLynn 

JTaunton 


1908 
1909 
1911 
1911 
1910 
1909 


24,398 
44,115 
85,892 
106,294 
89,336 
34,259 


S.L.B. 


Maryland — ^Total,  1 


Cumberland 


1910 


1910 


21,839 


Mississippi — ^Totai,  5 

S.L.B. 

♦Clarksdale 

1910 

1911 

S.L. 

♦Gulfport 

1911 

o.L.B. 

*Hattiesburg 

1910 

1911 

S 

•Laurel 

1911 (?) 

S. 

Meridian 

1912 

4,079 
6,386 

11,733 
8.465 

23,285 


Michigan — ^Total,  7 


L 

L. 

L. 

S.L.B, 

o.L.B. 

S.L.B. 

S.L.B. 


tEast  Jordan 

tFiint 

Fremont 

tHarbor  Beach 

tPontiac 

tPort  Huron 

Wyandotte 


1911 

1911 
1910 
1911 
1910 
1911 


1910 
1911 
1911 
1911 


2,516 
38,550 

2,009 

1.556 
14,532 
18,863 

8,287 


S.L.B. 
S.L.B. 
^.  L. 
S.L. 


Minnesota — ^Total,  4 


tFaribault 
tMankato 
tSt.  Paul 
St.  (Moud 


1911 
1910 
1812 
1911 


1911 
1910 


9.001 

10,365 

214,744 

10.600 


*  State  law.     t  Home  rule  law.     t  Charter. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Continued) 

New  Jersey — ^Total,  11 


Authority 

Plaoo 

Date  voted 

Date  in  effect 

Population 

L.B. 

•Hawthorne 

1911 

1911 

3,400 

L. 

*Irvington 

1911 

1911 

11,877 

L.B. 

♦Margate  City 

1911 

1911 

129 

S.L. 

*Ocean  City 

1911 

1911 

1,960 

S.L.B. 

•Passaic 

1911 

1911 

54,773 

S.L. 

*Ridgewood 

1911 

1911 

5,416 

S.L.B. 

♦Trenton 

1911 

1911 

98,815 

S. 

Atlantic  City 

1912 

46,150 

S. 

Long  Branch 

1912 

1912 

13,298 

s. 

Nutley 

1912 

6,009 

s. 

Ridgefield  Park 

1912 

North  Carolina — ^Total,  3 


S.L.B. 
S.L.B. 
S.L.B. 


JGreensboro 
JHigh  Point 
{Wilmington 


1911 
1909 
1911 


1911 
1909 
1911 


15,895 

9,525 

25.748 


Nebraska 

—Total.  4 

S.L. 

Beatrice 

1911 

9,356 

S.L. 

*Omaha 

1911 

124,096 

S. 

Nebraska  City 

1912 

5,488 

s. 

Lincoln                                1912 

43,973 

North  Daifcof a— Total,  3 


S.L.B. 

*Bismarck 

1909 

1909 

S.L.B. 

*Mandan 

1907 

1907 

S.L.B. 

♦Minot 

1909 

1909 

5.443 
3,873 
6.188 


S.L. 


New  Mexico — ^Total,  1 


^Roswell 


1910 


6.172 


S.L.B. 


MotUana — Total,  1 


"Missoula 


1911 


1911 


12,869 


*  State  law.     f  Home  rule  law.     t  Charter. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Continued) 

Oklahoma— TotsA,  20 


Authwlty 


S.L.B. 

S.L.D. 

o.L.B. 

S.L.H. 

S.L.B. 

o.L.B. 

S.L. 

S.L. 

S.L.D. 

o.L.B. 

o.L.B. 

o.L.B. 

S.L.D. 

o.L.D. 

L. 

S.L.D. 

S\L.B. 

S. 
S. 

s. 


S.L.B. 

S. 


Place 


tArdmore 

tBartlesville 

tDuncan 

tEnid 

tEI  Reno 

tGuthrie 

tHoldenville 

fLawton 

fMcAl  later 

fMiami 

fMuskogee 

tOklahoma  City 

tPurcell 

fSapuIpa 

tStillwater 

tTulsa 

tWagoner 

Ada 

Duvant 

Okmulgee 


Date  voted 


1908 
1910 
1910 
1909 
1910 
1911 
1911 
1911 
1910 
1910 
1910 
1911 
1910 
1910 
1911 
1908 
1910 
1912 
1912 
1911 


Date  in  effect 


1909 
1910 
1910 
1909 
1911 
1911 


1910 
1910 
1911 
1911 
1911 
1910 

1909 
1911 


Oregon — ^Total,  1 


SotUh  Carolina — Total,  2 


♦Columbia 
§Sumpter 


1910 
1912 


1910 


South  Dakota— TotsA,  12 


Population 

8,618 
6,181 
2,447 

13,799 
7,872 

11,654 
2,296 
7,788 

12,954 
2,907 

25,278 

64,205 
2,740 
8,283 
3,444 

18,182 
4,018 
4,309 
5,330 
4,176 


26,319 
8,109 


S.L.B. 

♦Aberdeen 

1911 

1911 

10,753 

S. 

*Canton 

2,103 

S.L.B. 

♦Chamberlain 

1910 

1910 

1,275 

S.L.B. 

♦Dell  Rapids 

1910 

1910 

1,367 

S.L.B. 

♦Huron 

1910 

1910 

5,791 

S.L. 

♦Lead 

1911 

8,392 

o.L.B. 

♦Pierre 

1910 

1910 

3,656 

S.L.B. 

♦Rapid  City 

1910 

1910 

3,854 

S.L.B. 

♦Sioux  Falls 

1908 

1909 

14,094 

S.L.B. 

♦Vermillion 

1910 

1910 

2,187 

S.L.B. 

♦Yankton 

1910 

1910 

3,787 

S. 

♦Madison 

1912 

3.137 

♦State  law.     fHome  rule  law.     §City  manager. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Continued) 


Tennessee — ^Total,  5 


Authority 

Plaoe 

Date  voted 

Date  In  effeot 

Population 

S.L.B 

tChattanooga 

1911 

» 

44,604 

L. 

Etowah 

1,685 

S.L. 

{Knoxville 

1911 

1912 

36,346 

S.L.B. 

{Memphis 

1909 

1910 

131,105 

L. 

tSt.  Klmo 

1911 

1911 

2,426 

Texcw— Total,  28 


B. 

•Abilene 

1911 

9,204 

S.L.B. 

•Arkansas  Pass 

1910  • 

1910 

1,197 

S.L.B. 

{Austin 

1909 

1909 

29,860 

L.B. 

•Barry 

1910 

1910 

Not  given 

S.L. 

Beaumont 

20,640 

S.L.B. 

{Corpus  Christi 

1909 

1909 

8,222 

S.L.B. 

{Dallas 

1907 

1907 

92,104 

S.L.B. 

{Denison 

1907 

1907 

13,632 

L.B. 

•Elkhart 

1910 

1910 

Not  given 

L.B. 

•El  Paso 

1807 

1907 

39,279 

S.L.B. 

•Ft.  Worth 

1907 

1907 

73,312 

S.L.B. 

•Galveston 

1901 

1901 

36,981 

L.B. 

Harlington 

1910 

1910 

Not  given 

S.L.B. 

{Houston 

1905 

1905 

78,800 

S.L.B. 

•Kennedy 

1910 

1910 

1,147 

L.B. 

•Lyford 

1910 

1910 

Not  given 

B. 

•McAllen 

1911 

1911 

Not  given 

S.B. 

i        •Marble  Falls 

1910 

1910 

1,061 

S.L.B. 

{Marshall 

1909 

1909 

11,452 

L. 

Orange 

5,527 

S.L.B. 

{Palestine 

1909 

1909 

10,482 

S.L. 

Port  Arthur 

1911 

7,663 

S.L.B. 

•Port  Lavaca 

1910 

1909 

1,699 

B. 

•San  Benito 

1911 

1911 

Not  given 

L.B. 

Spur 

1911 

Not  given 

L. 

Sherman 

12,412 

B. 

•Terrell 

1910 

1911 

7,050 

L.B. 

1 

tWaco 

1909 

1909 

26,425 

•  state  law.    {  Charter. 
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TABLE  SHOWING  CITIES  WHICH  HAVE  COMMISSION  FORM  OF  GOVERNMENT 

(Continued) 

Utah— Total,  5 


Authority 

Place 

Date  voted 

Date  In  effect 

Population 

o.Li.B. 

*Logan 

1911 

7,552 

S.L.B. 

•Murray 

1911 

4.057 

o.L.B. 

*Ogden 

1911 

25,580 

S.L.o. 

•Provo 

1911 

8,925 

S.L.D. 

♦Salt  Lake  City 

1 

1911 

92,777 

Wisconsin — ^Total,  8 


S.L.D. 

•Applet  on 

1911 

o.L.B. 

*Eau  Claire 

1910 

S.L. 

Oshkosh 

1911 

S. 

Jonesville 

1912 

s. 

Menominee 

1912 

s. 

Portage 

1912 

s. 

Rice  Lake 

1912 

s 

Superior 

1912 

1911 
1910 


16,773 
18,310 
33,062 
13,894 
5,036 
5,440 

40,384 


West  Firgima— Total,  3 


S.L.B. 
S.L.B. 
S.L.B. 


tBluefield 

{Huntington 

Parkersburg 


1909 
1909 
1911 


1909 
1909 
1911 


11,188 
31,161 
17,842 


S.L.B. 


Sheridan 


Wyoming — ^Total,  1 


1911 


1912 


8,408 


Washington— TotsA,  10 


S.L. 

Centralia 

1911 (?) 

7,331 

S.L. 

Chehalis 

1911 

4,507 

S.L.B. 

♦Hoquiam 

1911 

1911 

8,171 

S.L. 

North  Yakima 

1911 

14,082 

L. 

Olathe 

1911 

3,000 

S.L.B. 

Seattle 

1912 

237,014 

S.L.B. 

♦Spokane 

1910 

1911 

104.402 

S.L.B. 

Tacoma 

1909 

1910 

83,743 

S.L. 

Walla  Walla 

1911 

19,364 

8. 

Everett 

1912 

2,484 

♦State  la 

w.     fHome  rule  law.     tC 

charter. 
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"Charter"  means  an  act  of  the  legislature,  which  may  or  may 
not  have  to  be  ratified  by  popular  vote.  "State  law"  means  a 
general  law  governing  cities  in  the  state,  the  adoption  of  which 
is  optional.  "Home  rule"  means  that  the  charter  was  drawn  by 
a  popularly  elected,  charter  commission,  then  submitted  to  pop- 
ular vote. 

The  list  comprises  a  total  of  239  cities  and  towns  having  a 
total  population  of  5,263,733.  .  The  annual  increase  in  popula- 
tion adopting  this  form  is  as  follows : 


Year 

Increase 

1 

Year 

Increase 

1901 

36,891 

1907 

265,224 

1902 

1908 

162,940 

1903 

■ 

1909 

485,724 

1904 

1910 

833,840 

1905 

78,800 

1911 

2.125,069 

1906 

i 

1912 

1.178,435 

Classified  as  to  size,  there  is  as  follows: 

citif 

Over  200,000  population 3 

100,000  to  200.000  population 6 

50,000  to  100,000  population 14 

25,000  to    50,000  population 31 

10,000  to    25,000  population 48 

Less  than  10,000  population 137 

Of  the  commission  government  charters  received,  that  of  Sac- 
ramento, Cal.,  is  one  of  the  latest  and  most  typical,  containing 
many  features  that  are  new  and  interesting,  and  to  all  who  are 
interested  in  commission  government  we  would  recommend  this 
for  careful  consideration.  The  following  features  of  this  charter 
are  considered  worthy  of  note:  The  Commission  consits  of  five 
members,  in  whom  all  legislative  and  executive  powers  are  vested. 
They  are  the  only  elective  officers  and  hold  office  for  five  years, 
one  term  expiring  annually.  The  executive  and  administrative 
powers  are  divided  into  five  departments  as  follows:  1,  department 
of  public  works;  2,  department  of  streets;  3,  department  of  public 
health  and  safety;  4,  department  of  education;  and  5,  department 
of  finance,  with  one  commissioner  in  charge  of  each  department. 
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Section  15,  under  salaries,  fixes  a  minimum  wage  of  $3  per 
day  to  be  paid  for  labor  employed  by  the  city,  which  would  seem 
to  indicate  a  strong  influence  of  the  local  labor  element. 

Section  33  provides  for  the  summary  abatement  of  nuisances 
and  making  the  charges  a  lien  upon  the  property.  This  might 
lead  to  a  careful  definition  of  a  nuisance  as  looked  at  by  the  court. 

Section  40  provides  for  the  removal  of  weeds,  rubbish  or  dirt 
from  buildings,  grounds  or  sidewalks,  making  the  charges  a  lien 
on  the  property.  This  ought  to  stir  up  local  civic  pride  and  a  lot 
of  incidental  litigation. 

Section  41,  regulating  the  use  of  bill  boards  and  signs  on  public 
and  private  property,  ought  to  be  productive  of  much  good  from 
an  esthetic  standpoint. 

Section  60  provides  for  the  fixing  and  determining  by  ordinance 
annually  (in  February,  to  take  effect  in  June)  of  the  rates  of  com- 
pensation to  be  collected  by  any  person,  firm  or  corporation  in 
the  city  for  the  use  of  heat,  light,  power  or  telephone  service,  or 
other  public  utility  supplied  to  the  city  or  the  inhabitants,  and  for 
prescribing  the  quality  of  the  service;  and  section  61  provides  for 
the  regulation  of  street  and  suburban  railroads,  their  tracks  and 
cars,  the  issuance  and  exchange  of  transfers,  and  for  fixing  the 
rates  and  charges  thereon,  and  for  compelling  the  owners  of  two 
or  more  railroads  using  the  same  street  to  use  the  same  tracks  and 
equitably  divide  between  them  the  cost  of  construction  and  main- 
tenance thereof.  It  will  be  quite  interesting  to  learn  how  these 
two  sections  work  out  practically  and  what  their  effect  will  be  on 
public  service  corporations. 

Section  67  provides  for.  the  expenditure  of  not  to  exceed  two 
cents  on  the  $100  of  assessed  valuation  for  entertainment  of  public 
guests,  public  celebrations,  inducing  immigration  to  the  city,  exhib- 
iting manufactured  and  other  products  and  for  the  purposes  of 
advertising  the  city.  Provisions  similar  to  this  are  included  in 
the  charter  of  a  number  of  commission  governed  cities.  It  is 
characteristic  of  the  progressive  movement  and  seems  a  desirable 
feature  to  have  in  any  city  charter. 

Under  special  qualifications  of  officers.  Section  97^  provides 
that  the  superintendent  of  streets  shall  be  a  civil  engineer  of  at 
least  five  years  practical  experience,  two  years  of  which  shall 
have  been  devoted  to  general  municipal  engineering.     This  is  a 
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decided  step  in  the  right  direction  and  if  adhered  to  ought  to 
give  excellent  results.  Section  108  provides  for  lighting  contracts 
and  limits  them  to  a  period  of  one  year.  This  would  seem  to  be 
an  inducement  to  high  prices,  unless  the  competition  was  sharp. 

A  public  health  and  sanitary  department  is  provided  for  under 
article  7,  and  the  health  officer  with  the  department  is  given 
unusually  broad  and  sweeping  powers  to  control  and  regulate  all 
matters  of  general  health  and  sanitation,  specifying  "the  care, 
preparation,  manufacture  and  sale  of  all  articles  of  food  or  drink 
or  anything  used  for  human  consumption;"  also  the  power  to 
seize  and  destroy  condemned  articles,  and  to  post  at  entrances 
of  all  buildings  where  unsanitary  or  dangerous  conditions  or  prac- 
tices are  found,  a  notice  of  such  finding,  which  must  be  maintained 
until  the  conditions  are  remedied  or  abated.  The  right  of  summary 
abatement  of  any  and  all  nuisances  within  the  city  limits  that  are 
offensive  to  the  "senses"  or  that  are,  or  threaten  to  become,  if 
suffered  to  continue,  detrimental  to  public  health.  All  pools  of 
stagnant  water,  and  all  collections  of  filth-,  garbage,  manure  or 
other  substances  that  are  or  may  become  breeding  places  or  food 
for  mosquitoes,  flies,  rats,  or  other  disease-carrying  insects  or 
animals,  are  declared  nuisances,  and  the  cost  of  abatement  by  the 
city  after  refusal  or  failure  of  the  owner  to  pay  is  made  a  lien 
upon  the  property  and  foreclosed  at  once.  The  exercise  of  these 
powers  will  require  cool  heads  and  careful  study  to  avoid  continual 
strife. 

Article  xxiii,  comprising  18  pages  and  35  sections,  covers  the 
subject  of  franchises  in  detail  and  has  the  following  noteworthy 
features :  All  applications  for  franchises  that  it  is  proposed  to  grant 
must  be  advertised  for  ten  days  and  then  let  to  the  highest  bidder; 
a  minimum  scale  being  set  of  2  per  cent  of  gross  annual  receipts 
for  the  first  five  years,  4  per  cent  during  the  next  ten  years  and 
5  per  cent  during  the  remainder  of  the  term,  which  is  limited  to 
thirty-five  years.  All  franchises  are  granted  subject  to  the  city's 
express  right  to  "make  all  regulations  which  shall  be  necessary 
to  secure,  in  the  most  ample  manner,  the  safety  wellfare  and  accom- 
modation of  the  public,  and  the  right  to  make  and  enforce  all 
such  regulations  as  shall  be  reasonably  necessary  to  secure  ade- 
quate, sufficient  and  proper  service  and  accommodations  for  the 
people,  and  insure  their  comfort  and  convenience."    The  main- 
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tenance  of  the  plant  and  fixtures  at  the  highest  practicable  stand- 
ard of  efficiency  at  all  times,  is  expressly  provided  for.  The 
right  of  the  city  to  regulate  and  prescribe  rates,  fares,  the  exchange 
of  transfers,  rentals  or  charges,  is  expressly  set  out;  also  the  right 
of  the  city  to  acquire  the  plant  in  its  entirety,  whenever  it  shall 
elect  to  do  so,  the  value  of  the  franchise  itself  not  being  included 
in  the  valuation.  The  administration  of  these  rights  by  the  com- 
mission in  such  manner  as  to  do  no  wrong  to  the  public  or  the 
corporations  calls  for  a  high  degree  of  executive  ability  and  tech- 
nical knowledge.  The  referendum,  the  recall  and  the  initiative 
are  all  included  in  this  charter. 

Under  the  head  of  Miscellaneous,  article  xxix  provides  for 
the  maintennce  of  a  free  public  employment  office,  fixes  office 
hours  of  city  employees  from  8.30  a.m.  to  5  p.m.,  and  makes  8 
hours  a  day  labor.  The  free  public  employment  office  should 
accomplish  much  good  as  a  preventive  for  many  demands  on  pub- 
lic charity  and  ought  to  prove  a  useful  adjunct  to  public  charities. 
The  fixing  by  charter  of  office  hours  and  day's  labor  seems  unus- 
ual and  suggests  the  presence  of  the  politician. 

We  note  that  Atlanta,  Ga. ;  Florence,  Ala. ;  Yazoo  City,  Miss. ; 
Globe,  Arizona;  and  Portland,  Washington,  have  voted  adversely 
on  commission  government  during  1912.  Ohio  has  just  adopted 
an  amendment  to  the  state  constitution  allowing  home  rule  for 
cities,  and  Virginia  has  followed  with  a  consititutional  amendment 
of  the  same  kind.  Thirty-four  states  have  to  date  passed  laws 
or  charter  amendments  that  will  permit  commission  form  of  gov- 
ernment in  cities. 

Maury  Nicholson,  Chairman^ 

W.  W.  SOUTHGATE, 

W.  D.  Howe. 

DISCUSSION 

Mr.  Hawley:  It  is  mentioned  that  the  city  of  Staunton, 
Virginia,  employed  a  manager  and  gave  him  absolute  power  over 
everything.  I  wonder  if  we  have  thought  of  that  plan  enough. 
One  man,  if  you  happen  to  get  a  good  one,  would  be  a  better 
proposition  than  the  politics  we  find  in  electing  a  government 
of  even  five  or  six  men.     I  have  relatives  in  Staunton,  and  they 
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seem  very  well  satisfied  with  the  one-man  government.  Could  it 
be  applied  to  towns  of  the  size  of  one  hmidred  thousand?  One 
man,  if  he  is  a  good  one,  can  do  great  work.  He  must  be  trained, 
honest,  skilled  in  his  work,  but  why  not  one  instead  of  five  or 
six?     In  Texas  we  have  home  rule  for  cities  also. 

The  President:  That  is  a  good  point.  Many  of  us  have 
asked  that  same  question  in  the  last  few  years  regarding  the 
commission  form  of  government,  those  of  us  who  are  used  to  the 
old  councilmanic  form. 

The  Secretary:  In  the  state  of  Pennsylvania  there  is  a  league 
known  as  the  League  of  Third  Class  Cities.  In  that  state  the 
cities  are  divided  into  three  classes.  I  believe  there  is  only  one 
in  the  first  class,  and  two  or  three  in  the  second,  so  the  third  class 
cities  comprise  a  large  portion  of  all.  That  league  has  instructed 
a  committee  to  draw  up  a  form  of  law  which  they  will  present 
to  the  next  legislature,  asking  the  legislature  to  adopt  this  law, 
permitting  the  cities  to  adopt  just  exactly  that  sort  of  charter, 
a  charter  in  which  there  shall  be  a  city  manager  for  cities  that 
wish  a  manager  instead  of  the  commission  form  of  government. 
That  was  adopted  almost  unanimously  by  the  representatives  of 
those  third  class  cities,  and  will  probably  be  passed  by  the  legis- 
lature next  year,  permitting  them  to  adopt  that  form.  The  chief 
reason  urged  for  this, — and  the  advantage  applies  to  the  small 
cities, — is  that  a  small  city  cannot  afford  to  pay  a  $3000  or  S4000 
salary  to  three  or  five  commissioners,  but  they  can  pick  out  three 
commissioners  who  are  good  administrators,  reliable  business  men, 
who  would  not  have  to  give  very  much  time  to  it,  but  who  could 
be  relied  upon  to  have  the  interests  of  the  town  at  heart,  and  see 
that  things  are  run  right.  Then  let  those  men  select  a  man  of 
ability  as  manager,  to  whom  they  could  pay  an  adequate  salary 
of  $3000,  $4000  or  $5000  a  year;  the  three  or  five  commissioners 
receiving  only  nominal  salaries,  because  they  give  little  time  to  it, 
simply  seeing  that  the  manager  does  his  work,  a  good  deal  like 
the  directors  of  a  corporation. 

Mr.  Christ:  We  are  working  under  that  same  system  in 
Grand  Rapids.     There  is  a  board  of  public  works;  five  boards 
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appointed  by  the  mayor  of  five  members  each;  the  board  of  public 
works  and  the  board  of  education  were  the  only  ones  that  had 
general  managers.  Those  boards  would  employ  a  general  man- 
ager. The  council  had  nothing  to  say  about  whom  they  hired, 
but  the  charter  regulated  the  price,  $4000  a  year.  The  system 
works  well.  The  commissioners  get  scarcely  anything.  I  believe 
if  the  boards  could  be  appointed  by  the  mayor,  and  could  get 
good  men,  and  then  let  them  employ  a  general  manager,  they 
would  get  the  best  kind  of  service. 

Mr.  Ingram:  Is  the  society  not  going  a  little  too  far  in  this 
paper?  It  is  valuable  information,  but  is  not  the  society  getting 
a  little  too  deep  into  politics  when  it  comes  to  discuss  a  form  of 
government?  I  think  we  should  treat  the  carrying  out  of  improve- 
ments, street  paving,  sanitation,  water  works,  and  those  matters, 
rather  than  take  up  this  question. 

The  President:  I  do  not  know  how  the  society  may  feel  as 
a  body,  but  as  I  see  it,  this  paper  is  very  largely  a  paper  for  our 
information  as  to  what  is  being  done,  rather  than  a  recommenda- 
tion that  we  shall  make  as  to  what  should  be  done.  We  are  as 
much  interested  in  what  other  cities  are  doing  in  a  measure,  as 
in  what  our  own  cities  are  doing,  and  this  paper  is  a  source  of 
valuable  information.  If  we  were  as  a  society  recommending 
that  we  ought  or  ought  not  to  adopt  a  certain  form  of  government, 
p>erhaps  it  would  be  going  too  far — ^it  might  be  encroaching  upon 
the  territory  of  some  of  the  other  organizations. 

Mr.  Hawley:  Is  it  not  a  fact  that  the  essence  of  this  associa- 
tion is  to  utterly  eliminate  politics  and  talk  from  no  standpoint 
except  the  best  possible  administration  of  affairs? 

The  President.  That  is  true,  and  that  point  should  be 
emphasized. 

Mr.  Parkes:  This  society  does  not  limit  itself  to  physical 
improvements.  It  is  the  '*  Society  of  Municipal  Improvements/' 
and  I  think  anything  that  has  to  do  with  improvements  along 
the  lines  suggested  by  this  paper  is  of  moment  to  us.     I  understand 
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that  Staunton,  Virginia,  put  a  general  manager  in,  for  the  reason 
that  their  charter  did  not  allow  anything  else.  They  put  him  in 
there  under  the  provision  that  the  city  council  had  the  right  to 
elect  certain  oflScers  named  by  statute,  and  certain  other  officers 
necessary  for  the  proper  discharge  of  the  public  business.  Every 
city  in  Texas,  Arkansas,  and  Missouri,  and  nearly  every  city  in 
the  United  States  has  the  right  to  elect  a  city  manager  any  time 
they  want  to  without  amending  their  charter. 

Mr.  Anderson:  The  thought  came  to  me  that  ultimately  it 
may  be  a  good  plan  to  have  one  man,  but  it  is  a  little  in  advance 
of  what  the  municipalities  at  this  time  may  be  prepared  for. 
Possibly  the  commission  form  may  be  an  intermediate  step.  Few 
men,  regardless  of  their  experience  in  commercial  affairs,  are  qual- 
ified to  take  the  place  of  manager  of  a  large  city.  They  may  in 
a  small  city,  but  as  the  city  grows  its  problems  become  more  com- 
plex. The  requirements  for  a  man  suitable  to  fill  that  position 
become  very  complex,  and  cities  may  be  ruled  in  that  manner 
only  when  the  country  at  large  becomes  a  field  from  which  they 
may  draw  those  men.  The  commission  form  may  be  a  preparatory 
school  for  the  training  of  that  class  of  men.  The  ordinary  citizen, 
business  man  or  professional  man,  may  take  hold  of  one  depart- 
ment and  administer  the  affairs  of  that  department  very  cred- 
itably, but  I  do  not  think  the  larger  cities  are  prepared  at  this 
time  to  adopt  that  system.  In  other  words,  we  would  have  to 
have  some  sort  of  civil  service  or  preliminary  preparation  before 
the  managers  would  be  a  success.  The  one-man  rule  to  my  mind 
is  a  little  in  advance  of  the  present  time.  When  the  city  may 
determine  the  qualifications  of  a  man,  his  record,  and  what  he 
has  been  able  to  accomplish,  and  judge  with  some  degree  of  accu- 
racy of  what  might  be  his  success,  then  I  should  think  the  system 
would  be  a  success,  because  it  is  founded  on  the  proper  principles. 

Mr.  Henderson:  There  is  a  reference  in  that  paper  to  Sac- 
ramento, California,  in  regard  to  the  value  of  franchise  of  a  public 
service  corporation.  If  there  are  any  members  present  who  have 
definite  ideas  as  to  how  to  value  the  franchise  of  a  public  service 
corporation,  I  should  like  to  hear  that  discussed. 
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Mr.  Macartney:  If  you  will  get  into  communication  with 
the  commission  created  by  the  l^slature  of  the  state  of  Wiscon- 
sin, they  have  a  system  of  valuation  of  all  the  public  service  cor- 
porations in  the  state.  They  have  a  commission  made  up  of 
business  men  and  engineer  who  value  all  of  them,  and  have  a 
basis  for  doing  it. 

Mr.  Nicholson:  In  answer  to  Mr.  Ingram,  I  would  say  it 
was  not  the  intention  of  the  committee  to  make  any  recommenda- 
tions as  to  any  particular  form  of  government.  The  paper  was 
intended  merely  as  information  to  bring  out  discussion  in  the 
society. 

Mr.  Macallum:  Are  there  any  boards  of  control  in  those 
cities  of  the  United  States?  The  reason  I  ask — ^in  Canada  all 
business,  especially  financial  business,  is  carried  on  by  a  board  of 
control  of  five  men,  and  they  report  to  the  council.  Anything 
they  report  can  be  turned  back  by  a  majority  vote,  or  referred 
by  a  two-thirds  vote.  So  far  as  the  manager  of  a  city  is  con- 
cerned, I  think  that  is  a  good  deal  the  fault  of  your  politics  in 
the  States.  Over  there  the  city  engineers  are  appointed  by  ballot. 
It  makes  no  difference  what  the  politics  is,  and  it  takes  two-thirds 
of  the  council  to  vote  them  out,  once  they  are  in.  My  title  is 
manager  of  waterworks  and  city  engineer.  That  means  practi- 
cally everything  in  the  city,  so  that  I  am  practically  manager  of 
the  town,  but  I  report  to  a  board  of  control,  and  their  recommenda- 
tions go  to  council.  If  by  chance  the  board  of  control  has  not 
met  with  my  wishes,  I  take  the  matter  direct  to  the  council  and 
have  it  fought  out  there.  If  the  city  engineer  is  taken  out  of 
politics  it  makes  him  independent  with  reference  to  those  matters. 


THE  CITY  "ECONOMIC" 

By  LOUIS  L.  TRIBUS,  Consulting  Engineer 

The  scope  of  discussion  at  a  convention  of  a  society  organized 
to  consider  municipal  improvements  may  be  almost  unlimited; 
consequently,  the  writer  will,  perhaps,  be  pardoned  for  touching 
on  several  subjects  while  presenting  a  paper  on  city  planning. 

There  are  two  main  topics  in  the  general  subject:  one,  quite 
popular  in  recent  years,  appealing  to  the  esthetic  and  to  civic 
pride  through  the  development  of  the  so-called  '*city  beautiful;" 
the  other,  not  perhaps  so  popular  but  of  greater  importance,  not 
yet  designated  by  a  short  title.  We  may  call  it  the  '*city  eco- 
nomic." Neither  designation,  the  "city  beautiful"  nor  the  "city 
economic"  is  correct,  if  we  wish  to  hold  to  pure  grammar;  but 
anything  is  allowable  in  assigning  a  catch  title. 

Some  would  have  us  think  that  the  "city  beautiful"  is  a  devel- 
opment of  recent  years — recent  years  being  taken  as  the  last  fifty 
or  so.  Exploration  work,  however,  much  of  it  examined  by  the 
writer,  in  Egypt,  Syria,  Asia  Minor,  Greece,  Crete  and  Italy  not 
only  suggests  but  proves  that  two,  three,  four  and  five  thousand 
years  ago  there  was  a  development  of  the  "city  beautiful"  idea, 
besides  which  the  fondest  dreams  of  landscape  architects  and  engi- 
neers today  are  almost  insignificant;  civic  centers  providing  for 
community  business,  education  and  pleasure,  on  a  scale  that  would 
stagger  the  purse  holders  of  the  modem  city. 

It  is  not  to  the  "city  beautiful"  that  we  desire  to  draw  special 
attention  at  this  time,  even  though  a  feature  of  municipal  devel- 
opment worthy  of  much  study  and  upon  which  cities  of  wealth 
can  properly  expend  great  sums  of  money,  but  rather  to  the  hum- 
bler phases  of  development. 

The  "  city  economic"  well  deserves  the  attention  of  engineers 
as  well  8LS  sociologists.  It  is  not  sufficient  that  a  city  engineer 
should  know  how  to  design  a  water  or  sewerage  system,  or  suitable 
grades  for  a  street,  or  even  suitable  lines  and  widths  for  the  streets, 
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but  his  studies  should  reach  to  the  heart  of  affairs,  to  the  lives  of 
those  who  live  and  work  in  the  cities  and  who  pay  the  bills. 

Suitable  sanitary  structures  in  which  to  live  are,  of  course, 
absolutely  essential,  but  convenient  transportation  to  places  of 
work,  without  discomfort  and  unnecessary  loss  of  time  or  undue 
expense,  is  equally  important. 

The  placing  of  schools,  markets,  stores  and  factories  and  to 
some  extent  offices,  within  easy  reach  of  the  people,  tends  to  econ- 
omy of  time,  nervous  force  and  working  ability. 

Education,  in  its  ordinary  limit  of  meaning,  is  not  sufficient, 
but  education  of  the  body,  of  the  eye,  of  the  ear,  and  of  the  general 
intelligence  must  be  provided:  Parks,  playgrounds,  museums,  libra- 
ries, music  and  amusement  halls  are  important  factors  in  the  regi- 
men of  a  community. 

All  time  has  emphasized  the  importance  of  the  family  as  the 
imit  of  social  life.  To  secure  happiness,  therefore,  the  community 
must  cater  to  the  family  life  and  frown  upon  the  herding  of  him- 
dreds  and  thousands  into  congested  districts.  Why  have  these 
districts  grown  up  in  most  cities?  Simply  because  the  commu- 
nity as  a  whole  has  neglected  its  duty.  Some  may  not  agree  to 
this,  however;  may  say  that  concentration  and  consolidation  is 
the  order  of  the  day  and  that  economy  of  production  is  secured 
through  segregation  of  trades  and  crowding  the  workers.  No  one 
view,  however,  is  all  right  and  others  correspondingly  all  wrong. 
It  has  always  been  ex<5eedingly  difficult  to  drive  people  into  an 
adoption  of  the  ideal;  that  is,  the  ideal  as  determined  by  other 
minds.  There  are,  however,  certain  basic  principles  which  prob- 
ably will  be  recognized  by  all. 

1.  That  the  worker  should  be  able  at  the  minimum  expense 
of  time  and  money  to  earn  his  wage,  to  raise  his  family,  to  enjoy 
the  necessities  and  privileges  of  pure  light,  water,  air,  etc.,  and  to 
secure  helpful  education  and  recreation,  both  intellectual  and 
physical.  Moral  and  religious  education  have  not  been  included, 
for,  given  the  named  essentials,  moral  uplift  will  follow  without 
special  fostering,  and  man  being  naturally  a  religious  creature, 
given  proper  conditions  of  life,  will  secure  necessary  satisfaction 
for  such  cravings. 

2.  That  the  factory,  shop  or  store  shall  receive  supplies  and 
deliver  output  with  economy  of  transportation  and  time. 
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3.  That  the  central  civic  features,  such  as  public  buildings, 
large  parks,  waterfront  development  and  specially  important  and 
extensive  educational,  historical  and  art  institutions  shall  be  within 
easy  reach  of  all  portions  of  the  community. 

4.  That  public  transportation  lines  shall  be  so  designed  as  to 
deliver  to  and  take  from  the  various  lesser  centers  which  will 
develop  in  meeting  the  foregoing  conditions,  the  thousands  of 
people  who  would  seek  at  times  the  greater  centers,  without  con- 
gestion or  discomfort  and  at  equal  cost  to  all. 

These  outlines  suggest  to  the  writer  the  ideal.  They  may  not 
so  wholly  appeal  to  others.  Such  a  policy  would,  of  course,  re- 
quire that  all  property  owners  be  called  upon  to  develop  their 
holdings  in  the  interest  and  for  the  welfare  of  the  whole  commu- 
nity rather  than  solely  for  individual  profit.  This  is  against  ordi- 
nary human  nature,  but  the  trend  of  public  thought  (becoming 
reflected  in  judicial  decisions)  is  leading  to  the  view  that  public, 
rather  than  private,  interests  are  of  paramount  importance. 

To  that  end  wise  legislation  must  be  secured,  if  found  necessary 
to  Umit  or  protect,  and  where  absolute  prohibition  of  uneconomic 
development  seems  impossible,  then  provision  should  be  made 
for  the  granting  of  special  privileges  so  as  to  encourage  develop- 
ment along  the  more  advisable  lines. 

The  first  cost  of  city  planning  and  the  execution  of  plans  for 
economic  development  are  almost  negligible  factors  as  compared 
with  the  objects  to  be  obtained — health,  comfort,  happiness, 
progress — all  without  unnecessary  waste. 

Communities  organized  under  democratic  government  do  not 
lend  themselves  to  radical  action  as  readily  as  do  those  fostered 
under  European  paternalism.  Frequent  change  of  municipal 
officials  does  not  foster  progressive  and  continuous  execution  of 
pre-arranged  and  well-considered  plans  or  even  their  intelligent 
preparation.  Lack  of  proper  cooperation  between  officials  in  the 
same  community  often  results  in  lack  of  harmony  of  develop- 
ment; this,  of  course,  more  in  the  larger  cities  than  in  the  smaller 
ones. 

What  is  necessary,  therefore,  to  secure  even  an  approximation 
of  the  ideal? 

1.  Intelligent  study  by  municipal  engineers  of  the  economic 
as  well  as  the  physical  problems. 
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2.  To  educate  the  community  so  that  it  will  do  two  things, 
(a)  place  in  office  men  and  women  who  shall  study  its  best  wel- 
fare, in  addition  to  the  laudable  fimction  of  honestly  and  efficiently 
spending  the  public  money,  and  (b)  to  give  to  those  officials  loyal 
support,  intelligent  advice  and  full  cooperation. 

The  movement,  therefore,  becomes  primarily  one  of  education. 
Trained  men  must  first  prepare  themselves  for  better  work.  The 
conmiunity  must  then  be  taught  that  full  rounded,  joyous  life  and 
greatest  prosperity  are  intimately  associated  with  and  dependent 
upon  better  conditions.  Of  these  the  average  citizen  is  ignorant, 
though  feeling  the  lack  of  something,  even  considering  himself 
defrauded  by  that  lack  by  not  recognizing  with  that  feeling 
the  further  fact  of  personal  responsibility. 

There  can  be  no  doubt  that  achieving  the  ideal  would  in  time 
redound  to  the  financial  advantage  of  each  family,  though  not 
so  largely  to  the  financial  gain  of  present  favored  interests. 

Among  the  best  known  phrases  of  the  present  day  are,  "What 
will  it  cost?"  "Who  pays  the  freight?"  This  for  communities 
is  just  as  important  a  problem  as  for  individuals.  A  city  is  to  a 
large  extent  a  socialistic  center.  There  was  a  time  when  its  public 
functions  were  very  limited — common  schools,  the  maintenance 
of  highways  and  a  certain  amount  of  police  protection  sufficed 
for  the  public  welfare.  Now,  however,  the  problems  are  very 
complex.  The  city  must  provide  healthful  conditions,  the  broad- 
est possible  education  and  even  cater  to  pleasures;  and  it  is  well, 
for,  properly  conducted,  much  can  be  done  on  a  large  scale  for 
general  benefit  at  a  less  total  cost  than  were  the  same  things 
achieved  through  independent  private  effort,  but  it  must  not  be 
overlooked  that  the  people  "pay  the  freight."  Every  doUar 
expended  for  maintenance  and  benefit  must  be  provided  by  the 
taxpayer,  not  alone  he  who  owns  a  certain  measure  of  real  estate, 
but  he  who  in  any  way  expends  money  within  the  city  limits. 

How  to  provide  these  moneys  becomes  a  very  serious  problem. 
There  can  be  no  question  that  expenditures  having  no  direct  con- 
tinuing value  beyond  the  fiscal  year  in  which  made  should  be 
included  in  the  annual  tax  bill.  Expenditures  for  articles  pur- 
chased or  improvements  made  that  have  a  life  extending  through 
a  term  of  years  are  justly  open  to  three  methods  of  meeting  the 
cost;  first,  including  the  whole  in  the  first  annual  tax  levy;  second, 
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charging  in  each  succeeding  tax  levy  the  proportion  of  the  total 
cost  plus  interest  charges,  as  divided  by  the  number  of  years 
through  which  the  article  or  improvement  has  existence  or  value; 
third,  issuing  municipal  bonds  for  the  total  cost  and  including  in 
the  tax  levy  interest  and  sinking  fund  pa3rments  which,  accumu- 
lated by  the  expiration  of  the  period  of  benefit,  will  equal  a  sum 
sufficient  to  retire  the  bonds.  In  each  case,  of  course,  practically 
immediate  payment  must  be  made  for  the  work  done,  or  article 
purchased,  with  money  provided  by  use  of  sinking  funds  or  loans; 
the  third  method  is  by  far  the  most  popular;  the  second  has  much 
to  commend  it,  while  the  first,  if  the  policy  was  continued  through, 
say  a  period  of  fifty  years,  would  actually  be  the  cheapest  for  the 
community. 

The  first  is  a  policy  that  is  being  very  largely  adopted  by  great 
private  corporations,  stockholders  recognizing  that,  though  their 
dividends  may  be  deferred  for  a  time,  they  are  surer  for  the  future 
if  betterments  are  made  from  earnings.  This  policy,  of  course, 
could  not  well  be  adopted  for  the  most  costly  improvements, 
those  in  the  larger  cities  aggregating,  perchance,  many  millions 
of  dollars;  for  such,  the  issuance  of  long  term  bonds  would  seem 
to  be  the  only  possible  solution,  and  with  some  justice,  in  deferring 
part  of  the  expense  to  succeeding  taxpayers  who  share  in  the 
benefit. 

The  foregoing  comments  apply,  of  course,  more  particularly 
to  improvements  having  value  for  the  public  at  large.  There 
are  many  civic  projects  that  have  practical  value  for  only  a  small 
portion  of  a  city.  It  is  probably  desirable,  therefore,  that  the  par- 
ticular district  benefited  should  meet  all  of  the  cost;  the  real 
answer  ought  to  be  shown  in  the  sales  value  of  property  affected. 
If  it  can  be  sold  for  an  increased  sum  of  money  equal  to  the  pro 
rata  share  in  the  cost  of  the  improvement,  there  is  no  injustice 
in  making  the  property  thus  enhanced  in  value  buy  such  increase 
by  paying  the  assessment.  If,  however,  the  policy  was  adopted 
and  continued,  of  making  improvements  by  community  tax,  and 
the  same  class  of  improvements  was  carried  on  throughout  suc- 
ceeding years,  then  all  properties  would  share  through  successive 
tax  levies  in  the  cost  and  burden;  some  districts  undoubtedly 
getting  the  benefit  of  enhanced  value  before  a  similar  increase 
reached  other  portions.  Absolute  equality  can  never  be  secured, 
however,  by  any  system  of  payment. 
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There  is  much  to  be  said  on  these  questions,  but  the  writer, 
while  not  holding  strongly  to  either  method,  as  a  general  rule, 
is  of  the  opinion  that  in  small  commimities  the  making  of  all 
improvements  at  general  expense  is  a  better  financial  policy  than 
by  direct  assessment  for  benefit,  while  in  large  cities  the  problem 
becoming  more  com|dicated  and  local  betterment  more  marked, 
direct  assessment  becomes  simpler. 

Each  of  the  many  problems  of  dty  development,  whether 
with  the  idea  of  beautifying,  or  making  it  more  efficient,  may  well 
be  given  expert  study  and  careful  discussion,  for  there  are  many 
reasonably  different  views,  aU  likely  to  have  some  merit.  Again 
each  community  has  its  own  peculiar  differences,  which  require 
intensive  study.  Many  of  the  larger  cities  are  populated  by 
people  of  diverse  races,  who,  in  time,  will  become  assimilated  into 
a  composite  cosmopolitan  people,  but  furnishing  in  the  interim 
cause  for  much  anxious  thought.  Their  customs  and  habits  are 
brought  from  the  home  lands;  their  vision  is  limited;  their  inter- 
ests outside  of  seeking  a  living  are  almost  nil.  They  have  come 
from  paternalistic  communities  and  in  large  measure  must  be 
treated  for  a  time  by  similar  methods. 

But  development  must  not  wait  wholly  for  assimilation  and 
education.  It  remains,  therefore,  for  the  engineer  and  sociologist 
to  plan  betterments,  convince  the  people,  and  if  possible  execute 
the  projects  that  shall  make  for  immediate  gain,  gradually  reach- 
ing to  the  ideal. 

To  do  this,  the  worker  must  be  familiar  through  travel,  obser- 
vation and  study,  with  places  and  methods  other  than  the  home 
city  and  its  way.  Whether  this  part  of  his  education  should  be 
at  public  or  private  cost  is  of  less  importance  than  that  the  fullest 
and  most  intelligent  publicity  should  be  given  to  the  information 
secured. 

Heart  to  heart  simple  lectures  must  be  given  explaining  the 
why,  the  how,  the  cost,  the  benefit. 

Much  can  be  done  in  the  schools,  but  more  in  the  press.  It 
is  a  poor  engineer  whose  public  work  is  unworthy  of  frequent 
notice  and  description  in  the  daily  papers,  and  it  is  an  incompetent 
reporter  who  cannot  give  educational  value  in  his  account  of  devel- 
opment plans  and  work  done. 

In  very  recent  years,  there  have  been  held  in  this  country 
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four  great  general  conferences  upon  "city  planning/'  attended 
by  architects,  sociologists,  and  engineers  from  which  much  good 
will  come,  but  the  holders  of  the  purse  strings  must  first  be  reached 
through  educated  demands  of  voters,  guided  by  the  trained  en- 
gineer. 

It  is  the  writer's  aim  in  presenting  these  notes  to  urge  upon 
the  membership  of  the  American  Society  of  Municipal  Improve- 
ments, study  of  these  broader  features  of  engineering,  and  a  prac- 
tice looking  to  humanitarian  as  well  as  ph3rsical  municipal  bet- 
terment. 

DISCUSSION 

Mr.  Anderson.  It  would  seem  advisable  to  have  a  committee 
of  this  association  to  study  financial  conditions.  It  is  true  that 
many  of  us  are  dealing  with  physical  problems,  but  back  of  those 
are  the  problems  of  finance,  and  without  their  being  solved,  we 
can  do  Jittle  with  the  physical  problems. 

Mr.  Nicholson:  The  absence  of  any  information  concerning 
the  finances  of  the  different  cities  was  impressed  on  me  very  forci- 
bly. I  wrote  over  four  hundred  letters  and  I  received  about  one 
hundred  answers,  and  while  a  few  mentioned  that  subject,  none 
gave  a  suggestion  of  new  methods  outlined  or  proposed,  and  it 
seems  to  me  that  at  least  the  collection  of  information  from  the 
cities  on  that  subject  for  submission  to  the  society,  and  the  ulti- 
mate working  of  that  information  into  some  form  of  standard 
shape  or  general  principles  by  which  the  financial  administration  of 
cities  can  be  compared,  would  be  a  very  good  thing.  It  is  very 
difficult  to  compare  one  set  of  city  books  with  another  set,  and  to 
tell  what  the  basis  of  the  workings  of  one's  financial  system  is. 
I  have  never  been  able  to  get  information  along  that  line,  and  I 
think  we  should  appoint  a  special  committee  to  collect  information 
on  it.  The  subject  of  municipal  legislation  was  not  brought  to 
my  attention  until  I  undertook  this  report,  and  I  have  derived 
an  incalculable  amount  of  benefit  simply  from  collecting  those 
data,  and  I  think  any  committee  that  will  undertake  a  similar 
collection  of  data  on  the  financial  affairs  of  the  city  and  the  methods 
of  conducting  the  financial  affairs  will  receive  great  benefit,  and 
the  society  will  in  turn  receive  large  benefit  from  it. 
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The  Secretary:    Have  we  not  that  in  your  committee? 

Mr.  Nicholson:  I  understand  that  word  "finance"  is  there, 
but  there  is  too  much  matter  included  to  treat  it  all  properly.  If 
one  committee  treats  of  legislation,  and  tries  to  take  in  the  other 
too,  they  would  not  have  much  time  to  treat  either  one  of  them. 
I  think  it  should  be  given  to  two  committees. 

The  Secretary:  As  far  as  the  standardizing  of  municipal 
finance  is  concerned,  perhaps  we  would  be  duplicating  the  work 
being  done  by  one  or  two  organizations,  such  as  the  Society  of 
Comptrollers  and  Accounting  Officers,  Association  of  Public 
Accountants,  Metz  Fund,  etc.  There  are  three  or  four  states  that 
have  established  uniform  accounting.  Massachusetts  has  done  a 
little  along  this  line,  and  Ohio  and  Iowa  both  require  municipal- 
ities to  make  reports  annually  on  regular  forms  to  a  state  commis- 
sion, which  also  sends  accountants  around  to  see  that  the  cities 
are  carrying  out  the  instructions.  While  I  believe  that  engineers 
pay  too  little  account  to  the  finances  and  government  of  their 
towns,  and  other  things  not  strictly  engineering,  and  that  they 
will  stand  higher  in  the  community  and  become  broader  and 
draw  larger  salaries  when  they  can  see  something  besides  engi- 
neering and  take  a  broader  view  generally,  still  I  do  not  think  we 
should  go  into  the  establishment  of  standard  forms  for  keeping 
financial  accounts  or  looking  out  for  the  finances  of  the  city. 


REPORT  OF  THE  COMMITTEE  ON  MUNICIPAL  DATA 

AND  STATISTICS 

At  the  last  convention  of  this  Society,  adopting  the  recom- 
mendations made  by  your  committee  in  its  report,  the  following 
motion  was  duly  carried: 

• 

Moved f  That  this  convention  authorize  the  secretary  to  employ  the  nec- 
essary assistants  to  prepare  data  and  opinions  on  the  existing  forms  of 
records  in  the  various  cities  represented  in  the  society  and  from  this  collec- 
tion of  data  the  secretary  prepare  forms  to  be  presented  for  adoption  at 
the  next  convention.  The  secretary's  compensation  for  this  extra  work, 
and  the  salaries  of  his  assistants  to  be  paid  from  the  funds  of  the  Society* 

A  further  motion  authorized  the  secretary  to  expend  not  more 
than  $750.00  in  the  work  outlined  in  the  first  motion. 

Believing  that  the  committee  on  municipal  data  and  statistics 
had  thus  been  legislated  out  of  e^stence,  you  can  well  imagine 
the  surprise  of  the  chairman  of  last  year's  committee  when  he 
received  notice  from  the  secretary  that  the  president  had,  in  his 
wisdom,  appointed  a  committee  on  the  same  subject  for  this 
year.  And  making  matters  still  worse,  he  had  reappointed  the 
chairman  of  last  year's  committee,  the  very  member  who  had 
urged  against  the  continuation  of  such  a  committee  because  of 
the  lack  of  results  produced  by  such  appointments  in  previous 
years. 

Last  year's  committee  reported  that  it  was  "convinced  that  a 
committee  of  three,  appointed  from  cities  so  widely  separated 
that  collaboration  is  impossible  except  by  correspondence,  will 
never  produce  the  desired  result  unless  the  chairman  takes  upon 
himself  an  almost  herculean  task,  which  may  or  may  not  be 
approved  by  the  following  convention." 

As  a  proof  that  the  committee  displayed  much  wisdom  in  reach- 
ing such  a  conviction,  your  attention  might  be  called  to  the  fact 
that  the  present  chairman  did  not,  during  the  year  just  passed, 
take  upon  himself  this  "almost  herculean  task"  and  neither  has 
this  committee  any  "desired  results"  to  offer. 
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It  would,  however,  ask  your  careful  consideration  of  a  paper 
on  this  subject  presented  by  the  secretary  in  accordance  with  the 
instructions  given  him  at  the  last  convention.  His  report  would 
seem  to  indicate: 

1.  The  necessity  of  this  work  remaining  under  the  personal 
supervision  of  one  man  for  several  successive  years  and,  owing  to 
the  time  which  he  will  be  compelled  to  devote  to  the  subject, 
it  appears  only  just  and  fair  that  he  should  be  given  a  liberal 
allowance  of  clerical  assistance  at  the  expense  of  the  Society. 

2.  The  difl&culty  of  adopting  any  set  of  forms  that  will  meet 
with  the  unanimous  approval  and  support  of  all  city  officials. 

3.  The  desirability  of  extensive  propaganda  concerning  the 
subject  and  the  necessity  of  educating  many  city  officials  up  to 
an  appreciation  of  the  value  of  such  standard  forms  before  any 
results  worth  while  can  be  obtained. 

4.  The  ever  increasing  importance  of  the  early  adoption  of  a 
set  of  standard  forms  and  a  liberal  circulation  of  the  same  among 
all  city  officials  connected  with  municipal  improvements,  not  con- 
fining the  work  to  the  cities  represented  in  the  Society  but  includ- 
ing all  those  having  a  population  of  10,000  or  over. 

Your  committee  would  therefor  respectfully  recommend  the 
adoption  of  the  suggestion  made  in  the  paper  presented  by  the 
secretary  and  urge  the  appointment  of  a  general  committee,  with 
sub-committees  of  experts  in  each  of  the  several  lines  following 
the  idea  embodied  in  our  committee  on  standard  specifications. 
It  is  understood  that  the  chairman  of  the  general  committee 
should  be  a  member  willing  to  serve  in  that  capacity  imtil  the 
adoption  by  the  Society  of  all  the  necessary  forms,  and  each  sub- 
committee might  appropriately  be  composed  of  one  expert,' these 
sub-committees  together  forming  a  general  committee.  This 
would  tend  to  lessen  the  number  of  non-working  committeemen 
and  probably  produce  quicker  and  more  beneficial  results. 

Respectfully  submitted, 

J.  C.  Hallock,  Chairman^ 
A.  Prescott  Folwell, 
Charles  C.  Brown. 
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By  a.  PRESCOTT  FOLWELL,  Secretary  of  the  Society 

At  the  convention  of  1911  this  Society  authorized  the  author 
to  take  such  action,  either  individually  or  in  cooperation  with  the 
Census  Bureau  or  other  bodies,  as  would  seem  best  adapted  to 
result  in  an  early  agreement  upon  and  adoption  of  standard  forms 
for  recording  and  reporting  the  operation  and  physical  condition  of 
public  utilities,  appropriating  a  considerable  sum  for  this  purpose. 
This  paper  is  in  the  nature  of  a  report  upon  what  has  been  done 
in  carrying  on  this  work. 

It  may  be  said  at  the  outset  that  little  progress  has  been  made, 
much  to  the  author's  disappointment.  He  had  expected  to  act 
to  a  large  extent  in  cooperation  with  the  Census  Bureau,  and  also 
to  obtain  the  services  as  an  assistant  of  one  who  had  made  more  or 
less  of  a  study  of  this  subject.  But  shortly  after  the  convention 
the  fimds  of  the  Census  Bureau  available  for  this  purpose  were 
curtailed,  and  the  official  upon  whom  he  had  counted  for  cooper- 
ation was  drafted  to  another  department  of  the  government;  and 
the  assistant  whom  he  had  counted  upon  accepted  a  position  which 
left  him  no  time  or  opportunity  to  devote  to  this  work. 

Limited  thus  to  his  personal  efforts,  your  secretary  began  by 
endeavoring  to  learn  what  had  stood  in  the  way  of  the  success  of 
previous  eflforts  along  the  same  line.  Such  efforts  were  begun 
first,  we  believe,  in  connection  with  water  works,  when  the  New 
England  Water  Works  Association,  twenty-seven  years  ago, 
adopted  a  standard  form;  which  was  modified  somewhat  in  1902, 
was  endorsed  by  this  Society  about  six  years  ago,  and  (with  a  few 
minor  changes)  by  the  American  Water  Works  Association  about 
two  years  later.  Here  we  have  a  form  adopted  by  societies  which 
included  in  their  membership  probably  the  majority  of  the  more 
prominent  officials  of  the  country  interested  in  a  class  of  municipal 
work  which,  probably  more  than  any  other,  has  been  in  the  habit 
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of  publishing  and  exchanging  annual  reports.  But  this  standard 
form  has  been  actually  put  into  use  by  only  a  very  small  percent- 
age of  water  works  superintendents.  We  believe  that  at  the  pres- 
ent day  less  than  fifty  water  departments  and  companies  use 
this  form.  It  is  matter  of  the  greatest  interest,  in  connection 
with  the  present  agitation  for  standard  forms  in  municipal  accounts 
and  for  physical  records  and  cost  accounting,  to  learn  why  this 
or  some  other  form  has  not  been  more  generally  adopted;  since 
the  answer  may  furnish  valuable  suggestions  concerning  the 
methods  to  be  used — or  not  to  be  used — ^for  promoting  the  use  of 
this  or  of  some  better  form. 

With  this  idea  in  view  circular  letters  were  sent  to  several 
hundred  superintendents  of  water  works,  asking  their  opinions  on 
these  points,  and  replies  have  been  received  from  170  of  them, 
with  additional  ones  still  straggling  in.  All  but  seven  states  of 
the  Union  are  represented  in  these  replies.     (See  following  page.) 

An  inspection  of  the  replies  indicates  two  things  very  clearly — 
that  the  great  majority  of  superintendents  believe  a  standard  form 
would  be  very  desirable;  and  that  an  even  greater  number  had 
never  heard  of  the  standard  form  of  the  New  England  or  American 
Water  Works  Association;  or  if  they  had,  had  forgotten  about 
it.  Sixty  per  cent  stated  definitely  that  they  had  never  heard  of 
the  form  (19  per  cent  of  the  New  England  replies  coming  under 
this  head) ;  while  20  per  cent  gave  this  impression  without  definitely 
stating  so.     And  only  15  reported  using  the  form. 

This  latter  discovery  greatly  surprised  the  writer,  considering 
the  hundreds  of  members  belonging  to  the  societies  which  had 
adopted  it.  And  these  two  items  of  information  unquestionably 
furnished  by  the  investigation  seem  to  indicate  that  the  adoption 
of  uniform  forms  by  any  considerable  number  of  cities  cannot 
be  secured  without  the  most  general  and  continuous  publicity. 

The  word  "continuous"  is  used,  because  of  the  unfortunately 
too  general  practise  of  frequently  changing  the  superintendents 
and  other  officials  of  municipal  departments,  and  every  year  scores 
of  new  ones,  comparatively  ignorant  of  the  matters  of  which  they 
are  placed  in  charge,  need  to  be  informed. 

Such  publicity,  even  combined  with  a  belief  by  superintendents 
generally  in  the  desirability  of  a  standard  form,  will,  of  course, 
effect  the  desired  result  only  if  the  form  proposed  meets  with  general 
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REASONS  GIVEN  FOR  NOT  USING  NEW  ENGLAND  WATER  WORKS 

ASSOCIATION  FORM 

Compiled  from  replies  to  circular  letter  sent  oiU  by  the  Secretary  of  the  A.  S,  M.  /. 


1 

Standard  form 

1 

State 

Uaethe 
fonn 

Ignotance 
of  foim 

Indlffer- 

Other 

thought  desirable 

6D0e 

ftiuwen 

In 
doubt 

1 

Yes 

No 

New  Hampshire 

1 

Vermont 

1 

Massacbuset.tB. . . 

6 

2 

2 

6 

13 

1 

Rhode  Island 

1 

1 

Connecticut 

1 

1 

1 

1 

3 

—  8 

—  5 

—3 

-  7 

—  17 

—  1 

New  York 

2 

12 

4 

13 

1 

3 

New  Jersey 

2 

1 

Pennsylvania 

1 

1 

3 

3 

2 

Delaware 

1 

1 

1 

-4 

—15 

—  8 

—  18 

—1 

—  5 

Virginia 

1 

1 

2 

North  Carolina. . 

1 

South  Carolina. . 

2 

1 

3 

Georgia 

4 

3 

Florida 

1 

2 
1 

1 

1 
1 

Alabama 

Mississippi 

1 

Louisiana 

1 

1 

Texas 

3 

1 

2 

-1 

—14 

-5 

—  14 

Ohio 

3 

1 

3 

6 

1 

Indiana 

1 

4 

1 

6 

Illinois 

1 

8 

2 

7 

1 

Kentucky 

3 

1 

1 

2 

Tennessee 

1 

1 

—  2 

—18 

—2 

—  7 

-211 

—  4 

North  Dakota. . . 

2 

3 

South  Dakota.... 

1 

1 

Michigan 

5 

2 

5 

Minnesota 

2 

1 

2 

Wisconsin 

4 

2 

4 

*      1 

Iowa 

4 

5 

4  : 

2 

Nebraska 

3 

1 

1   ' 

1 

Missouri 

5 

1 

3      , 

1 

Kansas 

7 

1 

7 

1 

Oklahoma 

1 

1 

1 

1 

-^ 

—14 

-28-1 

—  7 

Colorado 

1 

1 

Washington 

1 

1 

1 

1 

California 

2 

1 

2 

Arizona 

1 
—  5 

2 

1 
—    4 

—  1 

Totals ' 

16 

90 

5 

43 

102       2 

■ 
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approval;  and  the  preparation  of  a  form  which  will  be  fairly  accept- 
able to  aU  is  a  difficult  matter.  We  doubt  if  any  one  or  two  men 
can  evolve  such,  no  matter  how  comprehensive  their  experience 
or  how  broad  their  appreciation  of  local  and  personal  inclinations, 
without  the  actual  cooperation  of  well  informed  men  representing 
many  kinds  of  practise,  sizes  of  cities  and  geographical  locations. 
The  most  encouraging  return  from  the  canvas  was  the  general 
agreement  in  the  idea  that  standard  forms  are  desirable.  Only 
two  saw  no  benefit  in  such  standards;  about  twenty  were  only 
mildly  enthusiastic,  but  a  considerable  percentage  were  emphatic 
in  their  belief  in  the  desirability  of  standard  forms.  A  few  typical 
replies  to  the  question  ''  Would  the  general  use  by  water  works  offi^ 
dais  of  standard  forms  of  any  kind  be  of  serviced*  are  as  follows : 

It  would  tend  toward  standardising  and  simplifying  the  work;  would 
place  before  each  member,  whether  large  or  small  plant,  the  best  practise  in 
water  works  operation. 

Undoubtedly,  as  it  is  by  comparison  that  we  learn  things. 

It  would  be  of  much  use  to  see  what  we  are  accomplishing  compared  with 
other  cities. 

It  would  seem  as  if  it  would  benefit  all,  unless  there  is  so  much  detail 
that  small  stations  are  not  equipped  to  furnish  the  information  necessary. 

Yes.  For  when  a  statement  is  made  of  cost,  leakage,  pump  slip,  income, 
consumers  per  mile,  etc.,  all  could  be  placed  on  the  same  basis,  and  you 
would  know  how  you  compared  with  other  plants. 

Yes.  A  correct  form  would  not  only  allow  of  comparisons,  but  a  thor- 
ough analysis  of  the  individual  plant  would  be  more  easily  made  by  using 
one  of  these  comprehensive  systems. 

I  do  not  believe  results  could  be  obtained  by  using  one  standard  form, 

because  the  conditions  in  each  plant  are  different It  is  hard 

to  compare  a  filtering  plant  with  one  that  does  not  filter  its  water.     . 
From   the  average  data  obtainable,  it  is   quite  impossible   to  compare 
plants  using  steam,  gas,  oil  or  electricity  for  the  prime  mover.    However, 
I  believe  a  uniform  report  for  each  class  would  be  very  valuable  to  all  water 
works  plants. 

We  have  found  it  a  good  reference  tabic  from  which  to  answer  numerous 
special  inquiries  of  other  water  works. 

Possibly,  but  all  municipalities  must  be  governed  by  local  conditions. 

It  makes  a  good  form  of  office  and  public  record,  even  if  used  for  no 
other  purpose. 

Although,  as  stated,  the  most  common  reason  given  for  not 
adopting  the  New  England  form  was  ignorance  of  it,  still  a  few 
objections  to  it  were  stated.    The  most  common  were  that  it  is 
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too  complex  for  a  small  plant;  that  the  city  or  company  is  too  poor 
to  employ  sufficient  help  to  prepare  the  data,  and  that  private 
companies  do  not  wish  to  make  such  information  public.  Typical 
replies  are: 

Any  uniform  system  so  far  devised  has  not  been  applicable  to  water 
works  of  large  and  small  size ;  one  that  would  apply  to  a  system  of  30,000  to 
100,000  consumers  is  too  expensive  for  one  of  1500  to  4000  consumers,  requir- 
ing an  elaborate  system  of  bookkeeping. 

This  form  has  not  been  used  because  local  conditions  form  such  an  impor- 
tant factor  and  vary  so. 

Because  of  former  lack  of  system  in  our  water  department. 

Uncertainty  of  tenure  of  office,  as  about  the  time  they  attempt  or  are 
ready  to  use  standard  forms  of  reports  a  political  change  occurs,  and  his 
successor  in  office  follows  the  same  groove. 

Have  not  been  in  the  water  works  business  long  enough  to  form  an  intel- 
ligent opinion.     {A  corroboration  of  the  previous  one.) 

Lack  of  time  to  properly  attend  to  same. 

Wisconsin  utilities  are  obliged  to  use  the  classification  of  accounts  pre- 
scribed by  the  state  railroad  commission. 

The  state  of  Iowa  has  adopted  a  uniform  system  of  municipal  account- 
ing and  made  it  mandatory  for  all  cities  of  5000  and  over.  (Similar  answers 
from  Ohio  also.) 

Because  the  matter  has  not  been  energetically  brought  to  the  attention 
of  water  works  officials. 

As  we  are  not  members  of  the  associations  you  refer  to,  we  do  not  receive 
the  forms  mentioned.  The  salary  of  a  superintendent  of  a  water  works 
system  in  towns  of  5000  and  under  is  not  large  enough  for  him  to  belong  to 
these  associations  personally,  nor  to  incur  the  expense  necessary  to  attend 
conventions  and  meetings.  The  majority  of  commissioners  operating  such 
systems  (who  are  generally  politicians)  do  not  see  the  advantage  of  having 

their  superintendent  belong  and  attend  such  conventions A 

letter  should  be  sent  to  commissioners  urging  them  to  have  their  municipal- 
ity a  member  of  associations,  and  the  advantage  to  be  gained. 

Lack  of  proper  records,  inadequate  office  force,  or  the  ignorance,  indo- 
lence or  lack  of  interest  of  the  head  of  the  water  works. 

The  work  involved.  Probably  it  could  be  simplified  so  as  to  induce  its 
more  extended  use. 

Because  its  urgent  importance  and  necessity  are  not  apparent,  and  a 
great  many  water  works  officials,  like  other  humans,  always  put  off  those 
things  which  do  not  have  to  be  done. 

Because  of  its  cumbersomeness.  We  have  a  much  better  system  here 
that  I  have  designed. 

The  expense  of  printing  them. 

A  great  many  water  works  plants  are  run  in  a  more  haphazard  manner 
considering  the  amount  of  money  involved,  than  any  other  line  of  business. 
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Coming  now  to  the  ideas  as  to  the  aims  of  standard  f onns,  we 
find  the  following  opinions: 

Forms  should  be  made  thorough,  that  is,  covering  all  facts  relative  to 
plant  and  operating  and  maintaining  same,  and  at  the  same  time  should 
not  be  complicated. 

To  show  costs  in  minute  detail,  and  in  a  general  way  all  sources  of 
income. 

A  good  and  fair  comparison  of  conditions  and  expenses. 

A  very  compact  report  of  expenses,  receipts,  etc.,  can  be  made  which 
will  show  with  very  little  figuring  the  cost  of  each  line  of  work  in  the  water 
works  business,  and  also  just  what  part  may  be  running  at  a  loss. 

Municipal  deficits;  corporate  profits;  how  to  give  good  service  at  reason- 
able rates. 

To  show  the  comparative  economy  and  eflSciency.  It  should  prove  the 
advantage  or  otherwise  of  general  metering;  high-duty  pumping  engines; 
what  is  a  fair  price  for  water;  what  should  be  charged  off  for  depreciation. 

Simplicity  and  clearness. 

Uniformity  and  accuracy. 

To  give  briefly,  for  each  department,  the  cost  of  maintenance,  upkeep, 
gross  and  net  earnings. 

Simplicity.    To  secure  greater  efficiency. 

Comparisons  of  operating  conditions. 

Comparisons  of  operating  efficiency. 

Several  complained  that  the  form  herein  discussed  is  too  com- 
plicated for  them  to  use.  Most  of  these  are  in  charge  of  small 
plants,  it  is  true,  but  the  majority  of  the  plants  of  the  country  are 
small  ones;  and  these  should  therefore  receive  at  least  equal  con- 
sideration with  the  large.  Moreover,  the  large  plant  is  more 
likely  to  have  available  the  ability  to  expand  a  condensed  form 
along  practicable  lines,  than  the  small  one  is  to  condense  a  form  too 
complicated  for  its  use.  If  either  extreme  must  be  sought,  there- 
fore, it  seems  to  us  that  it  should  be  simplicity  rather  than  elabor- 
ate comprehensiveness.  Another  argument  for  this  is  that  it  is 
much  easier  to  persuade  an  official  to  adopt  a  simple  form,  and 
later  educate  him  to  a  more  elaborate  one,  than  it  is  to  secure, 
even  by  state  law,  an  adequate  and  reliable  use  of  a  complicated 
form  by  one  who  has  never  before  filled  out  a  form  of  any  kind. 
Too  complicated  elaborateness  is,  in  our  opinion,  a  handicap  of 
the  form  proposed  by  the  committee  of  the  American  Water  Works 
Association  which  will  absolutely  prevent  its  adoption,  at  least 
imtil  officials  have  been  educated  by  several  years  of  experience 
with  a  simpler  one. 
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General  experience  in  corresponding  with  and  examining  the 
reports  of  water  works  superintendents  has  convinced  the  writer 
that  there  are  in  this  country  at  least  five  hundred  of  these  which 
have  at  hand  data  sufficient  to  answer  a  considerable  proportion 
of  the  questions  contained  in  the  form  herein  discussed.  The 
difficulty  lies  in  persuading  them  to  do  so;  in  demonstrating  to 
each  one  the  advantage  of  it,  and  then  in  overcoming  his  disinclina- 
tion to  exert  a  little  effort  in  performing  work  which  he  is  not  com- 
pelled to  do. 

If  the  conclusions  drawn  from  this  correspondence  are  correct, 
two  things  would  seem  to  be  necessary:  First,  to  prepare,  for  each 
branch  of  municipal  service,  forms  which  are  sufficiently  simple 
and  at  the  same  time  sufficiently  broad  to  appeal  to  the  majority 
of  officials  in  charge  of  the  work  in  question.  Second,  to  see  that 
this  form  is  made  known  to  all  such  officials  in  such  a  way  and  at 
such  a  time  as  will  be  most  likely  to  induce  them  to  adopt  it. 

What  is  the  best  plan  to  adopt  in  preparing  such  forms  is  a 
question  deserving  careful  consideration.  It  would  seem  that  for 
each  branch  of  work  the  preparation  should  be  in  the  hands  of 
men  experienced  in  that  branch.  It  would  also  seem  to  be  desir- 
able that  more  or  less  uniform  principles  be  adopted  as  the  founda- 
tions for  all  the  forms.  It  is  therefore  suggested  that  a  committee, 
with  sub-committees  of  experts  in  each  of  several  lines,  be  ap- 
pointed; following  the  idea  embodied  in  our  committee  on  stand- 
ard specifications,  which  has  worked  out  so  well. 

As  an  appendix,  the  writer  presents  a  form  for  street  paving 
which  he  has  had  prepared  by  one  experienced  in  that  class  of  work. 
This  is  not  offered  as  a  practicable  form  for  present  adoption,  as  it 
is  too  comprehensive  to  meet  with  probable  acceptance  by  many 
street  departments  at  the  present  stage;  but  rather  as  indicating 
the  valuable  information  which  might  be  gathered  when  officials 
have  been  educated  to  an  appreciation  of  record  keeping  and  cost 
accounting;  and  also  as  an  effort  to  set  forth  in  detail  the  scope  of 
one  of  the  classes  of  municipal  work  which  the  condensed  forms 
should  outUne  and  skeletonize.  It  may  be  added  that  this  is 
essentially  the  form  used  by  certain  of  the  largest  paving  com- 
panies in  this  country,  and  the  figures  entered  therein  are  carefully 
calculated  and  used  as  a  basis  for  bidding,  calculating  profits,  etc. 

There  are  also  added  as  Appendix  No.  I  letters  received  by  the 
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writer  setting  forth  the  ideas  of  two  experts  in  the  line  of  municipal 
accounting. 

Appendix  I 

COMMUNICATIONS 

ExtracU  from  lettert  from  J.  E.  Trelevtn,  Secretary,  writing  for  Prof,  J,  R. 
Commons f  Director  of  the  Bureau  of  Economy  and  Efficiency  of 

Milwaukee 

I  fear  that  it  is  impossiblei  within  the  limits  of  a  letter,  to  set  forth  just 
what  the  principles  are  on  which  our  various  cost  accounting  systems  are 
based. 

However,  1  can  say  that  we  have  adopted,  as  far  as  practicable  for 
municipal  work,  the  principles  of  private  cost  accounts,  that  is,  we  have 
attempted  to  set  up  in  each  bureau  or  department  all  of  the  elements  of  cost 
ordinarily  recognized  by  cost  accountants. 

As  you  will  readily  see,  this  involves  the  determination  of  several  factors 
which  have  not  been  ordinarily  considered  in  municipal  accounting.  For 
example,  increases  and  decreases  of  city  proprietary  interest,  the  pro  rating 
of  monthly  salaries  to  job  orders,  the  establishment  of  reserves  for  deprecia- 
tion, employers'  liability,  and  the  like.  When  I  spoke  of  the  necessity  of 
determining  the  basic  principles  upon  which  the  systems  should  be  based 
before  designing  the  systems  themselves,  I  referred  particularly  to  the 
settlement  of  questions  relative  to  the  inclusion  in  the  schedule  of  accounts, 
the  items  such  as  those  mentioned  above,  of  which  cognizance  is  ordinarily 
taken  in  private  work,  and  up  to  the  present  time  have  received  little  atten- 
tion in  public  accounting.  We  believe  that  when  standard  practices  regard- 
ing the  treatment  of  items  of  this  nature,  and  also  payrolls,  charges  to  job 
orders,  the  correct  methods  of  pro  rating  over-head  charges  (on  which  point 
there  is  considerable  controversy  among  accountants  generally)  have  been 
determined  upon,  each  department  or  activity  offers  a  separate  problem  in 
cost  accounting. 

In  working  up  the  cost  system  for  any  department  the  procedure  then 
would  be  as  follows : 

First,  the  unit  of  work  must  be  determined,  that  is,  a  study  of  the  activ- 
ity must  be  made  to  determine  what  the  units  of  work  are.  For  instance, 
in  the  street  cleaning  department,  the  unit  of  cleaning  is  one  or  one  thousand 
square  yards,  etc.  There  are  as  many  of  these  units  as  there  are  different 
t3rpe8  of  street  cleaned. 

After  the  units  have  been  agreed  upon  the  next  step  is  to  analyze  the  work 
to  determine  the  processes  through  which  it  passes.  In  the  oiling  of  a 
street,  for  example,  these  processes  are: 

Hauling  materials,  hand  sweeping,  hauling  and  hand  spreading  oil, 
spreading  oil  with  horse  drawn  broom,  spreading  sand. 

If  unit  costs  only  are  desired,  process  costs  need  not  be  determined,  but 
if  an  analysis  of  the  records  is  to  be  made  to  show  points  of  excessive  cost, 
etc.,  process  costs  must  be  obtained  as  well  as  unit  costs. 


62  AMERICAN  SOCIETY   OF  MUNICIPAL  IMPROVEMENTS 

After  the  entire  activity  has  been  analyzed  the  cost  system  is  installed. 
This  system  follows  the  standard  practices  previously  determined  upon, 
modified  to  meet  whatever  conditions  are  peculiar  to  the  activity  under 
study.  A  schedule  of  accounts  is  one  of  the  elements  of  a  cost  accounting 
system. 

I  fear  that  this  letter  does  not  fully  meet  your  requirements,  but  I  trust 
that  it  will  point  out  some  of  the  elements  that  we  have  determined  upon  as 
essential  in  cost  systems  for  municipalities. 

While  your  plan  of  securing  a  system  which  would  be  the  composite  work 
of  a  large  number  of  persons  interested  would  undoubtedly  meet  a  heartier 
reception  at  the  hands  of  the  municipalities  than  one  designed  by  one  per- 
son or  group  of  persons,  because  of  the  embryonic  stage  in  which  municipal 
cost  accounting  is  found  today,  and  because  of  the  great  variation  in  the 
ideas  of  municipal  accountants  such  cooperation  as  is  necessary  to  perfect 
this  system  will  probably  be  somewhat  difficult  to  obtain.  It  is  likely  also 
that  considerable  time  would  necessarily  elapse  before  the  approval  of  a 
considerable  number  of  persons  interested  in  municipal  accounting  could  be 
obtained,  or  any  specific  plans  presented. 

It  would  seem  as  if  perhaps  the  best  method  of  securing  co5peration  in 
this  matter  would  be  to  secure  by  correspondence  or  pamphlets  an  expres- 
sion from  municipal  accountants  regarding  several  phases  of  the  work  pro- 
posed to  be  undertaken — ^later  when  the  basic  principles  on  which  it  is 
desired  to  base  the  work  have  been  sufficiently  formulated  to  permit  of  intel- 
ligent discussion,  a  meeting  of  those  interested  in  the  work  might  be  ar- 
ranged at  which  plans  for  carrying  the  work  to  a  logical  conclusion  could 
be  determined  upon.  It  has  been  our  experience  here  in  Milwaukee  that 
producing  departments,  such  as  water,  and  other  public  utilities,  and  con- 
structing departments,  such  as  streets,  lend  themselves  most  readily  to  the 
adoption  of  unit  and  job  cost  systems. 

It  would  be  our  suggestion,  therefore,  that  some  activity  of  the  public 
works  department  be  the  first  department  in  which  the  uniform  system  be 
installed.  We  would  call  attention  to  the  fact,  however,  that  before  even 
one  system  is  completed,  the  basic  principles  upon  which  the  entire  cost 
system  is  to  be  based  must  be  determined  upon. 

Mr.  a.  Prbscott  Folwbll,  Secretary, 

The  American  Society  of  Municipal  Improvements. 

Dear  Sir:  The  necessity  of  uniform  methods  of  recording  as  a  prelimi- 
nary to  the  establishment  of  standards  of  efficiency  in  municipal  service 
needs  no  argument  among  those  familiar  with  the  conditions  prevailing  in 
municipal  service.  One  of  the  principal  objects  of  organizations  like  the 
Bureau  of  Municipal  Research,  is  to  introduce  such  methods  and  to  estab- 
lish such  standards.  Greater  progress  has  been  made  on  the  accounting 
side  than  on  the  development  of  suitable  service  records.  In  the  field  of 
accounting,  as  you  are  of  course  aware,  much  has  already  been  accomplished 
by  various  Bureaus  of  Municipal  Research,  by  the  Metz  National  Fund  for 
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Promoting  Municipal  Accounting  and  Reporting  and  by  President  Taft's 
Commission  on  Economy  and  Efficiency.  It  would  be  most  fortunate  if 
some  central  agency  could  be  established  similar  to  the  second  above  men- 
tioned, for  the  purpose  of  standardizing  the  methods  of  recording  service 
rendered.  It  is  a  matter  requiring  considerable  careful  thought,  in  my  opin- 
ion, to  determine  how  far  the  unit  cost  method  can  be  applied.  So  far  as 
it  can  be  applied  accurately,  it  is  undoubtedly  most  desirable. 

I  need  not  say  that  as  far  as  we  find  it  possible,  we  should  be  glad  to 
codperate  with  you  and  any  others  in  the  effort  to  bring  about  the  desirable 

end. 

Very  truly  yours, 

R.  E.  Miles, 

Director f  CincinrMti  Bureau  of  Municipal  Research. 

Appendix  II 

INFORMATION    TO    BE    EMBODIED    IN    COMPREHENSIVE    RECORDS  OF 
STREET  CONSTRUCTION  AND  MAINTENANCE  DEPARTMENTS. 

It  is  proposed  to  have  a  complete  record  for  each  class  of  pavement;  but  as  many 
of  the  items  would  be  similarly  designated  in  each  class,  the  forms  are  abbre- 
viated in  the  following  by  giving  the  complete  form  for  one  class  only,  anci 
indicating  by  numbers  the  items  which  are  repeated  in  the  others.  Group 
together  pavements  of  the  same  kind  and  age,  and  give  data  for  each  group. 

NEW  CONSTRUCTION 

BRICK   PAVEMENTS 

Data  for  the  year  ending 19 

1.  Number  of  contracts  or  jobs  totaled  or  averaged 

2.  Length miles.    Area sq.  yds. 

3.  Grading:  Average    {  ^^^^^  }  depth^^.  • . . . .  .Ma^rial 

4.  Base :  Depth Material Proportions 

5.  Cushion :  Depth Material 

6.  Brick:  Make Size Material  (clay,  shale,  etc.) 

Record  of  tests 

Number  per  sq.  yd.  of  pavement 

7.  Filler  for  joints :    f  Sand,  description 

(Cross  out  kind  not  <  Bitumen,  kind 

used).  [Cement  grout,  proportions 

Amount  per  sq.  yd 

Prices  and  Costs 

8.  Grading,  per  cu.  yd.  $ Final  disposal,  debit  or  credit  $ 

9.  Base:  Stone,  per  cu.  yd.  $. .  .Sand,  per  cu.  yd.  $. .  .Cement,  per  bbl.  S. . . 
10.  Brick:  Cost  per  thousand  at  siding  or  yard  $. . . .  Haul,  per  thousand  $. . . 
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11.  Joint  Filler:  Bitumen,  per  gallon  $ Sand,  per  cu.  yd.  $ Cement^ 

per  bbl.  $ 

12.  Labor,  per  day  of hours  $ Bricklayers,  per  day  $ Teams, 

per  day  $ 

13.  Cost  per  sq.  yd:  Labor  $ Bricklayers  $ Teams  $ Material  $. . . 

Foreman  and  others  $ Total  cost  $ 

14.  Remarks 

CRBOSOTBD  WOOD  BLOCK 

(Repeat  items  1,  2,  3,  4  and  5.) 

Wood  Blocks:  Kind  of  wood Size  of  blocks No.  per  sq.  yd 

Character  of  preservative Amount  per  cu.  f t 

Filler  for  joints:  Character Amount  per  sq.  yd 


Prices  and  Costs 

(Repeat  items  8|  9, 11, 12, 13  and  14.) 

Wood  Blocks:  Cost  per  thousand  at  siding  or  yard  % Haul,  per 

thousand  $ 


STONE  BLOCK 


(Repeat  items  1,  2,  3,  4  and  5.) 

Stone  Blocks :  Kind  of  stone Size  of  blocks No.  per  sq.  yd. 

Filler  for  joints:  Character Amount  per  sq.  yd 


Prices  and  Costs 

(Repeat  items  8,  9,  11,  12,  13  and  14.) 

Stone  Blocks:  Cost  per  thousand  at  siding  or  yard  % Haul,  per 

thousand  % 

SHEET  ASPHALT 

(Repeat  items  1,  2,  3  and  4.) 

Binder  or  Cushion:  Depth Materials Proportions 

Surface:  Depth Materials Proportions 

Haul  of  binder  and  surface  material miles. 

Prices  and  Costs 
(Repeat  items  8, 9  and  14.) 

Binder :  Stone,  per  cu.  yd.  $ Asphalt,  per  ton  $ Oil,  per  gallon  $ 

Surface:   Sand,  per  cu.  yd.  S Asphalt,  per  ton  $ Oil,  per  gallon  $ 

Powder,  per  ton  $ Fuel,  $ Haul  to  street  $ 

15.  Labor,  per  day  of hours  $ Foreman,  per  day  S Skilled 

labor,  per  day  $ Teams,  per  day  $ 

16.  Cost  per  sq.  yd :  Common  labor! Skilled  labor! Foreman  and 

others  $ Teams  $ Material  $ Total 

cost  $ 
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BITUMINOUS  CONCRETE  • 

(Repeat  items  1,  2,  3  and  4.) 

Surface:   Depth Materials Proportions 

Bitumen,  kind Amount  per  cu.  yd 

Haul miles 

Flush  Ck)at :  Materials Mineral  matter  per  sq.  yd 

Bitumen  per  sq.  yd 


Prices  and  Costs 

(Repeat  items  8,  9, 14,  15  and  16.) 

Surface  and  Flush  Coat :   Stone,  per  cu.  yd.  $ Sand,  per  cu.  yd.  $. . 

Asphalt,  per  ton  $ Tar,  per  ton  $ 

Oil,  per  gallon  $ Mineral  powder,  per  ton  $. 

Fuel,  $ Haul  to  street  $ 

BITUMINOUS  MACADAM 

(Repeat  items  1,  2  and  3.) 

Base :  Depth Size  of  stone 

Bitumen,  kind Amount  per  cu  yd 

Top  Coat:   Depth •.  .Size  of  stone 

Bitumen,  kind Amount  per  cu.  yd 

Flush  Coat:  Mineral  matter,  kind Amount  per  sq.  yd 

Bitumen,  kind Amount  per  sq.  yd 

Distributed  by  hand  or  by  machine 


Prices  and  Costs 

(Repeat  items  8,  14,  15  and  16.) 

Base :  Stone,  per  cu.  yd.  $ Bitumen,  per  ton  $ 

Top  Coat  and  Flush  Coat:  Stone,  per  cu.  yd  $ Bitumen,  per  ton  $. . . 

Oil,  per  gallon  $ 

Mineral  powder,  per  ton  S Fuel  $. . . 

Haul  to  street  $ 


CEMENT  CONCRETE 

One  or  two  layer  work 

(Repeat  items  1, 2  and  3.)   If  two  layer  work,  repeat  4.    If  one  layer,  omit  the 

word  "Surface"  in  the  following. 
Surface :   Depth Aggregate,  material  and  size 

Proportions 

Method  of  finishing  surface 

Prices  and  Costs 

(Repe&t  items  8,  14,  15  and  16) 

Stone,  per  cu.  yd.  $ Sand,  per  cu.  yd  S Cement  per  bbl  S 
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•  MACADAM 

(Repeat  items  1,  2,  3  and  4.) 

Base:  Depth Material Size  of  stone 

Top  Coat:   Depth Material Size  of  stone 

Water  or  other  surface  application 


Prices  and  Coats 

(Repeat  items  8,  14, 15  and  16.) 

Stone,  per  cu.  yd.  S Water  or  other  material  $ 

ORDINARY  MAINTENANCE 

For  the  year  ending 19 

(Group  together  pavements  of  the  same  kind  and  age,  and  give  data  for  each 

group). 

Kind  of  pavement Age Total  area 

Total  amount  of  material  employed  in  renewing,  patching,  etc 

xTur  jr  X  j/  not  over  cuts 

Number  of  sq.  yds.  of  pavement  renewed  < 

\  over  cuts 

Maintenance  work  other  than  renewing,  describe 

Costs 

Total  cost  of  maintenance  since  construction,  prior  to  year  in  question 
(not  including  cuts)  $ 

Cost  of  renewals  during  the  year  per  sq.  yd.  of  surface  renewed  (not  includ- 
ing cuts)  % 

Cost  of  renewals  during  the  year,  averaged  over  whole  surface  $ 

p  ,    fof  renewing  pavement  over  cuts  $ 

\of  other  maintenance,  descrided  above  $ 

RECORD  OF  DEFUNCT  PAVEMENT 

(Including  those  which  are  renewed  or  replaced  for  any  reason.) 

Name  and  limits  of  street Laid  in  19 

Kind  of  pavement Main  points  of  specifications 

Records  of  any  tests  made  of  materials 

Character  of  street,  business  or  residence 

Width  between  curbs Width  between  outer  rails  of  tracks 

Direction  of  street Shaded  or  not 

Character  of  subsoil,  including  drainage Per  cent  grade 

Traffic,  through  or  local 

Traffic  record :    Number  and  kind  of  vehicles  per  day • 

Care  of  street :   Cleaning 

Sprinkling 

Flushing 

Condition  of  pavement  when  removed 

Percentage  of  pavement  relaid  over  cuts  during  life 
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Prices 

Contract  price  or  cost  of  pavement  per  sq.  yd Term  of  guarantee yrs. 

Average  annual  cost  of  repairs  % 

What  area,  if  any,  maintained  by  street  railway  or  others,  and  not  included 

in  above  cost 

Value  of  old  materials  or  work  remaining 

DISCUSSION 

The  Secretary:  I  took  water  works  as  the  subject  of  this 
investigation,  because  as  far  as  I  know  the  form  for  waterworks 
was  the  only  form  adopted  by  societies  of  general  influence  and 
that  had  been  made  a  study  by  those  interested  in  it,  and  so  it 
was  about  the  only  one  we  could  inquire  into  as  to  previous  efforts. 
You  can  easily  transfer  these  forms  of  expression  from  terms  of 
waterworks  to  sewer  construction  or  street  paving  or  what  not. 
The  same  advantages  or  disadvantages  would  apply  largely  to 
other  branches  of  public  work. 

As  to  the  general  matter  of  standard  forms,  I  do  not  know 
how  many  think  it  desirable  and  how  many  do  not.  Most  of  you 
who  have  come  here  have  come  to  learn  something  from  each 
other.  The  only  way  to  do  that  is  by  comparing  experiences, 
and  the  only  way  you  can  compare  them  is  by  comparing  them 
on  a  common  basis  having  a  common  unit  of  comparison.  How 
many  have  tried  to  compare  experiences  and  have  found  that  they 
were  not  using  the  same  unit  of  value,  were  talking  about  a  dif- 
ferent pavement,  different  unit  prices.  One  man  says  it  costs 
$1.15  to  lay  brick  pavements;  another  says  $1.50,"labor  conditions 
the  same.  Come  to  find  out,  one  man  included  excavation,  foun- 
dation, surface,  and  also  probably  the  connections  between  the 
comer  inlets  and  the  sewer.  The  other  man  did  not  include  any 
of  those,  except  the  base  and  the  pavement.  The  excavation, 
setting  the  curb  and  putting  in  the  basin  connections  were  sepa- 
rate. They  were  talking  at  cross  purposes,  and  thought  they 
were  comparing  results  but  were  not,  because  they  didn't  have 
a  common  basis,  of  comparison. 

I  think  our  talks  could  be  made  much  more  useful  if  we  could 
adopt  some  standard  of  comparison.  When  a  man  comes  here 
and  says  he  is  paying  $1.50  for  brick  pavement,  let  it  be  known 
what  he  means;  let  it  be  understood  what  his  records  include  under 
the  head  of  '*cost  of  brick  pavement.'' 
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Here  is  another  point.  If  we  appreciate  all  that,  and  want  to 
compare  records,  one  man  finds  $1.50  in  his  record.  He  appre- 
ciates that  this  includes  setting  the  curb  and  the  excavation  and 
basin  connections.  He  realizes  also  that  the  other  man's  figures 
do  not  include  that,  but  that  doesn't  help  him.  He  cannot  sepa- 
rate his  record  now,  cannot  tell  what  his  brick  pavement  did  cost 
him,  and  he  cannot  compare  with  the  other  man.  If  we  could 
agree  on  some  common  basis  in  street  cleaning,  garbage  collec- 
tion and  sewer  building  and  all  things  of  that  sort,  our  work 
here  would  be  greatly  increased  in  value.  When  we  come  to 
discuss  results,  we  must  have  units  of  comparison.  That  is  why 
I  am  interested  in  this  matter  of  standard  forms. 

Another  thing.  You  are  undoubtedly  aware  that  I  am  not 
the  only  man  who  thinks  standard  forms  desirable.  This  society 
started  some  time  ago  to  get  up  standards  for  street  pavement, 
and  only  two  weeks  ago  I  saw  a  paving  advertisement  of  Brooklyn, 
New  York,  which  said,  "This  pavement  will  be  laid  according  to 
the  specifications  of  the  American  Society  of  Municipal  Improve- 
ments." I  believe  the  work  done  by  this  organization  in  the 
getting  up  of  standard  forms  for  street  pavement  has  done  more 
to  make  it  useful  and  give  it  a  standing  in  the  community  than 
anything  it  has  done  in  the  last  five  years,  and  we  haven't  reached 
the  limit  of  that  yet.  Standard  specifications  will  still  need  fixing 
up  year  by  year,  but  the  probability  is  that  another  year  will  see 
us  nearly  run  out  of  material  on  this  matter  of  standardization 
of  pavements.  I  do  not  see  why  we  should  not  have  committees 
organized  along  the  same  lines  on  standard  forms,  and  get  our 
standard  forms  adopted  by  the  cities  throughout  the  country. 
The  National  Census  Bureau  at  Washington  has  seen  the  neces- 
sity of  this,  and  I  thought  I  could  work  with  the  Census  Bureau 
last  year.  The  head  of  the  Census  Bureau  is  a  man  of  voluminous 
statistics,  and  he  started  with  too  big  ideas,  and  he  never  could 
get  the  officials  of  the  smaller  cities  to  adopt  his  forms.  But  there 
was  an  assistant  in  the  department  who  had  visited  the  cities  and 
who  had  reached  sensible  ideas  on  the  subject,  and  he  and  I 
talked  the  matter  over,  and  at  the  last  convention  I  thought  he 
and  I  would  pull  together,  and  that  is  the  reason  I  asked  for  a 
large  sum  of  money,  so  that  if  I  saw  the  Census  Bureau  was  going 
into  the  thing,  and  there  was  a  chance  for  us  to  walk  along  like 
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twin  brothers,  and  for  the  society  to  share  in  the  glory,  I  would 
have  suflScient  funds  to  work  with.  It  turned  out  the  other  way 
around;  the  Census  Bureau  tagged  behind,  having  had  their  appro- 
priation cut  off,  and  this  man  was  compelled  to  leave  the  bureau 
and  go  into  some  other  department  of  the  government.  So  we 
have  now  to  work  by  ourselves,  but  I  believe  we  can  advertise 
our  society  by  doing  good  to  our  brother  engineers, — ^which  is  the 
only  advertising  we  want — and  get  other  engineers  to  be  members 
by  such  work  as  this,  because  it  is  very  important  work  and  is 
necessary  in  order  to  carry  to  perfection  the  intercommunication 
of  ideas,  which  is  the  purpose  of  our  society. 

Mr.  Christ:  I  believe  the  Association  for  Standardizing  Pav- 
ing Specifications  had  a  committee  on  uniform  bidding  blanks  and 
bonds,  but  do  not  believe  they  ever  reported  on  a  uniform  bidding 
blank.  I  think  that  would  overcome  a  great  deal  of  the  evil  the 
secretary  speaks  of. 

The  Secretary:  Undoubtedly  that  would  be  so.  It  would 
naturally  follow. 


REPORT  OF  COMMITTEE  ON  SEWERAGE  AND 

SANITATION 

In  reviewing  the  progress  of  events  in  the  field  of  sewerage 
and  sanitation  during  the  past  year,  it  is  very  evident  that  repre- 
sentative governing  bodies  in  both  the  United  States  and  Canada 
are  taking  a  greater  interest.  This  is  particularly  noticeable  in 
regard  to  the  districts  surrounding  the  Great  Lakes,  where  an 
organization  known  as  "The  Great  Lakes  International  Pure 
Water  Association"  has  just  had  its  second  session  at  Cleveland. 

POLLUTION  or  SURFACE  WATERS 

There  appears  to  be  a  general  consensus  of  opinion  among  those 
representing  state  health  authorities  that  the  time  has  come  when 
some  definite  action  must  be  taken  by  the  federal  government. 
This  is  necessary,  for  while  one  state  may  have  most  drastic  laws 
with  reference  to  "river  pollution,"  the  adjoining  state  may  have 
none.  As  an  illustration  the  Chicago  drainage  canal  may  be  cited, 
where,  by  the  simple  but  barbaric  method  of  turning  the  sewage 
from  its  own  water  front  to  a  river  flowing  through  a  neighboring 
state,  there  was  caused  much  litigation  and  hard  feeling.  This 
central  control  also  applies  to  Canada,  where  this  question  has 
reached  the  same  stage  and  where  the  central  authority  at  Ottawa 
is  being  asked  to  supervise  surface  water  pollution.  Represen- 
tatives from  the  United  States  and  Canada  have  already  had 
three  meetings  to  work  out  a  line  of  action  in  order  to  obtain  the 
necessary  data  on  which  to  pass  an  international  policy  taking 
all  the  states  and  provinces  and  centralizing  under  one  association. 
The  following  bill  was  introduced  in  the  Canadian  Senate  last 
year  and  after  being  discussed  was  referred  to  the  Committee  ol 
Public  Health  and  there  is  little  doubt  that  this  or  a  similar  bill 
will  become  the  law  in  the  near  future.  The  bill  briefly  provides 
as  follows: 

Every  person  is  guilty  of  an  offense  against  this  act  and  liable  on  sum- 
mary conviction  to  the  penalties  hereinafter  provided,  who  puts,  or  causes 
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or  permits  to  be  put,  or  to  fall,  flow,  or  to  be  carried  into  any  nagivable 
water,  or  into  any  other  water  any  part  of  which  is  navigable  or  flows  into 
any  navigable  waters: 

a.  Any  solid  or  liquid  sewage  matter;  or 

h.  Any  other  solid  matter  which,  not  being  sewage  is  poisonous,  nox- 
ious, putrid,  decomposing,  refuse  or  waste;  or 

e.  Any  liquid  matter  which  not  being  sewage,  is  poisonous,  noxious, 
putrid,  decomposing,  refuse,  or  waste;  unless  such  matter,  whether  solid 
or  liquid,  is  disposed  of  in  accordance  with  regulations  or  orders  made  or 
permits  granted  under  the  authority  of  this  Act. 

While  such  a  bill  is  drastic,  there  is  no  doubt  but  that  it  is 
necessary.  Throughout  the  United  States  and  Canada  practically 
all  the  waterways  and  watercourses  in  the  populated  districts 
are  so  hopelessly  contaminated  that  they  are  unfit  as  sources  of 
water  supply  unless  artificially  treated,  and  these  are  the  principal 
sources  of  supply  through  this  country.  While  it  is  possible  to 
filter  a  polluted  water,  it  is  better  to  filter  a  slightly  contaminated 
water  than  an  altogether  contaminated  water;  providing,  of  course, 
you  cannot  get  an  unpolluted  supply.  In  this  country  at  present 
sanitarians  rely  more  upon  filtration  and  treatment  of  water  sup- 
plies than  upon  the  treatment  of  sewage.  The  Lake  Michigan 
Water  Commission  adopted  a  resolution  in  which  they  stated  that 
on  that  lake  sources  of  supply,  even  twenty  to  thirty  miles  from 
the  point  of  entrance  of  large  quantities  of  sewage,  are  not  safe 
places  from  which  to  derive  water  for  domestic  use.  The  Water 
Commission  appointed  at  Toronto  to  investigate  the  source  of 
that  city's  supply  as  to  Lake  Ontario,  found  that  polluted  water 
could  be  obtained  sometimes  as  far  out  as  14  miles  in  Lake  Ontario. 
Tests  were  made  of  water  every  half  mile  out,  both  at  the  sur- 
face and  75  feet  below  and  islands  of  polluted  water  would  be 
found  at  diflFerent  points  out  for  the  distance  mentioned.  In  one 
instance  a  sample  was  taken  about  one  mile  out  and  was  found 
free  of  B.  coli  with  a  bacterial  count  of  70  per  cc.  Twenty  feet 
away  another  sample  showed  B.  coli  and  a  bacterial  count  of 
13,000  per.cc.  This  is  interesting  as  showing  that,  under  certain 
conditions  of  the  lake  and  wind,  the  sewage  polluted  water  does 
not  form  a  combination  with  the  colder  and  cleaner  water.  In 
nearly  every  case  the  samples  near  the  surface  were  purer  than 
those  taken  75  feet  below. 

A  study  of  the  chemical  analysis  of  the  lower  Great  Lakes 
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shows  that  the  average  amount  of  chlorine  in  the  water  is,  at 
Detroit  4.7,  Cleveland  10,  Buffalo  10  and  6.5  in  the  middle  of 
Lake  Erie,  the  west  end  of  Lake  Ontario  8.5  and  the  east  end  6.8. 
The  analysis  for  the  west  end  of  Lake  Ontario  shows  that  the 
amount  of  chlorine  has  increased  two  and  one-half  times  in  thirty 
years,  while  the  easterly  end  shows  that  the  amount  of  chlorine 
has  doubled  in  twenty  years.  The  increase  in  the  chlorine  indi- 
cates sewage  pollution,  which,  if  not  stopped  or  minimized,  will 
in  time  render  Lake  Ontario  unsafe  for  use  as  a  public  water 
supply.  On  account  of  the  agitation  now  being  carried  on  and 
mentioned  before,  it  is  probable  that  most  of  the  cities,  on  the 
Great  Lakes  anjrway,  will  be  treating  their  sewage  with  the  result- 
ant decrease.    . 

THE   TREATMENT  OF   SEWAGE 

The  object  of  all  present  day  methods  of  sewage  disposal  has 
been  to  knowingly  or  unknowingly  take  advantage  of  the  oxidation 
process  through  the  intermediary  of  living  organisms.  Those  that 
have  failed  are  those  which  have  not  supplied  these  micro-organ- 
isms with  a  sufficient  supply  of  oxygen  to  carry  out  their  functions. 
In  connection  with  sewage  treatment  there  are  two  distinct  fac- 
tors: (a)  The  removal  of  all  causes  which  may  effect  a  nuisance; 
(b)  The  removal  of  all  causes  which  may  effect  disease. 

Most  of  the  standard  methods  of  sewage  disposal  using  screens 
and  sedimentation  tanks  perform  only  the  functions  of  clarifica- 
tion to  a  greater  or  less  extent.  By  filtering  through  slag  or  stone 
the  nuisance  is  altogether  removed  and  at  present  in  only  excep- 
tional cases  is  the  sewage  treated  to  effect  the  total  removal  of 
disease  germs.  On  account  of  the  great  cost  and  the  cheaper 
means  of  treating  the  water  supply  by  means  of  the  addition  of 
very  small  quantities  of  hypochlorite  of  lime  as  low  as  two  parts 
in  one  million,  it  is  very  seldom  that  the  sewage  is  treated  beyond 
the  filter  stage. 

This  then  seems  to  be  the  theory  of  the  sanitarians  of  the 
present  day,  namely,  to  remove  from  the  sewage  only  the  chemi- 
cally organic  attributes  which  create  a  nuisance  by  decomposition. 
No  longer  do  we  find  the  septic  tank  being  built,  for,  being  wrong 
in  principle,  it  is  doomed  as  an  integral  essential  to  any  method 
of  sewage  disposal.     Instead,  we  have  the  sedimentation  tank  in 
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some  cases  and  a  great  vogue  for  two  story  tanks,  of  which  the 
Imhoff  is  at  present  the  most  popular. 

For  years  we  have  known  that  sunlight  is  a  wonderful  bac- 
teriological agent  and  that  the  active  rays  were  the  ultra-violet 
rays  of  the  sunlight.  Acting  on  this  theory,  special  lamps  have 
been  devised  to  create  the  greatest  possible  quantity  of  these 
ultra-violet  rays  and  experiments  in  sterilizing  water  have  been 
going  on  for  some  time.  As  a  result,  Marseilles,  France,  has 
installed  a  130,000  gallon  plant  for  sterilizing  water  by  this  means. 
The  cost  of  sterilization  could  not  be  ascertained,  but  99  per  cent 
of  the  bacteria  were  destroyed. 

PAPERS 

This  committee  has  been  fortunate  in  securing  several  papers 
on  the  ImhoflF  tank,  the  purification  of  sewage  and  the  sanitary 
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C.  H.  Bamngartner,  city  engineer  of  Dubuque,  Iowa,  and  Mr.  E. 
L.  Dalton  of  Dallas,  Tex. 

Andrew  F.  Macallum,  Chairman, 

W.  J.  Parkes, 

A.  N.  Talbot. 


IMHOFF  TANKS 

By  henry  N.  OGDEN,  Professor  of  Sanitary  Engineering,  Cornell 

University 

Although  there  are  many  questions  about  sewAge  disposal  still 
unanswered  and  although  the  reasons  for  much  of  the  accepted 
practice  are  not  known,  still  the  advances  both  in  practice  and 
theory  during  the  past  twenty-five  years  have  been  as  persistent 
as  they  have  been  phenomenaL  In  the  middle  of  the  nineteenth 
century,  or  fifty  years  ago,  the  sewage  problem  was  only  just 
beginning  to  be  felt.  Partly  because  of  the  rapidly  developing 
manufacturing  establishments  and  partly,  as  a  corollary  of  the 
above,  because  of  the  concentration  of  population  in  towns,  the 
small  English  rivers  received  more  and  more  organic  refuse  imtil 
they  became  grossly  polluted  and  a  menace  to  the  health  of  those 
living  in  the  vicinity,  and  this  experience  has  been  or  is  being 
repeated  by  all  other  countries. 

It  would  be  the  millennium,  indeed,  so  far  as  streams  are  con- 
cerned, if  their  quality  was  a  matter  of  public  concern,  if  their 
banks  were  always  kept  free  from  rubbish  and  filth,  if  crude 
sewage  never  found  its  way  into  them  and  if  factories,  of  their 
own  accord,  built  elaborate  plants  to  treat  their  wastes  so  that 
only  pure  waters  might  be  added  to  the  streams.  But  today 
only  the  most  optimistic  can  even  foresee  such  a  vision  and  until 
such  a  millennium  all  streams  must  continue  to  receive  organic 
wastes  from  cities,  factories  and  farmlands. 

The  problems  to  be  solved  in  connection  with  such  a  use  of 
our  streams  are — How  may  an  engineer  gauge  the  ability  of  a 
stream  to  receive  pollution?  and  How  may  the  amount  of  organic 
matter  in  waste  material  be  reduced  or  modified  so  that  the  results 
of  the  treatment  shall  permit  the  wastes  to  be  turned  into  a 
stream  already  overloaded? 

The  first  problem  is  far  from  settled.  The  first  definite  asser- 
tion was  that  a  stream  would  purify,  that  is,  receive  without 
detriment,  one-fiftieth  of  its  volume  of  sewage  but  would  not 
receive  one-twentieth;  but  this  does  not  regard  the  condition  of 
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the  stream  into  which  the  sewage  is  dischai^ed  except  as  the 
range  of  values  from  one-fiftieth  to  one-twentieth  takes  it  into 
account.  Recently  great  stress  has  been  laid  on  the  amount  of 
dissolved  oxygen  found  in  the  stream  and  one  of  the  recent  stand- 
ard treatises  on  sewage  disposal  says  that  '' theoretically,  while 
any  dissolved  oxygen  remains  there  should  not  be  putrefaction; 
practically  any  value  below  50  per  cent  of  saturation  is  likely  to 
be  accompanied  at  times  by  malodorous  conditions."  Another 
treatise  says  that  there  is  a  conflict  of  opinion  in  this  regard,  the 
range  varjring  with  different  writers  from  20  to  70  per  cent  of  that 
necessary  to  saturate  the  water. 

The  English  sanitarians  have  attempted  to  agree  upon  chemi- 
cal standards  which  should  draw  the  line  between  permissible 
efiluents  and  those  not  fit  to  enter  streams.  Thus,  the  Rivers 
Pollution  Commission  of  1868  required  that  no  liquid  should  be 
discharged  into  any  stream  if  it  contained  in  suspension  more 
than  one  part  dry  organic  matter  in  100,000  parts  of  liquid  or 
more  than  three  parts  of  dry  mineral  matter.  On  the  other  hand, 
the  stipulation  under  which  the  sewage  from  the  Passaic  Valley 
is  to  be  discharged  into  New  York  harbor  provides  that  the  sewage 
shall  pass  through  various  screens  and  basins  of  specified  sizes  but 
no  definite  requirement  as  to  composition  is  made.  The  absolute 
foolishness  of  even  trying  to  establish  uniform  practice  in  the 
United  States  or  even  in  any  one  state,  so  that  all  sewage  and 
waste  water  will  be  brought  to  the  same  plane  of  inoifensiveness 
is  evident  when  the  great  difference  between  the  character  of  iihe 
different  streams  is  considered. 

For  example,  the  lower  Hudson  near  Poughkeepsie  is  and 
always  will  be  a  polluted  stream,  while  the  upper  Delaware  is  an 
overgrown  moimtain  brook.  He  would  be  a  bold  man,  indeed, 
who  would  ask  on  purely  sentimental  grounds  that  the  sewage  of 
Poughkeepsie  be  purified  to  the  same  extent  as  that  of  Coopers- 
town,  both  cities  now  discharging  crude  sewage  into  the  above 
mentioned  rivers. 

Out  of  such  uncertainty  as  to  requirements  comes  a  clear  note 
from  England  as  a  result  of  a  law  suit  over  the  pollution  of  one  of 
their  rivers — ^the  Tame.  The  city  of  Birmingham  alleged  that 
the  sewage  they  were  turning  into  the  river  was  purified  quite 
enough  for  such  a  river  as  had  to  receive  it,  while  the  River  Com- 
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mission  claimed  that  the  sewage  must  be  completely  purified,  no 
matter  what  the  quality  of  the  river  water.  The  decision  of  the 
court  was  that — "You  may  not  discharge  into  any  stream  that 

which  makes  it  worse Nobody  may  make  worse 

a  stream  by  discharging  the  water  into  it  that  has  received  its 
excrementitious  matter.  What  you  must  not  discharge  in  the 
stream  is  water  that  conveys  that  which  will  make  it  worse.'' 

The  principle  thus  established,  namely,  that  sewage  or  other 
waste  matters  need  be  purified  only  to  that  point  where  their 
quality  shall  be  as  good  or  better  than  that  of  the  stream  into 
which  they  are  discharged,  may  not  be  precisely  that  which  should 
always  govern  the  degree  of  purification  required  in  the  United 
States,  but  it  does  indicate  without  doubt  the  growing  tendency 
to  design  each  sewage  disposal  plant  with  particular  reference  to 
the  degree  of  purification  required  by  the  particular  stream  into 
which  that  particular  sewage  is  to  be  discharged.  No  longer, 
then,  will  expensive  sand  filter  beds  be  built  to  convert  sewage  into 
drinking  water  when  the  stream  receiving  such  water  is  already 
foul.  Nor,  on  the  other  hand,  will  septic  tanks  be  built  for  sewage 
treatment  with  the  idea  that  by  a  few  hours'  stay  in  a  tank  all 
pathogenic  germs  and  all  odors  can  be  removed. 

With  this  fundamental  fact,  namely,  that  sewage  treatment  is 
a  most  variable  requirement  depending  on  local  surroundings 
established,  let  us  consider  in  a  few  words  only,  the  part  that  the 
Imhoff  tank  may  be  expected  to  play  in  the  series  of  sewage  dis- 
posal processes  which  are  available  to  a  present-day  sanitary 
engineer. 

In  the  early  days  of  English  experimenting,  great  attention 
was  given  to  the  suspended  solids.  Apparently  it  was  felt  that  if 
the  visible  particles  could  be  removed,  it  was  all  that  could  be 
asked.  Chemical  precipitation,  particularly  from  1880  to  1890, 
seemed  to  be  the  most  promising  method  of  securing  this  and 
chemical  salts  might  have  been  today  the  basis  of  sewage  purifi- 
cation except  for  the  trouble  which  the  precipitated  solids  gave. 
About  one-half  of  1  per  cent  of  the  volume  of  sewage  treated  was 
precipitated  as  sludge  and  the  problem  of  disposing  of  this  was 
most  serious.  Today,  the  cities  of  Worcester  and  Providence, 
where  some  20  to  30  cubic  yards  of  sloppy  putrescible  sludge  must 
be  removed  inoffensively  every  day,  would  doubtless  consider  the 
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sewage  problem  solved  if  this  foul-smelling  mass  could  be  elimi- 
nated. 

The  Imhoff  tank  has  for  its  claim  on  the  attention  of  engineers 
two  points,  namely,  it  will,  so  it  is  said,  remove  from  sewage  pass- 
ing through  it',  at  least  as  much  if  not  more  of  the  solid  matters 
contained  as  any  other  analogous  method  and  it  will  so  affect  the 
sedimented  solids  that  they  will  not  smell  on  standing  and  will 
dry  out  easily,  decreasing  their  volume  at  least  one^ialf .  If  the 
tank  will  do  this  last,  that  is,  operate  without  smell  and  cut  the 
amount  of  sludge  in  two,  it  is  well  worth  having  and  the  inventor 
may  well  be  hailed  as  one  of  the  great  benefactors  of  the  human 
race. 

There  are  two  fundamental  principles  underl3ring  the  design 
and  construction  of  this  tank;  First,  the  volume  of  sewage  in  which 
settling  is  going  on  is  not  subjected  to  any  disturbance  by  rising  gas 
bubbles,  and,  second,  the  sludge  is  allowed  to  undergo  digestion  in 
a  deep  tank  for  many  weeks.  The  ^t  seems  like  a  small  matter 
and  yet  anyone  who  has  watched  in  a  stagnant  pool  of  surface  water 
a  string  of  bubbles  rising  here  and  there  to  the  surface,  will  doubt- 
less also  have  noticed  particles  of  black  spongy-looking  material 
follow  the  bubbles  upward.  In  a  sewage  tank  where  decomposi- 
tion is  going  on  the  phenomenon  is  most  marked  and  it  is  not 
imcommon  for  bubbles  to  bring  up  to  the  surface  of  such  a  tank 
pieces  of  sludge  as  large  as  a  man's  hand. 

It  now  seems  a  little  thing  to  argue  that  better  sedimentation 
would  be  obtained  if  the  bubbles  could  be  eliminated  and  yet  a 
trapped  tank  bottom  for  sewage  sludge  is  apparently  a  real  inven- 
tion of  Mr.  Imhoff.  The  trap  is  made  very  simply  by  making  the 
bottom  hopper-shaped  (which  also  f acihtates  the  downward  motion 
of  the  sludge)  and  by  carrying  one  side  past  the  other  so  that  gases 
rising  from  underneath  are  deflected  up  along  the  outside.  The 
beneficial  effect  of  this  sort  of  tank  bottom  is  unmistakable  and 
may  be  gauged  by  figures  so  far  as  they  are  available,  showing 
comparisons  between  this  tank  and  others  in  the  percentage  of 
solids  removed  from  sewage. 

Mr.  Fuller  (1909)  says  that  from  50  to  65  per  cent  of  the  total 
suspended  matter  in  well  screened  sewage  can  be  removed  by 
sedimentation  in  basins  holding  from  six  to  twelve  hours  average 
flow.     Mr.  Fuller  also  says  that  in  all  sewage  from  30  to  40  per 


78  AMERICAN  SOCIETY  OF  MUNICIPAL  IMPROVEMENTS 

cent  of  the  suspended  matter  is  so  fine  that  it  is  not  responsible 
to  the  laws  of  subsidence.  At  Plainfield,  N.  J.,  where  the  tanks 
are  shallow,  54  per  cent  reduction  in  suspended  solids  is  obtained 
and.  at  Reading,  Pa.,  75  per  cent.  Somewhat  more  than  these 
percentages  can  probably  be  obtained  with  a  deep  'circular  tank. 
Thus,  at  Birmingham,  England,  where  Mr.  Watson  has  used  tanks 
30  feet  deep  and  40  feet  in  diameter,  80  to  90  per  cent  of  the  sus- 
pended solids  can  be  removed.  Probably  the  exact  amount  will 
depend  upon  the  character  of  the  material  in  the  sewage„  the  pres- 
ence of  chemicals  from  factories  being  a  factor  in  the  increase  of 
the  sludge  while  a  purely  domestic  sewage  is  likely  to  produce  much 
smaller  quantities. 

With  chemical  precipitation  a  greater  proportion  of  the  solids 
can  be  precipitated.  The  actual  amount  of  sludge  formed  is  about 
50  per  cent  greater  than  with  plain  sedimentation  and  a  large  part 
of  this  consists  of  the  chemicals  introduced  to  aflfect  the  precipi- 
tation. Probably  a  domestic  sewage  which  would  lose  50  per  cent 
of  its  solids  by  plain  sedimentation  would  increase  this  amount  to 
90  per  cent  if  chemicals  were  added  in  the  proper  amount. 

The  Imhoff  tank  is  said  to  throw  down  95  per  cent  of  the 
'*capable-of -settling"  suspended  solids  and  the  advocates  of  the 
Imhoff  tank  explain  that  the  term  **capable-of -settling"  refers 
to  that  proportion  of  suspended  matters  in  the  sewage  which  will 
settle  out  in  a  measuring  glass  when  allowed  to  stand  quiescent 
for  two  hours.  If  Mr.  Fuller's  estimate  of  the  amount  of  colloidal 
matter  in  sewage  not  capable  of  settling  is  30  per  cent,  then  the 
remainder,  70  per  cent,  is  that  which  remains  as  precipitable  after 
the  use  of  chemicals;  and  if  the  Imhoff  tank  will  throw  down  95 
per  cent  of  this,  it  means  that,  of  the  total  suspended  solids,  it 
will  remove  67.5  per  cent.  This  should  be  compared  with  the  50 
to  55  per  cent  which  is  obtained  from  strictly  domestic  sewage  and 
it  is  probably  correct  to  say  that  the  increased  efficiency  of  the 
Imhoff  tank  due  to  the  separation  of  the  rising  gas  increases  the 
deposit  of  soUds  from  10  to  15  per  cent. 

The  second  and  more  important  principle  of  the  Imhoff  tank, 
however,  and  that  on  which  the  growing  popularity  depends,  is 
its  remarkable  performance  in  taking  care  of  the  sludge  after  it  has 
been  thrown  down  from  the  sewage.  Three  reasons  are  assigned 
for  this. 
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In  the  first  place,  below  the  settling  tank  proper  there  is  provided 
a  large  compartment  in  which  the  sludge  is  allowed  to  remain  for 
a  long  period  of  time,  from  three  to  six  months,  during  which  time 
decomposition  proceeds  and  effectively  destroys  the  organic  matter 
so  that  when  fiQally  the  sludge  is  removed  it  is  odorless  and  much 
reduced  in  quantity.  This,  however,  is  not  new.  As  far  back  as 
1899,  experiments  were  carried  on  at  the  testing  plant  of  the  Massa- 
chusetts State  Board  of  Health  in  the  hope  of  carrying  out  complete 
disintregation  of  the  suspended  solids  by  prolonged  septic  action 
in  a  separate  tank.  So  in  1908  Dr.  Travis  built  at  Hampton,  Eng- 
land, a  two-story  settling  tank  through  which  the  sewage  passed 
at  a  high  rate  in  the  upper  compartment  and  at  a  low  rate  in  the 
lower  compartment,  where  the  proportion  of  solids  was  much 
greater.  In  all  these  cases,  prolonged  settling  in  a  tank  resulted 
in  a  gradual  and  general  disintegration  of  the  organic  material  and 
the  amount  of  sludge  to  be  finally  cared  for  was  reduced  more  than 
one-half  from  that  originally  deposited.  Even  in  the  bottom  of  an 
ordinary  septic  tank,  about  one-half  of  the  soUds  were  broken  up 
to  such  an  extent  that  they  did  not  have  to  be  considered  in  the  mat- 
ter of  final  disposal. 

But  in  all  these  cases  disintegration  proceeded  only  with  a 
large  emanation  of  sulphuretted  hydrogen  and  the  process,  even 
when  the  physical  benefits  were  considered,  was  so  offensive  as  to 
be  entirely  impossible.  Perhaps  no  single  element  has  worked 
more  against  a  greater  use  of  the  septic  tank  than  the  fact  that 
during  the  septic  process  offensive  gases  are  given  off.  It  is  to 
the  elimination  of  these  odors  that  the  energies  of  the  inventor 
of  the  Imhoff  tank  were  directed  and  for  this  purpose  he  provides 
a  separate  tank  for  disintegration  of  solids  but  he  carries  on  that 
disintegration  without  producing  odors.  His  second  point,  there- 
fore, was  that  there  must  be  through  the  sludge  compartment  no 
moving  or  renewed  fresh  sewage.  The  construction  of  the  tank 
seems  to  solve  this  problem  and  the  reason  has  been  given  as 
follows: 

In  septic  tanks  the  liquid  sewage  and  the  deposited  sludge 
imdergo  decomposition  together,  while  in  the  Imhoff  tank  all  super- 
natant liquid  passes  through  the  tank  so  rapidly  that  no  septic 
action  is  obtained  although  in  the  sludge  underneath  a  very  high 
degree  of  septicization  may  be  going  on.     It  is  said,   therefore, 
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that  the  organic  matter  in  solution,  either  true  or  colloidal,  is  that 
part  of  any  decomposition  that  is  responsible  for  offensive  gases 
and  that  the  deposited  solids  not  subjected  to  renewed  application 
of  fresh  sewage  do  not  in  their  decomposition  become  offensive. 
This  may  explain  why  the  Travis  tank  smells  and  the  Imhoff  tank 
does  not.  Other  theories  have  been  advanced  and  perhaps,  for 
the  present,  one  is  as  good  as  another,  but  the  general  testimony 
of  engineers  who  have  seen  Imhoff  tanks  in  operation  is  that  there 
is  at  the  tanks  and  in  their  vicinity  no  objectionable  odor. 

The  third  point  which  seems  to  be  fundamental  in  the  design 
is  that  the  deposited  solids  shall  be  overlaid  with  25  or  30  feet  of 
liquid.  Shallow  tanks  do  not  seem  to  be  as  effective  as  deep  ones 
and  the  reason  assigned  for  this  is  that  the  gases  of  decomposition 
which  are  produced  in  the  lower  strata  must,  on  account  of  the  high 
pressure,  accumulate  in  greater  volume  and  in  their  escape  produce 
a  greater  separation  of  the  sludge  particles  than  in  shallow  tanks. 
It  is  to  this  action  of  the  gases  in  the  lower  layers  of  the  sludge 
deposits  that  Mr.  Imhoff  ascribes  the  marked  porous  condition  of 
the  sludge  which  gives  it  its  rapid  drying  properties  after  being 
taken  from  the  tank.  The  decomposition  which  goes  on  at  the  bot- 
tom of  the  Imhoff  tank  also  gasifies  and  liquefies  a  large  proportion 
of  the  solids  originally  deposited. 

It  is  not  easy  from  a  practical  standpoint  to  separate  the  effect 
of  the  digestion  of  the  organic  matter  in  sludge  from  the  effect  of 
decreased  water  proportion,  since  both  have  the  result  of  decreas- 
ing the  amount  of  stored  material.  Based  on  experiments  of  Dr. 
Spilner  and  Mr.  Blunk,  Chemist  and  Engineer  respectively  for  the 
Emscher  Association,  the  fresh  sludge  deposited  in  the  lower  com- 
partment contains,  on  an  average,  95  per  cent  of  water.  After 
remaining  several  weeks  or  months  in  the  septic  chamber,  it  will 
contain  only  75  per  cent  of  water  and  about  one-third  of  the  orig- 
inal organic  matter  will  have  been  either  gasified  or  liquefied. 
Through  these  two  agencies,  an  original  volume  of  100  cubic  yards 
of  fresh  sludge  will  be  reduced,  according  to  their  experiments  and 
figures,  to  a  volume  of  16  cubic  yards — a  shrinkage  in  volume  of 
about  84  per  cent.  They  assert  that  through  septic  action  only, 
an  original  five  cubic  yards  of  dry  sludge  matter  will  be  reduced 
to  3.92  cubic  yards — a  reduction  of  22  per  cent.  The  largest  part, 
therefore,  of  the  reduced  volume  is  gained  by  the  loss  in  water. 
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this  being  pressed  out  on  account  of  the  great  depth  of  tank,  or 
indirectly  by  the  greater  pressure  of  entrained  gas. 

The  reduced  volume  of  sludge  coming  from  the  tank  is  not  the 
only  advsoitage.  The  quality  of  this  sludge  is  quite  different  from 
that  of  ordinary  sludge  found  in  septic  or  sedimentation  tanks. 
Instead  of  being  compact,  non-porous  and  in  texture  much  Uke 
asphalt  or  rubber,  Imhoff  sludge  is  porous. and  much  like  a  sponge 
in  texture.  In  the  former  case  drying  proceeds  with  difficulty 
and  only  after  prolonged  exposiure  in  thin  layers  to  favoring  atmos- 
pheric conditions.  The  Imhoff  sludge,  on  the  other  hand,  is  so 
porous  that  the  contained  water  disappears  readily,  drying  out  so 
that  it  can  be  spaded  in  about  five  days  and  is  thereby  still  further 
reduced  in  volume  so  that  its  volume  is  about  40  per  cent  less  than 
when  emptied  from  the  tank.  In  the  Essen  Valley,  this  sludge, 
except  for  a  slight  tarry  odor,  has  always  been  found  by  American 
visitors  to  be  free  from  objectionable  odors — ^a  most  marked  con- 
trast to  some  of  the  septic  tanks  and  drying  beds  which  have  been 
built  in  this  country. 

Perhaps  a  final  word  should  be  said  as  to  cost.  An  engineer 
hesitates  to  recommend  the  construction  of  an  underground  struc- 
ture when  he  knows  that  it  involves  a  continuous  fight  against 
underground  water  and  since  sewage  disposal  plants  are  generally 
built  on  the  lowest  ground  where  foundation  soil  is  the  poorest 
and  where  the  ground  saturation  is  most  complete,  it  is  inevitable 
that  the  cost  of  tanks  30  feet  down  will  be  high.  Wisner  estimates 
the  Imhoff  tank  to  cost  twice  that  of  shallow  tanks  designed  to 
provide  for  the  same  volume  of  sewage,  although  the  actual  volume 
of  the  Imhoff  tank  is  somewhat  less.  The  settUng  coriipartment 
of  the  Imhoff  tank  is  perhaps  only  one-fourth  that  of  ordinary 
tanks  in  volume  but  the  storage  compartment  for  sludge  under- 
neath is  so  great  that  the  total  volume  of  the  tank  is  nearly  that  of 
an  ordinary  settling  tank.  Apparently  the  practice  of  Mr.  Imhoff 
is  to  make  the  upper  compartment  large  enough  to  hold  about  two 
hours  flow  and  to  make  the  lower  one  twice  this  size.  This  makes 
the  Imhoff  tank  large  enough  to  hold  about  six  hours  sewage  flow, 
which  is  about  the  capacity  of  the  more  recently  built  septic  tanks. 

The  cost  of  the  Imhoff  tanks  is  higher  even  with  smaller  capacity 
because  of  higher  unit  prices  in  both  excavation  and  masonry  lin- 
ings.    The  question,  therefore,  resolves  itself  into  this:    Is  the 
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greater  sedimentation,  the  freedom  from  odor  at  the  plant  and  the 
vastly  reduced  labor  of  disposing  of  the  sludge  sufficient  justifi- 
cation for  an  increased  cost  of  construction  of  the  tank  and  for  the 
patent  fee  which  the  inventor  very  properly  claims?  It  has  been 
said  that  there  is  no  opportunity  for  equaUzing  the  variable  flow 
in  so  small  a  tank  and  that  for  best  results  a  large  tank  (sedimenta- 
tion) ought  to  precede  the  Imhoff  tank  action.  But  with  every 
criticism  considered,  and  with  full  appreciation  of  the  difficulties 
of  the  deep  tank  construction,  the  boon  of  an  odorless  sewage  dis- 
posal plant  is  so  great  and  the  elimination  of  the  sludge  problem 
so  gratefully  appreciated,  that  its  rapid  installation  in  this  country 
cannot  but  follow  its  European  successes. 


SEWERAGE  AND  SANITATION 

By  E.  L.  DALTON.  Dallas,  Tex. 

These  subjects  have  been  so  ably  presented  to  the  Society 
at  former  meetmgs,  and  will  again  be  at  this  meeting,  by  such 
eminent  authorities — engineers  of  national  and  inter-national 
repute — that  the  writer  will  present  merely  a  few  "thought  sub- 
jects" bearing  on  local  conditions. 

SANITATION 

The  subject  of  sanitation  and  the  best  means  to  produce 
most  effective  results  has  taken  such  a  wide  range,  causing  so 
great  a  divergence  between  theory  and  practice — a,  clash  between 
medical  and  engineering  sciences — ^that  competent  and  able 
authorities  are  bending  every  effort  to  construct  a  binder  that  will 
cement  them  into  a  bond  that  will  be  a  triumph  for  science  and  a 
barrier  to  ignorance,  indifference  and  incompetency! 

Such  a  consummation  is  reasonably  assured.  It  is  only  a 
question  of  time.  The  more  thorough  the  preparation  the  less 
dangerous  and  more  successful  the  operation.  Ultimate  success 
will  be  hastened  by  a  judicious  application  of  common  sense, 
combined  with  scientific  information,  in  the  physical  preparation. 

Cleanliness  is  paramount  in  effective  sanitation.  Spasmodic, 
outward  cleanliness  is  of  very  doubtful  efficacy.  Municipalities, 
unfortunately,  are  subject  to  periodic  spasms  of  virtue  to  gain 
temporary  ends,  or  to  mitigate  temporary  impending  evils.  These 
sporadic  and  periodic  outbursts  are  very  expensive — too  frequently 
an  injudicious  expenditure  of  public  moneys — and  without  last- 
ing results.  Well  devised  systematic  methods,  rigidly  adhered 
to,  will  produce  results  justified. 

Municipalities  should  have  a  systematic  cleaning  up  going  on 
all  the  while,  thereby  establishing  a  preventive  of  disease.  Merely 
cleaning  streets  and  alleys  in  an  unscientific,  political  way  will 
not  produce  good  sanitary  conditions.  Not  only  must  streets 
and  alleys  be  kept  clean — clean  all  the  while — ^but  premises  must 
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be  kept  clean,  individuals  must  be  kept  as  cleanly  as  possible, 
vitiated  air  and  surfoundings  must  be  removed.  A  campaign  of 
education  of  the  masses  must  be  constantly  waged.  How?  That 
is  the  all  perplexing  question. 

Municipal  officers  are  supposedly  selected  for  their  capabiUties 
as  teachers  and  instructors.  Let  us  hope  for  the  millennium — 
that  in  time  they  will  in  reaUty  be  so  selected. 

We  have  our  laws.  But  laws  do  not  make  men  efficient. 
Good  laws  are  often  rendered  obnoxious  by  the  method  of 
enforcement.  The  powers  that  be,  who  sit  supinely  by  and  issue 
edicts  as  follows:  "Thus  saith  the  law,  you  must  obey,"  seldom 
have  the  laws  enforced. 

Public  officials  are  the  chosen  representatives  of  the  people — 
the  leaders,  not  the  drivers — and  the  writer  often  imagines  that 
if  said  leaders  would  study  conditions  intelligently,  would  culti- 
vate the  people  assiduously  by  changing  the  form  of  their  edicts 
into  the  following:  "We,  your  representatives,  find  such  to  be 
the  law,  we  beUeve  such  to  be  the  better  method  of  enforce- 
ment, we  need  your  help,  your  full  cooperation  and  aid,  without 
which  our  best  efforts  will  be  negligible,  aid  us  and  thereby  aid 
yourselves,"  a  mutuality  would  exist,  a  confidence  be  established 
that  would  call  forth  combined  effort  to  surmount  all  obstacles; 
and  health,  happiness,  contentment  and  prosperity  would  surely 
follow. 

Systems  are  essential.  Lack  of  system  is  waste.  But  over- 
systematizing  is  a  bane.  Prudence  and  common  sense  should 
here  take  hold.  The  trend  in  all  affairs  is  rapidly  toward  efficiency. 
Demand  for  efficiency  begets  the  necessity  for  efficiency  experts. 

COMMISSION   FORM    OF  GOVERNMENT 

The  commission  form  of  government  in  vogue  in  Texas  is 
deservedly  praised  and  commended,  but  a  high  state  of  efficiency 
has  not  yet  been  reached.  In  changing  from  the  old  aldermanic 
to  the  new  form  of  government  too  many  of  the  old  ideas  have 
remained.  For  instance,  the  commissioners  take  upon  them- 
selves ministerial  and  administrative  duties  that  could  be  better 
performed  by  the  heads  of  departments. 

It  is  the  writer's  impression  that  the  real  intent  and  purpose 
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of  the  commission  fonn  of  govermnent  is  that  the  commissioners' 
duties  shall,  in  the  main,  be  executive;  a  board  of  directors,  as 
it  were,  to  plan,  counsel,  advise  and  direct  the  workings  of  the 
subordinates.  In  other  words,  employ  efficiency  experts  to  manage 
and  sux)erintend  the  respective  departments;  the  commissioners  as 
a  body  exercising  advisory  and  supervisory  control. 

The  life  and  popularity  of  the  so-called  commission  form  of 
government,  and  its  stability  as  well,  will  depend  upon  how  near 
it  will  approach  to  or  reach  the  methods  controlling  large  private 
institutions. 

SEWERAGE 

Great  strides  have  been  made  during  recent  years  in  the 
improvement  of  sanitary  and  sewerage  conditions  in  Texas.  The 
writer  believes  this  can  be  rightfully  considered  as  one  of  the 
results  of  the  commission  form  of  government.  A  board  of  com- 
missioners has  more  power,  greater  latitude  in  handling  finances, 
issuing  bonds,  etc.,  and  as  an  attendant  result  has  called  forth 
more  ability  and  a  wider  range  of  intelligent  thought  and  action. 
This  thought  and  action  extends  to  all  branches  of  the  government 
and  all  classes  of  improvements. 

In  most  of  the  systems  the  sewage  was  and  is  emptied  into 
the  streams,  thus  polluting  same  and  creating  a  menace  to  public 
health.  Texas  cities  and  towns  have  wakened  to  that  danger, 
and  during  the  past  four  or  five  years  sixty-seven  sewage  disposal 
plants  have  been  built. 

In  many  instances  the  cities  installing  these  plants  have  had 
to  pay  royalty  fees.  It  is  a  much  mooted  and  disputed  question 
whether,  where,  and  to  whom  these  royalties  should  be  paid — 
if  they  should  be  paid  at  all.  This  society  has  the  subject  under 
consideration  and  it  is  to  be  devoutly  hoped  that  a  fair,  just  and 
equitable  solution  will  be  reached.  If  the  society  would  appoint 
a  committee  to  go  thoroughly  into  this  subject  and,  so  far  as 
possible,  definitely  settle  the  question,  it  would  remove  much 
trouble  and  confusion  when  advising  cities  what  is  best  adapted 
to  their  respective  purposes. 

The  engineer,  when  preparing  plans  for  a  city,  should  be  ham- 
pered as  little  as  possible  with  the  question  of  patent  rights.  He 
should  be  free  to  give  his  best  thought  and  advice  without  regard 
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to  secondary  issues.  The  writer  has  been  informed  by  prominent 
engineers  in  the  East  that  the  Imhoff  tank  infringes  on  the  Cam- 
eron patent;  that  other  tanks  infringe  on  other  patents.  These 
issues  should  be  removed  as  far  as  possible  from  intelligent  con- 
sideration of  what  or  which  is  best. 

The  pollution  of  streams  is  receiving  attention  by  our  law- 
makers. At  the  next  session  of  the  Texas  legislature,  Mr.  J.  C. 
McNealus,  senator  from  Dallas,  will  introduce,  and  it  is  to  be 
hoped  will  succeed  in  having  passed,  a  comprehensive  bill  to  pro- 
hibit and  prevent  the  pollution  of  the  streams  of  this  state.  Aided 
by  an  effective  state  law,  the  cities  and  towns  will  be  in  a  far 
better  position  to  enforce  adequate  regulations,  and  more  greatly 
conserve  public  health. 

In  planning  sewerage  systems  very  few  towns  have  sufficiently 
considered,  if  considered  at  all,  the  possibility  that  said  towns 
might  become  cities,  and  cities  have  failed  to  provide  for  larger 
growth.  The  old  systems  become  inadequate,  patch  work  be- 
gins, money  is  wasted,  until  finally  they  are  confronted  with  a 
problem  that,  financially,  seems  impossible  of  being  surmounted. 

A  competent  engineer  at  first,  a  comprehensive  plan,  a  look 
ahead  into  the  future,  would  have  been  not  only  a  great  saving 
of  money,  but  in  many  instances  a  saving  of  human  life. 

The  city  of  Dallas  is  an  example.  True,  the  most  optimistic 
could  not  have  accurately  foretold  the  immense  growth  of  that 
city  in  such  a  short  period  of  time,  nor  can  we  now  conjecture- 
to  what  enormous  proportions  it  will  grow.  It  just  keeps  on 
growing  and  growing.  The  city  has  voted  $550,000  in  bonds  to 
build  a  trunk  line  and  sewage  disposal  plant,  and  employed  Mr. 
Fuertes  of  New  York  as  consulting  engineer.  I  understand  he 
favors  the  installation  of  the  Imhoff  tank  at  Dallas.  The  board 
of  commissioners,  as  I  am  advised,  will  a  little  later  on,  ask  the 
people  to  vote  a  bond  issue,  the  proceeds  of  which  is  to  be  used 
in  rebuilding  at  least  the  system  in  the  business  district.  A 
large  amount  of  money  will  have  to  be  expended  in  Dallas  in 
rebuilding  and  reconstructing  its  sewerage  system,. and  it  cannot 
and  will  not  be  long  delayed. 

The  city  has  more  than  100,000  population  and  is  rapidly 
increasing  both  in  population  and  territory.  It  has  more  than 
doubled  its  population  during  the  past  ten  years  and  it  is  a  safe 


SEWERAGE  AND  &ANITATION  87 

prediction  that  it  will  repeat  the  performance  during  the  next 
ten  years,  if  not  go  further.  This  rapid  growth  has  precluded 
keeping  pace  with  it  in  sanitary  appurtenances,  but  the  govern- 
ment is  now  looking  to  the  future  and  will  build  for  the  future. 
The  sewer  pipes  were  too  small  at  the  beginning,  and  had  to  be 
extended  as  the  city  grew.  As  a  rule  six  inch  pipes  are  the  max- 
imum size,  though  there  are  a  few  larger  in  the  business  district. 

To  give  an  idea  of  what  these  six  inch  lines  have  to  carry  I 
will  cite  two  instances,  namely:  In  the  **Near  Town"  district 
one  6-inch  line  is  serving  approximately  5000  people,  and  another 
in  the  residential  district  approximately  6500  people.  Even  the 
congested  business  district  is  being  cared  for  in  the  main  by  6-inch 
lines. 

Of  course  it  is  realized  that  this  condition  cannot  be  much  longer 
endured,  nor  do  our  authorities  intend  that  it  shall  be,  for  Dallas 
is  a  modem  city  and  all  of  its  appurtenances  will  rapidly  become 
modernized  and  be  made  ample. 

I  have  cited  conditions  in  Dallas  merely  for  the  purpose  of 
warning  others  of  what  is  sure  to  follow  if  scientific  and  intelligent 
action  is  disregarded. 

The  day  of  efficiency  and  the  efficiency  expert  is  at  hand. 
Both  are  needed,  are  absolutely  essential  to  make  the  "City 
Beautiful,"  the  "City  Economic,"  the  "City  Perfected." 


SANITARY  PROBLEMS  OF  THE  SMALL  CITY 

By  CLARK  G.  ANDERSON,  Commissioner  of  Public  Works,  Moline,  III. 

I  would  amend  the  generally  accepted  definition  of  engineer- 
ing, formulated  by  Tredgold,  to  read  as  follows,  when  applied  to 
municipal  engineering  and  especially  when  applied  to  the  sanitary 
problems  of  the  small  city: 

"Engineering  is  the  art  of  directing  the  great  sources  of  power 
in  nature  to  the  use  and  convenience  of  man" — ^without  offense 
and  cost  to  the  taxpayer. 

In  a  great  number  of  cities  consideration  of  the  assigned  topic 
would  terminate  at  this  point,  for  the  reason  that  progress  in 
adopting  sanitary  measures  for  the  small  city  may  be  defeated 
on  the  one  hand  by  the  engineer  or  sanitarian  who  refuses  to 
deviate  from  idealistic  conceptions  of  what  should  be  accomplished 
and  on  the  other  hand  by  his  superior  oflScer.  The  latter  too 
often  is  a  politician,  bUnd  to  necessities  and  prone  to  divert  pub- 
lic money  to  the  display  features  rather  than  to  the  health  and 
moral  features  of  community  life. 

Digressing  just  a  moment  I  wish  to  state  that  the  rapidly 
increasing  tendency  toward  conmiission  rule  for  cities  is  opening 
up  promising  opportunities  for  municipal  and  sanitary  engineers 
to  broaden  their  fields  of  usefulness  in  their  respective  conununities 
by  seeking  and  securing  the  office  of  city  commissioner.  By  so 
doing  they  will  have  voice  in  the  matter  of  distributing  public 
money  as  well  as  supervision  of  the  actual  work.  This  may 
sound  hke  rank  heresy  because  professional  pride  forbids  us  from 
dabbling  in  politics.  It  would  seem,  however,  that  human  nature 
and  public  opinion  is  just  as  potent  a  **  source  of  power  in  nature" 
ss  are  weather  and  physical  elements,  and  as  worthy  of  oiu*  tal- 
ents, especially  when  directing  it  wisely  to  the  "use  and  conven- 
ience of  man." 

The  sanitary  problems  of  the  small  city  are  less  extensive  than 
but  have  the  same  general  characteristics  as  those  of  the  large 
city  and  divide  themselves  into  five  general  groups:  (1)  Isola- 
tion of  infectious  and  contagious  diseases,  (2)  water  supply,  (3) 
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foods,  (4)  disposal  of  wastes,  (5)  living  conditions  and  environ- 
ments. 

It  is  impossible  for  the  small  city  to  attain  the  perfection  in 
solving  these  problems  that  is  attainable  in  the  large  cities,  because 
the  available  public  funds  and  the  possibility  of  obtaining  high 
grade  talent  to  apply  upon  these  problems  are  limiting  conditions 
which  generally  prevent  the  small  city  from  approaching  the 
ideal. 

The  first  group  of  problems,  the  isolation  of  infectious  and 
contagious  diseases,  is  generally  left  to  the  medical  fraternity  to 
care  for.  Every  small  city  of  over  5000  inhabitants  should  have 
a  properly  equipped  hospital  with  isolation  ward.  Lacking  these 
facilities,  resort  may  be  had  to  quarantine  of  dwellings  in  cases 
of  mild  diseases  and  the  use  of  isolated  tents  or  old  buildings  for 
the  more  virulent  diseases  such  as  small  pox,  yellow  fever,  typhoid 
and  tuberculosis. 

It  is  not  sufficient  to  isolate  well  developed  cases,  but  the 
municipality  should  go  a  step  farther  by  tracing  the  diseases  to 
their  origin,  if  possible,  by  the  use  of  standard  means  of  fumi- 
gation and  sterilization  of  the  persons  and  articles  with  which  the 
patient  has  come  in  contact  during  the  incipency  of  the  disease, 
and  the  fumigation  of  clothing  and  destruction  of  excreta  during 
the  progress  of  the  disease. 

The  second  group  of  problems,  water  supply,  are  engineering 
problems  the  solution  of  which  must  be  adapted  to  each  respective 
locality,  depending  upon  the  character  of  the  available  public 
supply.  Regardless  of  the  source  of  supply  and  regardless  of 
whether  the  waterworks  and  distribution  system  be  publicly  owned 
or  privately  owned,  the  mimicipality  should  exercise  jurisdiction 
over  the  purity  of  the  water  delivered  to  the  consumer.  Periodic 
chemical  and  bacterial  analyses  (frequency  depending  upon  the 
source  and  uniformity  in  composition  of  the  water)  should  be 
made  by  the  municipality  as  a  check  against  accidental  or  periodic 
contamination. 

Given  an  ample  and  safe  pubUc  supply,  measures  should  be 
taken  to  induce  property  owners  to  discontinue  the  use  of  shallow 
wells  and  to  connect  with  public  water  mains  wherever  possible. 
In  case  typhoid  or  other  enteric  diseases  should  break  out  in  the 
form  of  a  local  epidemic,  the  city  should  investigate  the  source 
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of  drinking  water  used  by  the  afflicted  persons.  The  writer  has 
in  mind  a  city  of  25,000  inhabitants  where  during  the  past  year 
tjrphoid  fever  broke  out  among  the  workmen  of  a  factory  and 
suspicion  attached  to  the  public  water  supply.  Upon  investiga- 
tion it  was  found  that  the  afflicted  persons  were  all  using  water 
from  one  surface  well.  Chemical  and  bacterial  analyses  developed 
that  this  well  water  was  unfit  for  human  consumption.  The  city 
immediately  locked  the  well  pump  and  prohibited  the  use  of  this 
water,  resulting  in  effectually  stopping  the  further  spread  of  the 
disease  in  the  factory.  A  similar  condition  existing  at  a  school 
house  was  treated  in  a  like  manner  with  like  results. 

The  third  group  of  problems,  foodstuffs,  involves  the  inspec- 
tion of  milk,  meat,  fish,  fowl,  vegetables,  ice  cream  and  other 
articles  of  food  consumed  by  the  citizens.  In  perhaps  most  small 
cities  very  little  attention  is  paid  to  this  branch  of  sanitary  activi- 
ties. Where  efforts  are  made  along  this  line  they  are  generally 
confined  to  the  simple  tests  on  milk  and  restrictions  upon  the 
sale  of  putrid  meats  and  undrawn  fish  and  fowl,  reliance  being 
placed  in  the  judgment  of  housewives  for  the  rejection  of  foods 
unfit  for  consumption. 

The  government  inspection  of  meats  and  "true  to  label"  legis- 
lation has  in  a  large  measure  allayed  public  suspicion  against  food- 
stuffs that  are  offered  for  sale,  but  this  fact  is  no  warrant  for 
inactivity  on  the  part  of  the  city  government  in  these  matters. 

The  fourth  group  of  problems,  disposal  of  wastes,  is  the  largest 
and  causes  the  engineer  and  city  official  more  concern  and  trouble 
than  all  the  others  combined.  It  includes  the  disposal  of  sewage, 
garbage,  ash  and  rubbish,  from  factories,  mercantile  establish- 
ments and  homes. 

The  more  progressive  of  the  small  cities  undertake  the  removal 
of  garbage,  ash,  and  rubbish  either  directly  by  city  employees  or 
indirectly  by  contract  with  persons  who  make  this  work  their 
business  under  city  supervision.  Each  of  these  methods  has  merit, 
depending  upon  local  conditions.  Other  cities  require  the  prop- 
erty owner  or  occupant  of  the  premises  to  dispose  of  these  wastes 
as  best  he  may. 

"With  the  rapidly  rising  land  values  and  more  intense  cultiva- 
tion of  the  acreage  contiguous  to  the  cities,  it  is  becoming  increas- 
ingly difficult  to  properly  dispose  of  these  wastes.     Aside  from  a 
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slight  salvage  from  paper,  rags,  rubber  and  metal,  they  have  no 
commercial  value  to  offset  the  cost  of  collection. 

If  the  city  is  surrounded  by  country  of  rugged  topography  it 
is  often  possible  to  secure  control  over  suitable  ravines  or  low 
places  which  may  be  used  as  public  dumps  and  filled  with  the 
rubbish  and  the  garbage  distributed  in  furrows  and  plowed  under 
earth.  Sometimes  the  garbage  may  be  fed  to  hogs,  but  farmers 
hesitate  to  feed  their  hogs  upon  garbage  collected  by  others  than 
themselves  for  the  reasons  that  in  making  general  collections  it 
is  not  always  possible  to  deliver  the  garbage  in  a  fresh  condition; 
moreover,  careless  housewives  are  apt  to  throw  broken  glass, 
porcelain,  poison  and  other  injurious  matter  into  the  garbage  can. 

The  time  was  when  small  cities  dumped  garbage  into  the 
nearest  stream  for  those  lower  down  on  its  course  to  worry  about, 
but  a  better  public  appreciation  of  the  danger  of  contaminating 
the  milk  or  water  supply  by  this  method  of  disposal  is  rapidly 
causing  its  extinction. 

It  is  rarely  the  case  that  garbage  from  a  small  city  is  sufficient 
for  economical  treatment  in  a  reduction  works,  and  a  crematory 
for  burning  garbage  and  rubbish  is  inadvisable  because  of  the 
odor  and  smoke  nuisance  likely  to  be  created. 

The  waste  paper  nuisance  is  one  that  the  citizens  should  be 
required  by  law  to  care  for  by  compeUing  them  to  either  bale  or 
bum  the  paper,  if  produced  in  quantity,  and  to  require  pedestrians 
to  deposit  paper  in  pubUc  receptacles  in  business  or  congested 
districts. 

If  general  collection  of  garbage  is  made  by  the  city,  then  the 
citizens  should  be  required  to  drain  all  liquids  into  the  public 
sewers  before  the  garbage  is  placed  in  the  cans,  and  as  an  addi- 
tional precaution,  the  cans  should  be  provided  with  a  drip  through 
which  water  may  drain  into  the  earth.  When  we  consider  that  90 
per  cent  or  more  of  the  household  garbage  is  water  and  that  with 
the  liquid  removed  the  drained  garbage  may  amount  to  i  ton  or 
more  for  each  10  inhabitants  per  year,  the  economy  of  this  regu- 
lation becomes  self-evident. 

Street  sweepings,  leaves,  grass  cuttings  and  manure  is  another 
class  of  wastes  at  times  more  or  less  troublesome  to  handle.  It 
would  be  manifestly  unfair  to  deprive  citizens  of  the  privilege  of 
depositing  part  of  this  refuse  on  the  streets  when  they  take  suffi- 
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cient  pride  in  the  appearance  of  the  thoroughfares  to  keep  the 
parkings  or  boulevards  in  front  of  their  premises  neatly  mowed 
and  raked.  If,  however,  this  refuse  is  not  promptly  removed 
trouble  is  sure  to  arise  from  clogging  of  gutters,  inlets  and  storm 
drains.  Burning  this  material  on  the  street  is  objectionable  be- 
cause of  the  fire  risk,  nuisance  of  smoke  and  flying  ash,  and,  if 
the  street  be  paved,  liability  of  damage  to  the  curb  and  pavement. 

Such  material  can  however  be  made  a  revenue  producer  by 
depositing  the  same  in  compost  beds.  The  writer  has  knowledge 
of  one  small  city  where  such  compost  beds  were  constructed  on 
vacant  park  ground  last  year,  the  intention  being  to  use  the  mate- 
rial in  future  park  work.  A  few  years  ago  this  city  had  a  compost 
bed  containing  from  300  to  500  tons  in  one  of  its  parks  and  refused 
an  offer  (made  by  a  large  nursery)  of  $14  per  ton  f.o.b.  cars. 

During  the  cold  seasons  of  the  year  the  garbage  and  refuse 
problem  may  be  modified  considerably  in  northern  cities  by  re- 
quiring citizens  to  bum  these  wastes  in  heaters  and  stoves,  thus 
leaving  only  the  ashes  to  be  cared  for. 

The  methods  previously  discussed  are  only  temporary  expedi- 
ents and  ultimately  the  cities  will  be  forced  to  adopt  some  per- 
manent form  of  disposal.  Few  if  any  of  the  smaller  cities  can 
afford  the  construction  and  maintenance  of  high  temperature 
destructors  if  the  burden  of  cost  falls  upon  the  revenues  available 
from  general  taxation.  The  reasonable  solution  of  the  problem 
would  appear  to  be  that  the  city  bear  the  initial  cost  and  depre- 
ciation of  constructing  and  equipping  a  destructor  (the  heat  from 
which  could  be  utilized  in  connection  with  a  waterworks  or  light- 
ing plant),  and  then  charge  the  citizens  for  the  actual  cost  of 
collecting  and  destroying  the  wastes. 

With  the  '*swat  the  fly,"  ''oU  the  mosquito"  and  "kill  the 
microbe"  crusade  combined  with  the  "city  beautiful"  propaganda 
abroad  in  the  land,  and  promoted  largely  by  the  gentler  sex,  it 
will  become  mandatory  upon  city  officials  to  pay  closer  heed  to 
this  subject  in  the  future  than  has  been  done  in  the  past. 

The  small  city  is  prone  to  limit  its  activities  in  street  cleaning 
to  a  few  pavements  in  the  business  section,  allowing  the  residential 
streets  to  accumulate  dirt  and  filth  until  local  complaint  becomes 
strong  enough  to  force  the  cleaning.  The  writer  has  found  after 
more  or  less  experimenting  in  a  city  of  25,000  inhabitants,  that 
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an  economical,  efficient,  and  satisfactory  system  consists  in  giving 
ail  of  the  paved  streets  thorough  cleanings  periodically  with  rotary 
brooms  and  flusher  followed  by  pick  up  wagons.  Then,  having 
the  city  divided  into  districts,  use  "white  wings"  with  push  carts 
to  pick  up  horse  droppings  and  coarse  debris  daily.  Each  "white 
wing"  is  held  responsible  for  the  condition  of  the  streets  in  the 
district  to  which  he  is  assigned  and  as  he  generally  resides  within 
his  district  his  personal  pride  is  aroused  and  the  watchfulness  of 
his  neighbors  generally  prevents  loitering  on  the  job.  In  the  out- 
lying residence  sections  the  districts  may  be  quite  large,  including 
tens  of  thousands  of  square  yards  of  pavement,  and  decreasing  in 
size  so  as  to  include  but  a  few  thousand  square  yards  of  pave- 
ment in  the  business  section  where  more  effective  sweeping  is  done. 
In  addition  to  the  regularly  assigned  "white  wings,"  a  small 
reserve  squad  of  from  two  to  four  men  are  used  as  emergency 
help  whenever  any  particular  district  shows  need  thereof. 

The  periodic  machine  sweeping  combined  with  rains  have  kept 
the  streets  throughout  the  city  in  very  good  condition  and  have 
given  the  citizens  better  satisfaction  than  did  the  former  hap- 
hazard cleaning  done  under  the  "local  complaint"  system.  The 
increase  in  cost  was  about  20  per  cent  but  the  results  attained 
have  been  greater  than  the  proportionate  increase  in  cost. 

The  proper  disposal  of  sewage  is  another  phase  of  waste  dis- 
posal that  is  becoming  of  greater  concern  than  it  has  been  in  the 
past  to  the  officials  of  the  smaller  cities. 

Considerable  ingenuity  may  be  exercised  by  the  municipal 
engineer  in  overcoming  difficulties  in  dealing  with  sewerage  and 
sewage  disposal.  Every  effort  should  be  put  forth  by  the  engi- 
neer to  obtain  scientific  knowledge  of  the  natural  reducing  agencies 
brought  into  play  in  the  purification  of  sewage,  not  alone  at  the 
disposal  or  clarification  plant  located  on  the  main  outfall  but  also 
all  along  the  line  in  the  sewers  themselves  from  the  time  the 
sewage  is  deposited  until  it  reaches  the  outlet.  If  no  clarification 
plant  exists,  matters  are  generally  permitted  to  drift  along  until 
public  complaint  is  made  of  the  menace  or  nuisance  created  in 
the  water  course  or  channel  used  as  outlet,  and  then  under  the 
stress  of  emergency,  rule-of-thumb  methods  and  broad  generali- 
ties are  adopted  for  the  design  of  a  disposal  plant,  with  only  a 
gambler's  chance  of  success  as  to  the  results  attained.     The  better 


94  AMERICAN  SOCIETY  OF  MUNICIPAL  IMPROVEMENTS 

way  would  be  to  acquire  as  complete  knowledge  as  possible  of  the 
composition  of  the  sewage  at  different  jimctions  in  the  discharge 
system  covering  a  considerable  period  of  time  and  all  ordinary 
seasonal  and  meteorological  variations.  Having  these  data  in 
advance  of  the  emergency,  the  engineer  will  be  equipped  to  design 
intelligently  in  accordance  with  actual  requirements  and  with 
better  assurance  of  success. 

Public  requirements^  and  statutory  enactments  against  befoul- 
ing water  courses,  are  closing  in  with  increasing  stringency  up)on 
the  smaller  cities  and  it  behooves  those  of  us  engaged  in  this  work 
to  prepare  to  meet  these  conditions  intelligently. 

As  an  illustration,  the  writer  has  in  mind  an  investigation 
which  he  has  begun  recently.  The  situation,  briefly  described,  is 
as  follows;  An  old  main  outlet  sewer  7  feet  in  diameter,  about 
i  mile  long,  laid  on  a  level  grade,  spills  into  a  branch  of  the 
Mississippi  river  below  a  dam  forming  the  head  of  an  hydro- 
electric power  tail  race.  About  a  mile  below  the  sewer  outlet,  on 
the  bed  of  the  stream  and  extending  across  this  branch  of  the 
river  and  out  into  the  main  channel  lies  the  waterworks  intake  of 
an  adjoining  mimicipality.  The  adjoining  municipality  filters  and 
treats  its  public  water  and  the  intake  pipe  is  intact,  but  public 
suspicion  is  likely  to  arise  at  any  time  on  the  grounds  of  contami- 
nation due  to  sewage  from  the  neighboring  city  flowing  over  the 
intake  pipe.  The  truth  or  fallacy  of  these  claims  would  have  to 
be  established,  but  during  the  excitement  of  a  newspaper  campaign 
the  pubUc  might  be  misled  into  the  demand  for  a  stereotyped  form 
of  clarification  plant.  This  would  be  a  physical  impossibility 
without  exorbitant  cost  for  the  reason  that  this  sewer  lies  in  a 
restricted  strip  of  groimd  in  the  rear  of  a  row  of  factories  and 
about  25  feet  below  the  surface  of  the  ground  which  is  completely 
covered  by  switch  tracks,  while  the  outflow  is  restricted  by  the 
dam  and  power  house.  Under  such  conditions  what  expedients 
should  be  adopted,  what  is  actually  going  on  within  this  sewer, 
and  what,  if  any,  is  the  need  of  treatment  of  the  sewage  discharged 
in  the  stream?  are  some  of  the  questions  to  be  answered — not 
on  the  basis  of  hasty  impulse  but  on  the  basis  of  established  facts. 

This  outfall  sewer  received  domestic  sewage  from  approxi- 
mately 30  miles  of  sanitary  sewers  and  water  of  an  unknown 
amount  from  storm  drains,  the  overflow  of  tempering  vats,  drink- 
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ing  fountains  (largely  artesian)  and  water  of  condensation  from 
the  factories.  The  junction  of  these  feeders  with  the  main  outfall 
is  made  at  different  points  but  the  greatest  volume  is  discharged 
near  the  upper  end  of  the  outfall  sewer. 

The  writer  has  been  of  the  opinion,  founded  wholly  upon 
simple  physical  evidence,  that  a  considerable  purification  is  going 
on  in  this  outfall  sewer  and  that  possibly  the  introduction  of  some 
oxidizing  agency  would  be  all  that  could  reasonably  be  required. 
The  flat  gradient  and  the  fact  that  during  a  large  portion  of  the 
year  the  outflow  is  submerged  in  a  measure  warrant  such  a  belief. 
To  prove  or  disprove  this  theory  is  the  purpose  of  a  series  of 
t'ests  which  the  writer  has  undertaken.  The  first  set  of  bacterial 
analyses  show  as  follows; 

1.  Samples  of  river  water  taken  above  the  dam  for  the  purpose  of  com- 
parison and  determining  dilution. 

2.  Samples  taken  in  tail  race  about  200  feet  below  outflow  in  the  thread 
of  the  main  sewage  stream. 

3.  Samples  taken  at  outflow  of  main  outfall  sewer. 

4.  Samples  taken  in  main  sewer  about  midway  of  its  length. 

5.  Samples  taken  at  upper  end  of  main  sewer  in  4-foot  combined  sewer 
at  about  50  feet  above  junction  with  main  24-inch  sanitary  sewer. 

6.  Samples  taken  in  main  sanitary  sewer  about  750  feet  above  junction 
with  main  outfall. 


Samples  taken  October  26  and  October  29,  when 
outfall  wa^  submerged  to  a  depth  of  about  two- 


the  outflow  of  the  main 
thirds  of  its  diameter 


o      1 

Colony  count  per  cc. 

B.  coll 

Alkallnlty 

Averages 

Acar 
37^0. 

■ 

Gelatine 
20»C. 

1 

00.    CO. 

T(A>ff 
00. 

"o 
Me.O     § 

Agar 

Alka- 
linity 

1     October  25... 

1 

October  29. . . 

2,000 

2,000 

—    — 

— 

136 

0 

2,000 

136 

2  1  October  25... 

.'      8,000 

30,000 

:<-  + 

+ 

149     0 

October  29. . . 

.1    18,000 

40,000 

+    +:  + 

142  i  0 

13,000 

145 

3     October  26... 

.     12,000 

30,000 

+ 

■f 

— 

166 

0 

October  29... 

.  .  50,000 

105,000 

+     + 

+ 

173     0 

31,000 

169 

4     October  25. . . 

.     75,000 

240,000 

+ 

+ 

+ 

166 

0 

October  29. . . 

.    100,000 

230,000 

+ 

+ 

— 

162 

0 

87,500 

164 

5  i  October  25... 

.    200,000 

390,000 

-f 

+ 

-h 

188 

0 

October  29... 

.   800,000 

220,000 

+ 

+;  + 

194 

0 

200,000 

191 

6     October  25. . . 

.   475,000 

650,000 

+ 

+ 

+ 

230 

0 

October  29. . . 

1 

.   220,000 

260,000 

+ 

+ 

H- 

220 

0 

347.500 

225 

96  AMERICAN  SOCIETY  OP  MUNICIPAL  IMPROVEMENTS 

These  meager  data  afford  no  basis  upon  which  to  predicate 
conclusions  but  it  is  nevertheless  interesting  to  observe  the  very- 
large  reduction  in  bacterial  content  between  the  upper  end  of  the 
sewer  and  the  outlet;  also  the  decreasing  alkalinity.  A  compari- 
son of  the  bacterial  content  of  the  impoUuted  river  water  with  that 
of  the  outflow  and  that  of  the  tail  race  200  feet  below  the  outlet 
where  the  stream  of  sewage  is  quite  clearly  defined  in  the  larger 
stream  of  the  tail  race  points  to  quite  a  rapid  and  material 
dilution. 

Chemical  analyses  to  determine  the  amount  of,  and  changes 
occurring  in,  the  organic  matter  of  the  sewage  will  be  made  in  con- 
junction with  future  bacterial  analyses,  not  alone  of  the  liquid 
sewage  but  also  of  the  sludge  in  the  bottom  of  the  outfall  sewer. 
Observations  will  be  taken  before  and  after  floods,  during  low  and 
high  water  in  the  river,  and  during  seasonal  variations  in  tem- 
perature and  rainfall. 

Should  it  be  found  that  surface  drainage  materially  interferes 
with  the  purifying  process  taking  place  in  the  sewer,  it  will  be 
possible  to  divert  such  drainage  into  other  channels  and  then  it 
may  be  feasible  to  reduce  the  outflowing  sewage  to  a  satisfactory 
harmless  state  by  the  introduction  of  oxidizing  or  neutralizing 
agents;  or  it  may  be  found  unnecessary  to  treat  it  at  all. 

In  either  case,  with  the  suggested  data  available,  the  city  will 
be  in  a  position  to  deal  with  the  problem  intelligently  when  the 
emergency  arises. 

Another  situation  very  similar  to  the  one  cited  exists  within 
this  city  in  a  sparsely  settled  but  rapidly  developing  residential 
section  containing  about  700  acres,  which  must  be  cared  for  in 
the  near  future.  This  section  is  situated  on  the  head  waters  of 
the  power  pool  referred  to,  and  above  the  older  portion  of  the 
city,  but  at  such  elevation  as  not  to  permit  gravity  connection 
with  present  sewers  and  entailing  enormous  expense  for  main 
connection  and  pumping  station,  should  the  sewage  be  so  dis- 
charged. If  discharged  into  the  pool,  which  is  about  J  mile  wide 
with  a  depth  of  about  5  feet  at  low  water  in  the  river,  the  sewage 
would  flow  over  an  emergency  intake  terminating  near  the  remote 
side  of  the  pool  and  also  over  the  main  intake  extending  through 
the  pool  into  the  main  channel  of  the  river,  both  of  them  located 
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1 J  mile  below  the  probable  sewer  outlet  and  supplying  the  water- 
works with  raw  water. 

The  problem  here  consists  in  determining  whether  the  dilution 
of  the  sewage  with  the  pool  water  and  the  subsequent  course  of 
the  sewage  through  the  pool  would  satisfy  the  requirements  of 
safety,  or  if  some  form  of  sewage  treatment  should  be  adopted. 
If  treatment  is  adopted,  what  would  best  satisfy  the  requirements? 

The  fifth  general  group  of  problems,  living  conditions,  is  most 
intimately  associated  with  the  daily  life  of  the  inhabitants  and 
in  the  small  city  is  likely  to  be  construed  as  infringements  upon 
constitutional  rights  of  liberty,  except  when  the  fault  lies  with 
the  other  fellow. 

Included  in  this  group  are  plumbing  regulations,  building 
regulations,  more  particularly  as  applied  to  ventilation  in  lodging 
houses,  tenements,  stores,  factories,  etc. ;  regulating  the  keeping  of 
fowl,  hogs,  cattle  and  horses;  requiring  property  owners  or  tenants 
to  cut  weeds  on  private  property  and  forbidding  them  to  permit 
putrescible  debris  to  accumulate  in  proximity  to  dwellings. 

The  problems  herein  given  and  the  cases  cited  are  not  referred 
to  as  being  extraordiifary  or  unusual  but  rather  for  the  purpose 
of  accentuating  the  fact  that  the  small  city  has  problems  just  as 
important  and  just  as  susceptible  to  intelligent  analysis  and  treat- 
ment as  those  of  the  large  city. 

In  the  small  city  the  official  is  generally  in  closer  contact  with 
the  people  as  a  whole,  and  more  forcibly  compelled  to  yield  to 
popular  opinion  and  demand,  than  is  the  official  of  the  large  city. 
For  this  reason  he  is  also  better  able  to  direct  public  opinion  into 
intelligent  demands  if  he  is  well  informed.  The  engineer  and  sani- 
tarian in  the  small  city  has  unlimited  opportunity  for  study  and 
research  along  technical  lines  if  he  will  but  take  advantage  of 
them,  for  generally  he  has  a  diverse  and  broad  field  to  work  in 
while  the  engineer  in  the  large  city  is  restricted  to  a  narrow 
specialty. 

If  the  local  official  acquire  complete  information  as  to  facts 
and  controlling  conditions  before  the  specialized  expert  be  called 
upon,  the  small  city  will  be  able  to  meet  conditions  on  a  basis  of 
maximum  efficiency  and  economy. 
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DISCUSSION 

Mr.  Fisher:  I  have  been  much  impressed  with  these  papers. 
One  thing  I  would  like  to  emphasize,  and  which  was  brought 
out  clearly  by  Professor  Ogden,  that  no  set  rules  or  system  of 
sewage  disposal  can  be  recommended  by  any  society,  and  I  think 
it  would  be  unwise  for  us  to  in  aiiy  way  attempt  to  recommend  a 
system  of  sewage  disposal  to  apply  generally  to  the  cities  of  the 
United  States.  In  my  city  we  at  present  empty  all  the  sewage 
of  a  city  of  240,000  into  the  Genesee  River,  that  has,  during  the 
summer  season,  a  flow  as  low  as  200  cubic  feet  per  second.  The 
condition  of  the  lower  part  of  the  river  has  become  such  that  it 
is  absolutely  necessary  to  find  some  further  means  of  disposal. 
In  1904  we  employed  Mr.  Emil  Kuichling  of  New  York,  a  former 
resident  of  Rochester,  and  one  of  the  prominent  engineers  of  the 
coimtry,  to  make  a  report  on  the  subject  of  sewage  disposal.  He 
spent  some  two  years  on  the  investigation  and  report,  and  we 
joined  with  him  Mr.  Rudolph  Hering,  and  Mr.  Benzenberg.  They 
made  a  joint  report  to  the  mayor;  after  which  the  investigations 
were  carried  on  and  at  last  a  set  of  plans  were  made  out  and  a 
report  sent  to  Commissioner  Porter  of  the  state  Board  of  Health 
of  the  state  of  New  York. 

These  plans  were  taken  by  him  and  referred  to  four  eminent 
engineers,  Mr.  Allen  Hazen,  Mr.  Goodnow,  chief  engineer  of  the 
Massachusetts  Board  of  Health,  Mr.  Snow,  chief  engineer  of  the 
Pennsylvania  Board  of  Health,  and  Mr.  Theodore  Horton,  chief 
engineer  of  the  New  York  State  Board  of  Health.  These  engi- 
neers considered  the  subject.  The  commissioner  also  gave  a  public 
hearing  in  the  city  at  which  people  having  ideas  on  the  subject 
were  allowed  to  present  them,  and  the  subject  was  very  thor- 
oughly discussed,  and  after  some  slight  modifications  in  the  plans 
they  were  approved  by  Commissioner  Porter.  Work  is  now  well 
under  way.  The  plans  are  for  an  intercepting  sewer  that  takes 
in  sewage  with  two  and  a  half  times  as  much  volume  of  storm 
water,  and  takes  it  to  Lake  Ontario,  seven  miles  distant. 

The  original  plans  were  to  pass  it  through  sedimentation  tanks, 
and  the  effluent  was  to  be  taken  out  into  the  lake.  Since  that 
time  the  ImhoflF  tanks  have  come  into  prominence,  and  it  is  prob- 
able that  that  system  will  be  used  rather  than  the  sedimentation 
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tanks.  During  the  present  season  Dr.  Imhoff  was  in  New  York 
City,  and  Mr.  Kuichling  and  myself  had  opportunity  to  confer 
with  him  at  length  on  the  subject  of  these  tanks.  Dr.  Imhoff 
realized  that  conditions,  especially  in  the  northern  portion  of  the 
country,  were  different  from  what  existed  where  his  tank  had  been 
in  use,  and  that  modifications  in  the  capacity  of  the  tanks  for 
sludge  would  be  required.  We  are  making  up  the  detailed  plans 
at  the  present  time.  The  sludge  compartment  will  have  a  capac- 
ity of  2  cubic  feet  per  inhabitant  to  take  care  of  the  winter  months, 
estimating  that  it  will  be  impracticable  to  draw  off  any  sludge  for 
at  least  four  months  of  the  winter  season. 

In  addition  to  this,  we  have  employed  Prof.  Whipple,  Pro- 
fessor of  Sanitary  Engineering  in  Harvard  University,  and  one  of 
the  most  accomplished  men  in  that  line  in  the  country,  perhaps, 
to  study  the  conditions  of  the  river  and  the  lake  in  the  vicinity 
of  the  proposed  outlet,  and  for  several  miles  each  way,  and  his 
report  has  just  been  presented.  I  received  it  just  before  leaving 
home,  but  it  has  not  yet  been  made  public;  the  intention  being 
to  have  another  examination  made,  similar  to  what  he  has  made 
this  summer,  after  the  works  have  been  in  operation  some  time. 
The  report  also  is  along  the  line  of  advice  as  to  what  further  should 
be  done  in  relation  to  the  purification  or  treatment  of  the  sewage. 

Some  of  our  local  papers  were  not  satisfied  with  what  we 
were  proposing  to  do,  but  the  city  officials  said  we  had  no  quarrel 
with  anyone  who  wanted  to  do  more  than  we  proposed,  but  what 
we  did  proi)Ose  was  absolutely  necessary  and  had  to  be  done,  no 
matter  how  much  further  the  matter  was  carried;  the  only  reason 
we  didn't  recommend  anything  further  than  we  had  was  because 
of  the  cost.  We  expect  to  spend  about  two  million  dollars  on  this 
plan,  and  the  sewers  connected  with  it. 

Professor  Whipple  will  report  also  on  disinfection  of  the  efflu- 
ent. I  think  he  will  report  in  favor  of  that,  if  he  finds  after  the 
test  he  expects  to  make  that  it  is  desirable  or  necessary.  Such 
investigation  as  we  have  had  made,  extending  over  a  period  of 
eight  years,  by  some  of  the  most  eminent  engineers  in  sanitation 
matters  in  the  country,  will  be  of  great  value  to  other  municipal- 
ities similarly  interested,  and  I  will  see  that  the  results  and  such 
details  as  are  practicable  be  given  to  the  engineering  press  and 
can  he  obtained  also  by  those  specially  interested,  as  soon  as  the 
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reports  are  in  print.  I  will  say  further  that  the  matter  was  also 
taken  up  by  the  editors  of  the  Engineering  News  and  Municipal 
Engineering,  and  the  reports  of  the  engineers  referred  to  were 
substantially  concurred  in  by  those  journals.  I  speak  of  this 
because  there  may  be  other  cities  similarly  situated  where  the 
investigations  made  would  be  of  value 

The  President:  We  should  be  grateful  to  Mr.  Fisher  for  what 
he  has  offered  to  do  for  us.  After  that  investigation,  the  reports 
we  shall  receive  from  time  to  time  from  him  on  this  work  will  be 
a  very  valuable  asset  to  our  increasing  fund  of  knowledge  on  those 
matters. 

Mr.  Macallum:  Mr.  Fisher  said  we  should  not  endorse  any 
special  treatment.  There  are  only  the  three  things:  purification, 
taking  the  organic  matter  out  of  the  sewage,  and  bacteriological 
handling.  There  is  one  thing  in  connection  with  the  different 
kinds  of  tanks — the  percentage  of  purification  of  the  different  sys- 
tems. With  fine  screens  the  suspended  matter  removed  is  65  per 
cent,  organic  matter  60  per  cent,  bacteria  65  per  cent;  with  septic 
tanks  or  sedimentation,  they  take  out  the  same  percentage  of 
suspended  matter,  65  per  cent,  the  same  of  organic  matter  and 
65  per  cent  of  bacteria.  That  is  contrary  to  the  statement  of 
the  Cameron  patent,  which  claims  to  remove  much  more  than  it 
does.  Chemical  precipitation  takes  out  85  per  cent  suspended 
matter,  50  per  cent  organic  matter,  and  85  per  cent  bacteria. 

In  Hamilton  we  have  two  chemical  plants,  but  on  account  of 
the  expense  of  operation  they  are  not  built  nowadays.  Referring 
to  what  Mr.  Fisher  stated  as  to  Rochester,  the  same  treatment 
has  been  adopted  in  Toronto.  They  use  the  Dortmund  tank,  and 
another  two-story  tank,  I  think  the  Travis.  The  Dortmund  tank 
is  practically  the  same  as  the  Rochester  one,  screening  out  the 
solid  matters  and  removing  everything  but  the  suspended  matter. 
The  effluent  is  run  out  into  the  lake  in  a  pipe  4000  feet  long  with 
holes  in  the  pipe  50  feet  apart,  so  that  it  is  all  diluted  before  it 
reaches  the  intake  pipe  4  miles  distant.  There  is  a  clash  at  pres- 
ent between  the  city  department  and  the  medical  department, 
the  medical  department  claiming  that  the  effluent  should  be 
chlorinated  before  it  gets  to  the  lake. 
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Mr.  Craig.  At  Omaha  we  are  favorably  situated  in  that  we 
discharge  our  sewage  into  the  Missouri  river.  We  also  take  our 
water  supply  from  the  river.  Two  years  ago  we  had  a  slight  epi- 
demic of  tv^ihoid.  Investigation  was  made  of  our  water  supply. 
We  had  labored  under  the  impression  that  the  water  in  the  Mis- 
souri river  was  the  best  that  could  be  had,  and  until  that  time  we 
were  all  convinced  of  it.  We  had  a  severe  winter,  the  river  was 
frozen  over  for  a  considerable  time.  As  the  ice  broke  up  in  the 
spring,  t>T)hoid  began  to  appear.  An  analysis  of  the  water  indi- 
cated that  it  ran  very  high  in  bacterial  content,  and  we  were  at 
a  loss  to  know  whence  it  came.  We  knew  there  was  no  sewage  of 
any  importance  being  discharged  into  the  river  for  a  distance  of 
nearly  100  miles,  at  Sioux  City.  We  obtained  a  peculiar  result 
from  the  examination,  and  that  was  that  the  water  taken  from 
our  new  intake,  which  is  considerably  above  all  sources  of  con- 
tamination, showed  higher  bacterial  content  than  that  from  the 
lower  one.  Between  the  two  intakes  we  have  a  sewer  that  dis- 
charges from  a  population  of  about  20,000,  and  yet  the  water  at 
the  lower  intake  was  the  better  of  the  two.  So  far  we  have  been 
unable  to  determine  why.  It  has  been  so  impressed  upon  our 
minds  that  a  thorough  investigation  is  necessary,  that  we  are 
now  undertaking  this.  We  are  making  preliminary  investigations 
through  the  Department  of  Health  at  Washington.  Dr.  McClellan 
and  one  or  two  other  doctors  have  been  examining  the  water 
above,  below  and  between  the  intakes.  We  are  giving  it  a  pre- 
liminary treatment  of  sedimentation,  coagulation  and  sterilization. 
We  are  contemplating  putting  in  a  filtration  plant,  and  this  will 
probably  be  done  in  the  near  future,  for  even  large  streams  are 
susceptible  of  contamination. 

The  Secretary:  One  of  the  papers  stated  that  the  septic 
tank  was  practically  going  out  of  use,  which  I  presume  means 
that  new  ones  are  not  being  constructed  as  much  as  in  the  past. 
I  wondered  if  that  was  the  fact  in  this  part  of  the  country.  Can 
any  of  the  members  here  in  the  Southwest  give  us  reliable  infor- 
mation as  to  whether  they  are  discontinuing  their  construction  in 
this  part  of  the  countr>'^? 

Mr.  Hawley:  I  do  not  know  of  a  tank  of  the  Imhoff  type  in 
Texas.     We  are  all  using  septic  tanks,  and  using  them  with  sue- 
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cess.  I  did  not  quite  undertand  Professor  Ogden's  remarks  about 
this.  I  think  we  have  a  dozen  or  fifteen  tanks  here  in  Texas, 
operating  with  varying  degrees  of  success.  Our  water  supplies 
differ;  we  have  artesian  water,  and  in  the  Pan  Handle  we  have 
"gyp"  water. 

In  one  of  the  plants  there,  which  is  built  like  the  others  and 
which  is  large  enough,  we  are  having  trouble.  I  am  trying  to  see 
if  some  chemicals  have  gotten  into  the  sewage,  preventing  septic 
action.  At  Dublin,  with  a  small  population,  we  didn't  get  septic 
action,  and  the  sewage  seemed  to  be  the  same  when  it  went  out 
as  when  it  went  in.  I  found  that  a  big  laundry,  that  used  sul- 
phate of  soda  in  the  water  and  which  used  a  large  amount  of 
bleaching  powder,  was  discharging  into  the  line,  and  on  disconnect- 
ing that  laundry  I  got  perfect  septic  Action.  The  water  used  in 
the  Pan  Handle  has  about  3000  parts  per  million  of  gypsum,  and 
I  am  inclined  to  think  that  is  what  is  the  matter  with  that 
tank. 

Mr.  Anderson:  If  there  are  any  members  present  who  have 
constructed  Emscher  tanks,  I  wish  to  know  if  the  owners  of  the 
patent  covering  the  septic  tanks  have  in  any  way  molested  those 
cities. 

Mr.  Hawley:  I  do  not  think  there  is  an  Emscher  tank  in 
Texas.  There  will  be,  however,  because  I  am  thoroughly  con- 
vinced it  is  the  best  form  of  tank,  and  in  some  of  the  projects 
we  now  have  in  hand  we  are  going  to  use  that  type  of  tank, 
whether  the  city  has  to  pay  a  royalty  or  not. 

Mr.  Briggs.  In  Erie  we  have  perfected  plans  for  the  Imhoff 
t*ank  in  a  battery  of  six.  Three  members  of  the  state  Board  of 
Health  have  approved  the  plan,  but  haven't  given  us  permission 
to  go  ahead  with  the  construction  until  we  have  constructed  and 
operated  an  experimental  tank  for  a  year,  and  we  have  not  done 
that  yet.  The  great  question  is  whether  the  sewage  of  our  city 
will  work  in  that  tank;  and  to  learn  that,  of  course,  it  is  necessary 
for  every  city  to  experiment  with  a  small  tank  to  see  whether 
anything  is  to  be  found  in  the  water,  as  Mr.  Hawley  found,  that 
interferes  with  perfect  septic  action  in  the  bottom  of  the  tank. 
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Mr.  Crook:  We  have  a  septic  tank  that  gave  perfect  action 
for  about  two  years.  We  have,  I  believe,  the  first  municipal 
abattoir  in  the  United  States,  and  the  water  from  that  was  run 
into  the  tank  and  it  destroyed  the  usefulness  of  the  tank.  If 
other  abattoirs  are  built  with  the  expectation  of  running  the 
''stick  water"  and  grease  into  the  tank,  I  would  advise  you.  to 
give  it  up. 

Mr.  Macallum:  Any  kind  of  trade  waste  should  be  specially 
treated.  We  have  had  trouble  with  iron  plants,  where  the  treat- 
ment with  acids  spoil  the  action  of  the  tank.  Such  waste  water 
should  be  treated  by  itself  before  it  goes  into  the  sewer.  Cameron 
of  Exeter  never  claimed  the  things  claimed  for  his  tank  in  this 
country.  The  claims  made  in  this  country  have  never  been 
carried  out.  I  have  never  seen  analyses  of  effluent  going  in  and 
coming  out  that  showed  anjrwhere  near  what  is  claimed.  The  only 
difference  between  the  sedimentation  tank  and  the  septic  tank  is 
that  one  you  clean  out  and  the  other  you  do  not. 


THE  CITY  ENGINEER  AND  HEALTH  BOARD 

By  JAMES  NISBET  HAZLEHURST,  Consulting  Engineer 

With  progressive  cities  as  with  prosperous  industrial  plants, 
there  comes  a  time  when  the  methods  and  machinery  once  entirely 
effective  are  no  longer  adequate. 

The  modes  of  yesterday  cease  to  suffice  and  it  is  in  order  to 
"take  stock"  today,  to  plan  for  tomorrow. 

Atlanta,  like  other  wide-awake  cities,  has  come  to  a  realization 
of  these  necessities,  and  through  its  Chamber  of  Commerce  is  to 
undertake  what  it  terms  a  '*  Civic  Revival;"  analyzing  its  present 
needs,  with  intent  of  adopting  a  comprehensive  city  plan  to  be 
suggested  by  landscape  architects  and  engineers  of  known  ability, 
after  a  thorough  survey  of  the  municipality  and  its  environ- 
ments. 

Some  of  Atlanta's  outgrown  and  ancient  machinery,  over- 
loaded and  groaning  mightily,  with  popular  agitation  daily  becom- 
ing more  acute,  clearly  indicates  "lost  motion"  somewhere,  and 
a  painful  lack  of  constructive  ability  along  "blue  print"  principles. 

But  apologies  are  not  in  order.  Such  conditions  are  not  pecu- 
liar to  Atlanta!  They  are  indications  of  vitality  and  a  demand 
for  room  to  grow!    More  breathing  space  required,  as  it  were! 

Unfriendly  critics  should  remember  that  the  only  two  finished 
cities  are  the  dead  ones — Pompeii  and  Herculaneum! 

To  get  back:  a  realization  of  these  conditions  has  resulted  in 
a  recent  call  by  Atlanta's  commercial  organization,  and  the  fol- 
lowing assignments  to  the  local  engineers,  members  of  its  Chamber 
of  Commerce:  Plumbing,  heating  and  ventilating;  streets  and 
vehicular  traffic;  waterworks — construction  and  operation;  street 
railway  traffic;  electrical  affairs  and  fire  protection  from  the  engi- 
neer's standpoint;  viaducts  and  bridges — construction  and  main- 
tenance; building  from  a  structural  standpoint;  terminals  and  inter- 
urban  steam  traffic;  sewers  and  public  hygiene. 

The  last  subject  was  accepted  by  the  writer,  which  fact  is  in 
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part  accountable  for  the  selection  and  presentation  of  this  allied 
topic,  "The  City  Engineer  and  Health  Board." 

From  the  shadowy  days  of  legend,  tradition  and  history,  when 
the  priest  and  patriarch  exercised  control  both  over  spiritual  and 
corporal  things,  healing  the  sick  and  casting  out  devils,  down  to 
the  p>eriod  of  the  barber  and  leech,  who  in  turn  let  their  mantles 
fall  upon  our  latter  day  surgeons  and  doctors  of  medicine,  by  hered- 
ity, assumption  and  common  consent,  those  of  this  profession 
have  come  to  exercise  plenary  powers  over  our  persons  and  prop- 
erties in  matters  of  public  hygiene. 

Our  present  day  civilization  has  encouraged  and  permitted 
the  doctor  of  medicine  to  dominate  health  boards  and  their  exec- 
utive offices  everywhere;  and  with  this  condition,  Atlanta,  as  with 
other  cities,  offers  no  exception. 

In  this  'taking  stock,"  it  was  noted  that  under  the  health 
board,  a  chief  of  the  sanitary  department's  duties  included  street 
sweeping,  cleaning,  scavenging  of  dead  animals,  and  responsibil- 
ity for  the  removal  and  incinerating  of  refuse  and  garbage;  the 
collection  and  disposal  of  excremental  matter  from  privies  and 
vaults;  the  care  and  flushing  of  sewers;  the  control  of  drainage; 
and  attached  to  the  department  is  a  fumigating  and  plumbing 
inspector,  with  other  assistants. 

Needless  to  say  that  this  department  of  the  board  of  health 
demands  and  receives  a  high  authority  and  a  most  generous  appro- 
priation. 

From  the  time  when  pestilence  and  plague  were  considered 
visitations  of  God,  to  the  dawn  of  the  day  when  Dr.  Southwold 
Smith,  in  the  first  quarter  of  the  nineteenth  century,  conceived 
of  some  relation  between  filth  and  disease,  notwithstanding  the 
revolution  caused  by  the  theory  and  demonstrations  of  the  bril- 
liant Pasteur,  precedent  and  practice  continues  to  cling  far  too 
closely  to  false  standards  of  sanitation  and  preventive  control  of 
commimicable  disease. 

Considering  some  of  the  activities  of  the  usual  city  sanitary 
departments,  as  for  instance,  street  sweeping  and  cleaning;  the 
collection  and  disposal  of  garbage;  the  flushing  of  sewers  and  the 
regulation  of  plumbing  and  ventilation,  each  and  every  one  pop- 
ularly supposed  to  be  of  vital  importance  in  the  combat  with 
disease,  and  properly  referable  to  and  under  the  direction  of  the 
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doctor  of  medicine,  through  pubHc  health  measures.  In  the  city 
of  Atlanta,  for  the  fiscal  year,  the  sanitary  depaHment,  occupied 
largely  with  these  matters,  was  allotted  an  apportionment  from 
city  funds  of  $267,644. 

Let  us  consider  briefly  to  what  extent  this  sum  is  serviceable 
in  the  prevention  of  strictly  infectious  diseases,  and  defined  in  the 
Atlanta  health  regulations  as  scarlet  fever,  yellow  fever,  tj^jhus 
fever,  cholera,  diphtheria,  small-pox,  and  leprosy,  with  such  minor 
diseases  as  might  be  stated  as  mumps,  whooping-cough,  chicken- 
pox,  etc. 

STREET  SWEEPING  AND   CLEANING 

The  work  done  in  this  division  of  the  conventional  health 
department  is  effective  principally,  in  the  collecting  and  removal 
of  the  surface  dirt  and  mitigating  unsightly  conditions;  and  few 
qualified  sanitarians  would  admit  that  it  more  than  scratches 
the  surface  as  far  as  preventable  disease  through  infection  is 
concerned. 

It  is  now  known,  that  disease  germs  only  multiply  in  the  bodies 
of  persons  and  animals,  usually  dying  early  when  exposed  to  light 
and  air;  therefore,  the  idea  that  such  street  cleaning  or  sweeping 
as  is  done  in  the  regular  order  of  things  can  have  any  impression 
upon  infectious  diseases,  such  as  named,  is  untenable,  since  nothing 
short  of  isolation,  disinfection  and  sterilization  is  known  to  be 
effective  in  the  matter  of  the  chief  communicable  diseases.  That 
desiccated  animal  excrement  and  other  organic  street-dust  are 
fully  eliminated  by  the  usual  sweeping  methods  if  entertained 
at  all,  is  certainly  a  popular  fallacy;  the  fact  being,  that  in  the 
employment  of  the  old  fashioned  revolving  broom  so  generally 
used  for  street  sweeping,  even  where  preliminary  sprinkling  is 
required,  dust  germs  are  widely  disseminated  along  the  line  of 
operation,  being  carried  by  the  wind  throughout  the  neighborhood. 

Considering  how  far  dust  germs  may  be  responsible  for  disease, 
it  is  conforting  to  know  that  negative  results  of  recent  English 
investigation  as  to  aerial  dissemination  of  small-pox  seems  to 
eliminate  that  method  of  contagion. 

However,  for  the  two  diseases  of  the  respiratory  organs, 
pneumonia  and  tuberculosis,  producing  more  deaths  than  any 
other  group  of  diseases  to  which  flesh  is  heir,  their  inciting  cause 
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is  bacterial  infection,  certainly  transmissible  through  the  air  we 
breathe. 

Fortunately,  according  to  many  of  our  straightest  thinkers 
and  most  qualified  observers,  most  species  of  pathological  bacteria 
decrease  rapidly  under  the  effect  of  light  and  other  open-air  con- 
ditions; and  the  belief  is  generally,  that  these  germs  floating  as 
dried  street-dust  exert  far  less  possibility  for  harm  than  is  usually 
attributable  to  this  method  of  distribution;  and  that  such  diseases 
are  generally  contracted  through  direct  contact  and  comparatively 
close  circuits  between  individuals. 

Referring  especially  to  this  matter,  in  a  most  comprehensive 
article,  George  A.  Soper,  Ph.D.,  concludes  that  dust  is  directly 
or  indirectly  the  greatest  enemy  to  man;  not  so  much  from  the 
microbes  it  contains,  as  because  it  is  dust;  predisposing  the  delicate 
structures  of  the  throat,  nose  and  lungs  to  invasion  by  microbes 
or  respiratory  diseases;  but  pulmonary  diseases  generally,  together 
with  such  other  afflictions  as  typhoid,  cholera  and  yellow  fever, 
are  certainly  not  in  the  slightest  influenced  by  street  cleaning  as 
it  is  done  in  Atlanta  or  elsewhere  in  this  country. 

SCAVENGING 

The  removal  of  dead  animals  within  city  limits,  although  per- 
formed under  contract  in  the  city  of  Atlanta,  is  properly  a  san- 
itary necessity  and  precaution,  while  the  disposition  of  human 
excrement,  as  "night  soil,"  in  unsewered  portions  of  a  city  are  also 
admittedly  a  matter  affecting  the  public  health,  and  as  such, 
should  be  given  inspection  by  and  under  the  regulation  and  con- 
trol of  the  executive  health  officer.  However,  perhaps  strictly 
from  a  preventive  standpoint,  a  requirement  for  and  the  regular 
enforcement  of  out-house  screening,  rather  than  the  removal  of 
excrement,  should  especially  come  under  the  province  of  the  health 
authorities. 

COLLECTION  AND  DESTRUCTION  OF  GARBAGE 

Popular  misconception  and  prejudice  in  combination  with 
"practical  politics"  too  frequently  dictates  and  perpetuates  a 
mistaken  policy  in  the  matters  of  the  collection  and  disposal  of 
garbage.     Generally  speaking,  some  effort  is  made  to  classify 


108  AMERICAN  SOCIETY   OF  MUNICIPAL  IMPROVEMENTS 

and  separate  garbage  into  combustible  materials  and  kitchen 
wastes;  and  with  the  latter,  in  the  popular  mind,  sour  and  mal- 
odorous cans  are  forerunners  of  some  '*  pestilence  which  stalks 
by  night." 

As  has  been  lately  said  in  a  paper  before  the  Congress  of  Tech- 
nology, by  Edwin  O.  Jordan,  professor  of  bacteriology  of  the 
University  of  Chicago: 

As  a  result  of  premature  generalization,  the  public  has  warmly 
espoused  a  number  of  wrong  conceptions  of  disease,  and  of  ways 
of  preventing  disease. 

And  referring  in  this  connection  to  the  garbage  matter,  he 
says: 

Sanitarians  do  not  admit  that  even  grossly  improper  methods 
of  garbage  disposal  can  have  much  to  do  with  the  spread  of  disease 
in  a  sewered  city. 

Continuing,  he  avers  that,  so  firmly  embodied  in  the  public 
belief  is  the  connection  of  piles  of  decaying  garbage  with  outbreaks 
of  infectious  disease,  that  to  the  average  citizen  garbage  disposal 
and  such  matters: 

Bulk  large  as  the  chief,  if  not  the  only  activities  of  a  municipal 
health  department. 

Professor  Jordan  asserts  that: 

It  is  now  well  known  to  bacteriologists  that  disease  germs  do 
not  ''breed"  in  garbage  heaps,  but  that  on  the  contrary,  if  added 
from  outside,  they  speedily  die  off;  the  offensive  odors  of  decom- 
position may  be  unpleasant  and  undesirable;  there  is  no  evidence 
that  they  produce  disease  or  dispose  to  disease. 

While  admitting  that  the  house-fly  may  breed  in  garbage  piles, 
particularly  those  where  stable  manure  is  present,  and  fully  real- 
izing that  under  certain  conditions  this  noxious  insect  may  become 
the  bearer  of  disease  germs  to  our  food.  Professor  Jordan  concludes: 

But  when  the  worst  is  said  it  must  be  admitted  that  the  known 
danger  to  health  from  garbage  piles  and  "dumps"  is  relatively 
insignificant  compared  with  the  danger  from  other  well  known, 
but  less  popularly  feared  sources.  Disease  does  not  originate  in 
c;arbage  piles,  however  offensive  they  may  be;  the  house-fly,  how- 
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ever  disgusting  and  annoying  its  habits,  suffers  from  no  disease 
transmissible  to  man,  and  does  not  convey  disease  unless  it  has 
access  to  material  in  which  disease  germs  are  present. 

DRAINAGE 

The  same  conclusions  are  tenable  when  we  consider  the  indict- 
ment against  the  mosquito  as  the  only  known  transmittal  agency 
of  malaria  and  yellow  fever.  It  cannot  convey  these  maladies 
unless  it  has  access  to  material  in  the  shape  of  an  individual  suffer- 
ing at  the  time  from  these  diseases.  Miasma,  or  infectious  par- 
ticles, or  germs,  floating  in  the  air,  and  emanating  from  swamps 
and  fen  (according  to  our  medical  authorities  of  a  very  recent 
past),  no  longer  frighten  with  their  ghostly  fog  wreaths  rising 
from  nearby  swamps;  but  the  breeding  place  of  this  complaisant 
and  deadly  host,  and  at  all  times  pestiferous  insect,  is  in  the  low, 
swampy  groimd  and  stagnant  pools;  hence,  to  be  controlled  by 
a  proper  drainage  system. 

A  failure  to  recognize  these  now  well  established  facts,  and 
instead  suspicion  of  infection  from  clothing,  bedding,  cargoes,  bilge 
water,  stone  ballast,  lumber,  and  even  ice,  with  misdirected  eflfort 
towards  the  disinfection  and  fumigation  of  suspected  persons  and 
things,  have  cost  millions  upon  millions  of  money  through  needless 
interruption  to  commerce  and  traffic,  and  is  responsible  for  the 
sickness  and  death  of  thousands  of  individuals  during  the  last 
century. 

In  an  article  by  the  writer,  presented  and  read  before  this 
Society  at  its  thirteenth  annual  convention,  1906,  entitled  '*  Yellow 
Fever  and  Sanitation,"  the  etiology  of  this  disease  was  presented, 
which,  together  with  correlated  facts  regarding  epidemics  of  the 
past,  the  deduction  seemed  warranted  that,  even  in  a  city  of  the 
tropics  the  introduction  of  modern  municipal  utilities,  especially 
those  of  paving  and  drainage,  would  effectively  safeguard  a  com- 
munity from  epidemic  outbreaks. 

In  correspondence  at  the  time  with  Dr.  J.  H.  White  of  the 
Marine  Hospital  Service,  who  had  just  successfully  stamped  out 
the  last  fever  epidemic  in  New  Orleans,  his  opinion,  which  is  cer- 
tainly entitled  to  consideration,  was  that  where  municipal  utilities 
had  been  provided,  that  incidentally,  and  perhaps  entirely  acci- 
dentally, the  mosquito  was  at  the  same  time  eliminated,  and  with 
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it  the  possibility  of  contagion.    The  public  utilities  referred  to 
were: 

Thoroughly  controlled  water  supply,  sewerage,  drainage  and 
pavements,  and  these  four,  not  one,  but  all  of  them,  were  essential 
to  the  end  attained. 

Primarily,  fundamentally  and  as  a  construction  detail,  the  engi- 
neer, rather  than  the  health  officer,  should  clearly  regulate  and 
control  here. 

SEWERS  AND   DISPOSAL  WORKS 

As  is  generally  known  and  recognized,  when  mankind  is  organ- 
ized into  communities  and  gathered  into  villages,  towns  and  cities, 
the  prompt  removal  of  human  excreta  is  necessary,  not  only  for 
individual  comfort,  but  to  preserve  and  perpetuate  life  itself. 

These  poisonous  waste  products  can  be  handled  most  con- 
veniently, effectively,  economically  and  inoffensively,  by  water 
carriage,  either  directly  or  through  the  medium  of  underground 
pipes  and  conduits,  constituting  a  "sewer  system." 

The  elimination  of  these  wastes,  polluting  open  waterways 
and  drains,  and  the  planning,  the  laying  out  and  construction 
of  public  works  therefor  have  become  distinctively  the  province 
of  the  sanitary  or  municipal  engineer.  Although  by  common 
consent,  usually  after  completion,  the  operation  of  these  public 
works  devolve  upon  the  sanitary  department  under  its  executive 
health  officer. 

Since  the  process  of  removal  is  largely  mechanical,  carried 
out  by  physical  means,  the  continued  successful  operation  requires 
no  supervision  of  one  especially  versed  in  medical  science,  public 
opinion  to  the  contrary,  notwithstanding. 

So  too,  treatment  works,  created  for  the  purpose  of  disposing 
of  the  domestic  and  body  wastes  after  sewer  delivery,  in  an  offen- 
sive and  innocuous  manner,  have  only  an  incidental  relation  to 
preventive  diseases  as  far  as  one's  own  community  is  concerned. 

It  is  a  very  different  matter,  however,  and  of  far-reaching 
and  vital  importance  to  the  health  condition  of  our  down  stream 
neighbors  that  this  treatment  of  our  polluted  waters  should  be 
fully  effective;  and  that  the  eradication  and  sterilization  of  the 
intestinal  bacteria,  the  causative  effect  of  dysentery,  diarrhea, 
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cholera  infautum,  typhoid  and  the  dread  Asiatic  cholera,  with 
other  water  borne  or  ''filth  diseases"  should  be  thorough  and 
complete.  Here  should  the  bacteriologist  have  his  inning,  and 
the  Golden  Rule  be  observed! 

As  is  generally  known,  flushing  with  water  is  useful  to  prevent 
and  remove  deposits  in  sewer  lines  when  either  the  volume  of 
sewage,  the  slope  of  the  pipe,  or  both,  are  insufficient.  The  mod- 
em apparatus  for  this  purpose  is  the  ''flush  tank,"  or  receptacle 
with  automatic  flushing  device,  located  in  ''dead  ends"  or  ter- 
minals of  sewer  lines. 

The  once  universal  method  of  "hand  flushing,"  consisting 
of  filling  a  connecting  cistern  with  water  and  by  hand  raising  a 
flap-valve,  permitting  the  necessary  flushing  discharge,  is  now 
practically  obsolete,  on  account  of  the  time  and  expense  involved; 
but  Atlanta  is  one  of  the  few  cities  still  depending  entirely  upon 
this  antiquated  means  of  intermittent  flushing  and  sewer  cleaning. 

The  local  board  of  health  has  this  work  also  in  hand;  the  last 
budget  showing  an  available  appropriation  of  $8500  for  flushing 
pay-roll,  excluding  the  value  of  water  used,  furnished  free  by  the 
city  water  department.  At  4  per  cent  capitalization,  this  expense 
would  provide  a  fund  of  $212,500;  sufficient  for  the  installation 
of  perhaps  as  many  as  4000  automatic  flush-tanks;  far  more  than 
there  exists  any  present  necessity  for.  Here  at  least  is  one  con- 
dition where,  had  the  engineer  instead  of  the  health  officer  con- 
trolled, a  different  condition  would  certainly  have  prevailed; 
admitting,  however,  the  engineer's  responsibility  in  the  first  place. 
Nevertheless,  such  lack  of  imderstanding  and  continued  waste 
of  the  public  funds  seems  inexcusable  now  in  any  department  or 
official. 

PLUMBING  AND   VENTILATION 

These  two  subjects  are  usually  grouped  together,  and  the 
enforcement  of  corrective  laws  are  placed,  as  a  rule,  under  the 
Health  Board. 

Considering  the  question  of  plumbing,  there  exists  a  fallacy, 
quite  as  popular  and  prevalent  as  the  conception  that  the  garbage 
can  be  a  menace  to  the  public  health  per  S6,  and  a  fear,  possibly 
more  pronounced,  at  thought  of  "sewer  gas,"  through  leaky  plumb- 
ing and  fixtures. 
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To  circumvent  this  danger  (?),  "water  traps,"  which  a  child 
could  blow  through  with  a  straw,  and  cumbersome  and  stringent 
'*  rules  and  regulations''  are  required  and  promulgated  by  legis- 
lative bodies,  and  often  fanatically  insisted  upon  by  sanitary  in- 
spectors and  health  ojfficers. 

In  a  report  to  the  National  Association  of  Master  Plumbers, 
a  year  or  so  since,  upon  "The  Sanitary  Significance  of  Bacteria 
in  the  Air  of  Drains  and  Sewers,"  Prof.  C-E,  A.  Winslow,  of  the 
Massachusetts  Institute  of  Technology,  and  a  bacteriologist  and 
authority  on  sanitary  matters  of  international  note,  says  in  part: 

The  idea  of  the  connection  between  sewer  gas  and  disease  dates 
back  to  the  days  when  the  cause  of  the  infectious  maladies  were 
still  unknown.  Mysterious  miasmatic  influences  were  naturally 
enough  supposed  to  accompany  foul  odors  of  decomposing  organic 
matter.  When  it  was  proved  that  the  contagious  and  infectious 
diseases  are  due  to  the  presence  of  microscopic  plant  and  animal 
parasites,  the  case  against  sewer  gas  seemed  less  convincing.  On 
the  whole,  however,  the  air  of  drains  and  sewers  seemed  to  be  of 
high  bacterial  purity  and  all  observers  who  have  studied  normal 
conditions  in  actual  sewers  concluded  that  the  danger  of  bacterial 
infection  from  sewer  air  was  remote.  These  results,  with  the 
absence  of  any  reliable  evidence  from  the  study  of  epidemics  in 
favor  of  the  transmission  of  germs  by  sewer  air,  have  led  sanita- 
rians in  Germany  and  the  United  States  to  agree  with  practical 
unanimity  that  the  danger  of  such  transmission  may  be  disre- 
garded. 

Although  in  England  some  authorities  still  maintain  that. 

Under  some  conditions  the  carriage  of  disease  bacteria  by  sewer 

air  is  a  practical  possibility I  believe,  however,  that 

my  results,  in  the  light  of  all  previous  evidence,  warrant  the 
conclusion  that  the  chance  of  direct  bacterial  infection  through  the 
air  of  drains  and  sewers  is  so  slight  as  to  be  practically  negligible. 

It  is  very  apparent  from  the  evidence  that  simpler  require- 
ments and  less  expensive  organizations  should  prevail,  and  further, 
that  the  city  engineer,  or  building  inspector,  could  act  with  equal 
or  greater  efficiency,  if  the  work  were  divorced  from  an  over- 
burdened health  department  and  transferred. 
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VENTILATION 

The  art,  or  process;  of  replacing  foul  air  by  that  which  is  pure, 
in  any  inclosed  place,  as  a  house,  a  church,  a  mine,  etc.,  is  also 
considered  a  health  measure,  but  here,  too,  there  is  evidently  con- 
siderable popular  misconception  and  prejudice. 

In  buildings  the  ''foul  air''  is  generally  considered  to  be  the 
by-product  of  the  oxygen  of  the  air  by  respiration  through  the 
lungs,  in  the  shape  of  carbonic  acid  gas;  by  which,  the  air  of  our 
crowded  rooms  becomes  more  or  less  vitiated. 

Even  here,  according  to  Dr.  Soper: 

It  is  reassuring  to  know  that  air  which  has  passed  through 
the  lungs  possesses  practically  no  poisonous  properties  of  chemical 
composition  in  spite  of  the  teachings  to  the  opposite  eflfect,  which 
is  a  favorite  theme  of  text-books.  The  unpleasant  odors  are  objec- 
tionable, chiefly,  because  they  are  unpleasant The 

air  of  an  overcrowded  and  badly  ventilated  room  is  slightly  lacking 
in  oxygen,  but  the  deficiency  is  generally  not  great;  and  under 
ordinary  circumstances,  is  readily  compensated  for  by  an  imper- 
ceptible acceleration  in  the  rate  of  breatliing Air 

which  has  passed  through  the  lungs  is  loaded  with  vapor  and  with 
carbon  dioxide;  but  in  view  of  the  harmless  nature  of  the  latter 
gas,  its  presence  need  not,  under  ordinary  circumstances,  be  con- 
sidered of  great  importance. 

Along  the  same  line,  T.  H.  Crowder,  M.D.,  superintendent  of 
sanitation  of  the  Pullman  Company,  from  his  investigation  of 
sleeping  car  ventilation,  says  in  part : 

It  seems  to  be  established  beyond  reasonable  doubt  that  dis- 
comfort is  not  due  to  any  changes  in  the  chemical  composition 
of  the  air,  but  to  physical  changes  only;  and  that  to  maintain  a 
normal  heat  interchange  between  the  body  and  the  air  is  to  avoid 
the  development  of  those  symptoms  which  are  commonly  attribut- 
able to  poor  ventilation.  A  certain  amount  of  fresh  air  must  be 
supplied,  of  course,  but  the  most  vital  element  of  the  ventilation 
problems  becomes  that  of  regulating  the  temperature  of  the  air. 
The  question  of  how  to  ventilate  a  railway  car  is  therefore,  chiefly 
a  question  of  how  to  regulate  its  heat. 

Nevertheless,  most  investigators  admit  that  the  "free  air  of 
heaven,"  or  the  air  out  of  doors,  possesses  certain  beneficial  qual- 
ities, which  cannot  be  explained  scientifically,  nor  be  produced 
artificially. 
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Whether  the  ''close/'  "stuffy"  condition,  or  the  "headachy" 
feeling,  which  we  have  all  at  times  experienced  during  overcrowded 
conditions,  comes  from  the  need  of  a  more  uniform  heating  system, 
or  is  purely  psychological;  most  will  agree  that  regulation  and 
suppression  of  such  matters  are  necessary;  but,  perhaps,  the  chief 
concern  of  the  medical  authorities,  where  overcrowding  is  likely 
to  exist — as  at  churches,  places  of  amusement,  or  public  gatherings, 
would  be  toward  detection,  isolation  and  quarantine,  of  individual 
cases  of  infectious  and  contagious  diseases,  leaving  the  architect 
and  the  engineer  to  arrange  space  and  supervise  the  facilities  for 
heating. 

THE   COMMUNITY  BATTLE   AGAINST  DISEASE 

Early  in  October,  at  the  Fourth  National  Conservation  Con- 
gress, Prof.  Irving  Fisher,  of  Yale  University,  boldly  declaimed 
that  out  of  some  1,500,000  deaths,  annually,  in  the  United  States, 
at  least  630,000  are  preventable;  and  it  is  against  this  lamentable 
and  appalling  waste  of  human  life  that  public  health  work  has 
by  common  consent  directed  its  batteries. 

In  its  departmental  activities,  a  fair  division  of  the  public 
funds  is  annually  made  in  the  municipal  budget;  but  too  often 
these  monies  are  placed  in  the  hands  of  inexpert  commissioners 
or  boards,  who  by  firing  wildly,  or  scattering  their  shots,  fail  to 
make  much  breach  in  the  enemy's  ranks. 

As  has  been  shown,  the  Atlanta  board  of  health,  through  its 
sanitary  department,  is  expending  more  than  a  quarter  of  a  mil- 
lion dollars  per  annum,  for  street  sweeping  and  cleaning;  scav- 
enging; the  collection  and  destruction  of  garbage;  for  plumbing 
inspection  and  the  care  of  sewers;  all,  while  highly  important 
functions  are,  after  all,  largely  matters  of  municipal  housecleaning, 
rather  than  essential  to  the  public  health. 

It  is  true  of  Atlanta,  as  has  been  said  recently,  under  a  general 
indictment  by  a  noted  hygienist: 

At  present  in  some  cities,  the  department  of  health  is  burdened 
with  the  task  of  caring  for  the  city  waste,  and  its  success  or  failure, 
as  a  conservator  of  the  public  health,  is  too  often  measured  by  the 
frequency  with  which  coal  ashes  are  scattered  in  alleys,  or  the 
length  of  time  that  decayed  vegetable  matter  remains  in  tin  cans 
in  hot  weather. 
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"municipal  cleansing" 

This  is  the  British  term  for  such  municipal  activities,  and  munic- 
ipal sanitation,  popularly  taken  to  m^an  one  and  the  same,  is 
very  different  in  final  analysis. 

As  has  been  pointed  out  by  others,  it  is  no  doubt  true,  that 
whatever  promotes  municipal  cleanliness,  tends  to  promote  per- 
sonal cleanliness;  itself  an  important  factor  in  the  prevention  of 
contagion;  but,  perhaps  only  incidentally,  can  the  prevention  of 
nuisances  generally,  and  the  cleansing  of  streets,  alleys  and  back- 
yards have  especial  value  in  the  elimination  of  disease;  and  further: 

There  is  Uttle  more  reason  why  health  officers  should  undertake 
these  duties  than  that  they  should  work  for  free  transfers;  cheaper 
commutation  tickets;  lower  prices  for  coal;  less  shoddy  in  clothing 
or  more  rubber  in  rubbers;  all  good  things  in  their  way,  and  tending 
toward  comfort  and  health. 

If  an  ounce  of  prevention  is  worth  a  pound  of  cure,  there  are 
many  who  believe  that: 

The  chief  work  of  health  boards  should  be  directed  against 
the  spread  of  communicable  diseases;  and  that  such  work  starts, 
continues,  and  in  an  ideal  state,  would  end  with  stopping  infection 
before  it  begins;  or  in  preventing  any  of  the  infected  discharge  of 
the  sick,  or  of  carriers,  from  gaining  access  to  the  systems  of  non- 
infected  individuals. 

division  of  responsibility 

Considering,  in  a  general  way,  the  proper  relations  of  those 
charged  with  the  care  of  the  public  health  and  municipal  cleansing, 
with  no  especial  desire  to  "Render  unto  Caesar  the  things  that 
are  Caesar's"  but  to  the  end  that  an  effective  and  economical 
administration  of  the  community  affairs  should  prevail,  a  division 
of  authority  between  the  engineering  and  health  departments, 
IS  clearly  the  tendency  of  the  times. 

As  evidence  of  this  belief,  many  facts  might  be  cited.  In  re- 
sponse to  a  recent  inquiry  Mr.  John  W.  Hill,  Mem.Am.Soc.C.E., 
and  a  member  of  the  Ohio  state  board  of  health,  writes  in  part 
as  follows: 

I  find  that  the  bulk  of  the  work,  of  this  board  at  least,  is  of  an 
engineering  nature,  although  the  examinations  for  infectious  dis- 
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eases,  especially  typhoid,  diphtheria,  tuberculosis  and  also  the 
examination  of  dogs'  heads  for  rabies,  is  of  course  altogether  of 
a  medical  nature,  while  examinations  of  water  supplies  and  our 
own  tests  of  sewage  effluent  are  of  an  engineering  nature. 

In  many  of  our  most  progressive  states,  the  names  of  engi- 
neers appear  prominently  as  members  of  state  or  municipal  health 
boards,  or  as  engineering  advisers,  or  chiefs  of  division  under  such 
boards.  And  it  may  be  noteworthy  that  there  is  at  least  one 
engineer  member  on  the  health  boards  of  the  state  of  Massachu- 
setts, Connecticut,  New  Jersey,  North  Carolina  and  Ohio,  while 
other  states,  namely,  Vermont,  Massachusetts,  New  York,  Penn- 
sylvania, North  Carolina,  Ohio,  Michigan,  Minnesota,  Kansas, 
Mississippi,  Washington  and  California,  have  each  one  or  more 
engineers  on  their  board  of  health  staffs. 

Among  the  cities  whose  executive  health  officers  are  engineers 
are  Montclair,  Orange,  Elizabeth  and  Princeton,  New  Jersey; 
Philadelphia,  Pennsylvania,  while  the  commissioner  of  health  for 
the  great  city  of  New  York  is  a  sanitary  chemist. 

Many  of  these  commonwealths  make  liberal  appropriations 
for  the  installation  and  operation  of  sewerage  and  water  experi- 
mental testing  plants;  these  are  generally  conducted  by  members 
of  the  engineering  fraternity,  doing  great  work  towards  a  better 
understanding  of  sanitary  problems.  Moreover,  there  is  an 
already  large  and  growing  class  of  professional  men,  essentially 
civil  engineers,  specializing  as  hygienists  and  now  known  as  "san- 
itary engineers,"  whose  advice  is  sought  and  opinions  taken  on 
most  of  the  important  questions  of  the  day  relating  to  the  public 
health,  and  especially  suggestive  of  this  change  in  public  sentiment 
is  the  recent  selection  of  one  of  these,  Dr.  Rudolph  Hering  (doc- 
tor of  engineering  and  consulting  engineer),  of  New  York  City, 
as  president  of  the  American  Public  Health  Association,  an  office 
heretofore  invariably  held  by  a  doctor  of  medicine. 

In  what  has  been  said,  there  is  no  intent  or  desire,  by  direct 
implication  or  inference,  to  discredit  or  belittle  the  services  of 
the  medical  men  of  our  public  health  boards  and  sanitary  depart- 
ments; whose  members  are,  broadly  speaking,  men  of  education, 
intelligence  and  patriotism ;  ranking  well  with  other  splendid  exam- 
ples of  sterling  worth  existing  in  civilized  communities;  but  to 
emphasize  the  fact  that,  in  the  efficient  and  up-to-date  health 
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department,  the  medical  officer,  the  sanitary  engineer,  the  chem- 
ist and  the  bacteriologist,  all  have  their  place,  either  acting  per- 
manently, or  being  used  in  special  or  consulting  capacity. 

QUALIFICATIONS   OF  THE   ENGINEER 

The  stock,  or  stereotyped  duties,  of  the  city  engineer,  are  too 
well  understood  to  bear  repeating;  but  it  is  an  extension  of  his 
efforts  in  the  direction  indicated  and  the  desire  to  secure  a  proper 
focus  to  municipal  effort  which  prompt  these  suggestions. 

In  order  to  measure  up  to  these  new  and  expanding  op- 
portunities and  higher  resi)onsibiIities,  especial  training  is  most 
desirable  and  is  becoming  a  condition  precedent  to  preferable 
employment. 

This  scientific  preparation  can  hardly  be  self-acquired,  or 
come  from  the  correspondence  school,  but  should  be  included  in 
the  curricula  of  our  educational  institutions,  tending  to  under- 
graduate degrees  of  civil  engineering,  with  opportunity  for  special- 
ization. Such  courses  are  now  given  by  The  Massachusetts  Insti- 
tute of  Technology,  The  University  of  Pennsylvania,  University 
of  Michigan,  Harvard  University,  The  University  of  Pittsburgh, 
Tulane  University.  And  along  this  general  line,  but  to  less  extent, 
by  most  of  the  great  universities  of  the  country  in  their  depart- 
ments of  technology. 

THE  NEED   FOR  SPECIALIZED  INSTRUCTION 

In  the  same  way  that  the  engineering  schools  are  recognizing 
the  need  of  instruction  in  sanitary  science  for  their  graduates  hav- 
ing in  mind  public  sanitary  service,  so  the  medical  departments 
of  some  of  our  first-rate  colleges  are  offering  post-graduate  courses 
in  which  engineering  subjects  are  emphasized.  In  Canada,  three 
of  the  leading  universities  have  made  provision  for  a  special  course, 
by  which  graduates  in  medicine  may  secure  diplomas  in  public 
health  (D.P.H.),  with  special  training  along  the  same  lines  for 
architects  and  engineers  wishing  to  include  this  subject  in  their 
final  examination  for  the  degree  of  doctor  of  philosophy  (Ph.D.). 

Last  year  the  University  of  Michigan  established  two  new 
courses  in  public  health  work,  where  the  science  of  both  medicine 
and  mathematics  was  included,  leading  to  degrees  of  Master  of 
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science  in  public  health  (M.S.  in  Public  Health)  and  doctor  public 
health  (D.P.H.).  In  both  courses,  however,  a  requirement  is 
that  the  candidates  shall  have  previously  received  the  doctor  of 
medicine  (M.D.)  degree. 

CONCLUSION 

While  these  advances  have  been  prodigious  and  far-reaching, 
each  marking  the  way  to  higher  potentiality  in  sanitation  and 
hygiene,  the  need  of  something  beyond  is  boginning  to  be  more 
than  a  vague  conception. 

Epitomizing  from  a  recent  expression  by  Geo.  C.  Whipple, 
Harvard  University,  published  in  the  Journal  of  the  Association 
for  the  Promotion  of  Engineering  EdiuxUion: 

Besides  the  sanitary  engineer  and  the  specialist  in  sanitation, 
the  world  today  needs — ^and  the  need  is  very  great — a  kind  of 
man  just  beginning  to  make  his  appearance — the  sanitary  execu- 
tive, or,  as  he  is  more  often  called,  the  health  officer.  There  are 
already  many  so  called  health  officers  serving  on  boards  of  health. 
Some  of  these  men  are  great  leaders,  well  worthy  of  the  honorable 
positions  they  hold,  but  the  rank  and  file  of  them  are  ill  fitted  for 
their  important  task.  Our  public-health  machinery  was  installed 
when  the  hygienic  wisdom  of  the  town  was  wrapped  up  in  the 
family  doctor  and  when  the  physician  was  the  logical  custodian 
of  the  public  health.  With  the  growth  of  the  science  of  bacte- 
riology and  preventive  medicine  and  the  application  of  engineering 
all  this  is  changed.  The  ability  to  diagnose  a  case  of  smallpox 
and  keep  a  record  of  deaths  is  no  longer  a  sufficient  qualification 
for  the  health  officer  of  even  a  village,  while  the  growth  of  our 
cities  is  continually  demanding  that  the  man  in  charge  of  the  pub- 
lic health  of  ^o  many  people  shall  be  an  expert  in  his  line. 

Medical  training  alone  does  not  fit  men  for  this  service.  The 
problem  of  curing  disease  is  quite  different  from  the  problem  of 
preventing  disease..  The  former  deals  with  human  beings  as  indi- 
viduals; the  latter  considers  them  as  units  of  a  mass. 

Professor  Whipple  continuing  and  explaining  what  elements 
are  needed  to  make  up  the  well  rounded  and  ideal  public  health 
official  goes  on  to  point  out  that  the  prevention  of  disease  involves 
mathematics;  since  vital  statistics  are  constantly  to  be  compiled 
and  used.  It  involves  engineering;  since  the  engineer  must  pass 
upon,  and  control  new  sources  of  water  supply,  extensions  of  old 
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sources,  systems  of  sewerage,  sewage  disposal  and  the  disposal 
of  city  wastes;  which  last  would  include  street  cleaning  and  gar- 
bage removal.  The  prevention  of  disease  certainly  requires  chem- 
istry and  bacteriology  for  public  protection  against  the  adulter- 
ation of  foods  and  the  determination  of  infectious  diseases  and 
the  preparation  of  antitoxins  therefor.  Professor  Whipple  also 
conceives  that  the  health  officer  should  have  some  knowledge  of 
law  in  order  to  discern  and  eradicate  evils,  although  perhaps  the 
duties  of  the  health  officer  should  not  be  entirely  repressive  and 
punitive.  In  his  educational  capacity,  however,  and  in  his  ability 
properly  to  instruct  the  people  in  the  arts  of  hygiene  and  the  prin- 
ciples of  right  living,  is  perhaps  one  of  the  most  important  of  his 
duties. 

Thus  it  would  seem  that  the  day  of  specialists  in  public  health 
matters  has  come  along  with  the  day  of  specialization  in  all  the 
arts  and  sciences. 

In  answer  to  this  logical  and  insistent  demand.  Harvard  Uni- 
versity is  now  offering  through  its  Graduate  School  of  Applied 
Science,  instruction  to  men  holding  diplomas  from  medical  colleges, 
and  as  well,  to  those  who  have  taken  the  degree  of  Civil  Engineer- 
ing from  institutions  of  recognized  standing. 

Here  the  two  professions  merge  and  weld,  and  the  intent  is 
to  erect  upon  these  two  splendid  foundations  a  single  noble  edifice 
consecrated  to  the  conservation  of  human  lives. 

DISCUSSION 

Mr.  Parks:  The  writer  compares  the  method  of  flushing  sew- 
ers in  Atlanta  with  the  present  system  of  flush  tanks  using  a 
siphon.  He  says  spending  $8500  for  flushing,  the  water  costs 
nothing;  and  that  money,  if  capitalized  on  a  basis  of  4  per  cent, 
would  provide  a  fund  large  enough  to  purchase  4000  automatic 
tanks,  and  therefore  concludes  that  they  are  wasting  money,  and 
that  the  automatic  tank  would  be  cheaper.  But  that  water  must 
cost  something,  and  they  would  use  with  the  automatic  tanks 
about  $36,500  worth  a  year.  If  you  add  to  that  $8500  interest, 
you  would  then  have  a  cost  of  $45,000  a  year  in  round  numbers, 
as  compared  with  the  $8,500  now  spent.     I  do  not  argue  against 
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the  use  of  the  siphon  tank,  but  I  use  this  to  show  the  danger  of 
arriving  at  conclusions  without  being  sure  of  our  premises. 

Mr.  Hawley:  But  the  assumption  of  even  500  tanks  for  that 
size  of  city  is  far  too  great,  and  since  the  tanks  are  ah^ady  built 
for  use  by  hand  power,  all  that  would  be  necessary  would  be  to 
put  the  siphon  arrangement  in. 


A  METHOD  OF  SUPPORTING  SEWERS  IN  DEEP  FILLS 

By  C.  a.  BAUMGARTNER,  City  Engineer  of  Dubuque,  la. 

Engineers  are  called  upon  sometimes  to  provide  sewers  in  streets 
and  alleys  which  require  considerable  hlling  to  bring  them  to 
grade,  and  this  occasionally  necessitates  building  them  above  the 
existing  surface  and  demands  a  more  or  less  permanent  support 
depending  on  the  nature  of  the  surface  and  the  available  fall  of 
the  sewer.  As  very  little  information  on  this  phase  of  sewer 
design  is  to  be  met  with  in  engineering  literature,  and  conditions 
generally  vary  in  each  individual  case,  the  resulting  structures 
necessarily  exhibit  interesting  features. 

It  was  necessary  for  the  writer  to  design  a  sewer  of  this  kind 
under  the  following  conditions.  The  district  to  be  served  is  located 
just  outside  of  the  city  limits,  is  an  old  lake  bed,  and  the  streets 
and  alleys  will  require  fills  up  to  ten  feet  in  height  to  bring  them 
to  their  established  grades.  This  district  is  located  beyond  the 
divide  which  defines  the  limits  of  the  shed  now  served  by  sanitary 
sewers,  and  any  extension  of  these  sewers,  even  at  light  grades, 
would  rapidly  approach  the  street  surfaces;  as  the  grades  of  the 
streets,  due  to  their  location  relative  to  the  divide,  fall  the  other 
way. 

With  this  restricted  fall,  any  settlement  of  the  completed  sewer 
would  materially  affect  its  efficiency.  A  pier  method  of  support, 
it  was  thought,  would  result  in  too  much  settlement.  The  ideal 
support  would  distribute  the  load  over  a  large  area;  and  with  this 
in  mind  and  the  fact  it  would  not  be  expensive,  it  was  decided  to 
lay  the  sewer  on  a  laterally  confined  sand  bed. 

Only  side  walls  and  top  were  provided,  built  of  tongue  and 
grooved  stuff  nailed  to  two  by  four  studdings,  driven  in  the  ground 
and  forming  pairs,  four  feet  on  centers.  A  sand-tight  junction 
between  side  walls  and  surface  was  secured  by  sinking  the  walls 
four  inches  below  the  surface  and  banking  up  the  sides  with  earth. 
To  prevent  spreading,  the  studdings  were  allowed  to  project  four 
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inches  above  the  top  of  the  side  walls  and  spiked  to  a  third  two 
by  four  cross  piece,  thus  forming  pairs. 
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V  varies  from  12  In.  to  30  in.    Sides  of  box  made  watertight  by  use  of  tongue  and  groove 
boards, }  z  6  in.,  nailed  to  2  x  4  posts  by  three  8-penny  nails  at  each  bearing. 

Into  the  box  thus  formed  moistened  sand  was  shoveled  to 
slightly  above  the  grade  of  the  invert,  the  balance  of  the  sewer 
being  laid  in  the  usual  way. 

Some  little  settlement  occurred  at  manholes,  but  not  any  could 
be  detected  in  the  sewer  proper. 


CEMENT  PIPE  FOR  SANITARY  SEWERS 

By  T.  C.  hughes,  City  Engineer  of  Tulsa,  Okla. 

m 

For  several  years,  1907  to  1912, 1  have  been  asked  to  consider 
the  use  of  cement  pipe  in  sanitary  sewer  work.  After  thorough 
investigation  of  the  manufacture  by  hand  of  such  pipe,  and  tests 
for  absorption,  I  came  to  the  conclusion  that  it  would  not  be  sat- 
isfactory for  sanitary  sewer  work. 

The  very  best  hand-made  cement  pipe  would  absorb  from 
two  quarts  to  a  gallon  of  water  per  each  joint  of  2\  feet  of  pipe 
8  to  10  inches  in  diameter.  I  regarded  it  therefore  as  a  dangerous 
material  and  one  likely  to  be  a  harbinger  of  disease,  rather  than 
a  sanitary  sewer  material.  However,  as  these  objections  did  not 
apply  to  storm  sewer  work,  I  opened  our  specifications  five  years 
ago  to  cement  pipe  for  storm  sewer  work,  inaugurating  at  the 
same  time  a  system  of  inspection  of  the  work  at  the  plant  and 
prescribing  its  construction  as  well  as  the  mixture  of  the  materials. 

After  much  experimenting  and  consideration  of  the  commercial 
side  of  the  problem,  a  mixture  of  three  parts  graded  sand  and  one 
part  Portland  cement  was  finally  decided  upon  as  meeting  all 
conditions  in  a  satisfactory  manner.  Approximately  150,000  feet 
of  storm  sewer  pipe  of  this  class  have  been  installed  in  Tulsa, 
Oklahoma  and  have  given  us  very  satisfactory  results. 

One  excellent  feature  of  this  pipe,  which  has  been  demonstrated 
in  our  city,  is  that  with  age  the  pipe  tends  to  become  waterproof; 
and  when  three  years  old  will  scarcely  absorb  any  water  at  all. 

This  sample  which  I  now  show  you  is  a  hand-made  pipe  and 
was  laid  about  three  years  ago  in  a  ditch  to  drain  an  abandoned 
pond,  and  was  a  piece  of  condemned  pipe,  as  no  use  was  antici- 
pated for  it  after  the  pond  was  drained.  This  piece  of  pipe  would, 
when  put  in  the  ground,  absorb  at  least  a  gallon  of  water  to  the 
joint  of  pipe,  but  I  do  not  think  it  would  now  absorb  as  much  as 
a  half  a  glass  of  water  to  the  joint  of  pipe. 

Prior  to  November,  1911,  a  great  fight  was  made  in  Kansas 
City,  Mo.,  to  open  the  specifications  for  cement  pipe  for  sanitary 
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sewers  and  the  clay  pipe  interests  combed  the  country  for  infor- 
mation to  condemn  the  cement  pipe  products.  They  asked  me  for 
my  ideas  and  experience  along  this  line.  In  my  letter  to  them 
of  November  24,  1911, 1  explain  that  I  had  never  used  any  cement 
pipe  in  sanitary  sewers,  and  therefore  had  no  experience  along 
that  line,  but  that  it  was  giving  us  good  service  in  storm  sewer 
work.  And  further  "that  the  use  of  cement  pipe  for  sanitary 
sewer  work  was  a  matter  that  engineers  were  becoming  divided 
on,  so  far  as  I  could  inform  myself,  some  holding  that  cement 
pipe  cotdd  be  made  satisfactory  for  this  purpose,  while  others 
thought  not"  (at  which  time  I  was  wholly  considering  hand-made 
pipes).  Further  quoting  "It  strikes  me  that  cement  pipe  could 
be  probably  made  available  for  this  use,  but  the  principal  difficulty 
lies  in  the  fact  that  the  manufacturers  of  cement  pipe  are  liable 
to  take  too  many  chances,  and  the  pipe  is  liable  to  be  made  by 
small  and  irresponsible  contractors  located  all  over  the  country, 
without  any  reputation  to  be  maintained,  who  have  slight  knowl- 
edge of  the  work  they  are  doing,  and  no  knowledge  at  all  of  the 
chemistry  of  the  subject,  and  still  less  of  the  physical  properties 
of  the  cement."  Under  such  circumstances,  the  chances  are  not 
very  good  to  get  a  first  class  job  of  cement  pipe  such  as  would 
give  satisfaction  in  a  sanitary  sewer;  and  an  engineer  could  not 
afford  to  open  his  specifications  to  the  use  of  cement  pipe  under 
these  conditions. 

But,  gentlemen,  the  cement  pipe  industry  is  rapidly  undergo- 
ing a  change;  the  work  is  now  done  by  machinery,  by  which  the 
entire  pipe  is  now  mechanically  tamped  with  a  high  speed  tamper 
striking  400  blows  per  minute  of  90  pounds  each  on  every  inch  of 
material  in  the  mold.  The  material  can  be  handled  wetter  than 
by  hand;  the  pipe  are  uniform  in  density  and  texture  and  are  imme- 
diately transferred  from  the  molds  to  the  curing  room,  where  they 
are  kept  thoroughly  saturated  with  water  from  6  to  8  days.  The 
pipe  are  then  conveyed  to  the  yard,  where  they  remain  for  thirty 
days  before  shipment.  In  ten  days  these  pipe  are  practically 
water  proof  and  in  a  few  months  almost  wholly  so.  In  addition 
to  this  fact,  the  inner  surface  is  mechanically  troweled  and  glazed 
and  is  waterproof  from  the  start;  and  all  water  for  crystallization 
needed  after  the  pipe  are  in  the  ground  is  taken  from  the  outside, 
inward, — absorbed  from    the   surrounding  ground.     Such  pipe, 


CEMENT  PIPE  FOR  SANITARY  SEWERS  125 

well  made,  of  well  mixed  materials,  should  meet  the  approval  of 
the  engineering  fraternity. 

When  a  vitrified  pipe  is  specified,  certain  tests  only  are  required ; 
— that  when  broken,  it  shall  show  thorough  vitrification — ^this 
being  apparent  to  the  eye  of  the  inspector;  that  when  struck  by  a 
hammer,  a  clear  bell-like  ring  shall  be  emitted — ^being  apparent  to 
the  ear  of  the  inspector;  that  blisters,  etc.  shall  not  break  the 
glaze — all  simple  tests  made  on  the  ground  by  the  ordinary  inspec- 
tor, as  it  is  practically  impossible  to  investigate  the  various  clays 
and  the  internal  burning  under  the  glazed  surface. 

Cement  pipe  is  under  a  different  condition;  such  tests  as  are 
made  for  defects  by  the  inspector  on  the  ground  will  develop 
cracks  or  broken  bells.  The  mixture  of  the  materials  on  which 
the  true  value  of  the  pipe  depends,  namely  cement,  sand  and 
stone,  must  be  taken  care  of  by  factory  inspection. 

There  is  no  doubt  in  my  mind  that  cement  pipe  for  sanitary 
sewer  use  is  here  to  stay;  that  it  will  steadily  win  supporters; 
that  it  will  save  the  people  money;  that  he  who  stands  out  against 
it  will  eventually  be  required  to  revise  his  specifications  to  admit 
cement  pipe.  But  it  must  have  the  confidence  of  engineers  in 
and  to  its  manufacture. 

It  is  not  to  be  questioned  that  the  more  cement  there  is  used 
in  the  mixture,  the  stronger  will  be  the  pipe.  However,  in  the 
construction  of  pipe,  as  in  all  other  matters  of  engineering,  the 
commercial  aspect  must  be  kept  in  view,  and  the  best  engineering 
is  to  secure  the  correct  result  for  the  least  money. 

In  general,  my  view  of  the  matter  would  be  that  the  manufac- 
turers of  this  pipe  should  submit  to  this  body  a  complete  set  of 
their  specifications  for  all  classes  of  pipe,  and  that  this  body  of 
municipal  engineers  should  pass  on,  modify  and  adopt  specifica- 
tions for  the  construction  of  such  pipe  which  in  their  judgment 
will  meet  all  the  requirements;  and  also  to  further  suggest  such 
means  as  they  think  wise  to  secure  its  manufacture  in  exact 
accordance  therewith.  These  specifications  should  cover  the  pro- 
portion of  materials  used  for  various  sized  pipe,  the  mixing  of  the 
materials,  the  kind  of  cement  and  the  character  and  grading  of 
the  sand,  gravel,  chats,  etc.,  entering  into  its  composition. 

In  this  way,  by  working  with  the  manufacturer,  harmonious 
results  will  be  obtained  and  the  confidence  of  the  engineering  fra- 
ternity forthcoming. 
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Our  city  has  recently  approved  the  use  of  this  pipe  exclusively 
in  both  storm  and  sanitary  sewers.  A  factory  has  been  estab- 
lished in  our  city  and  we  have  no  fear  that  the  product  will  fall 
below  the  standard  set,  or  that  the  result  will  be  other  than  sat- 
isfactory. The  pay  roll  of  this  factory  runs  approximately  $2000 
per  month,  most  of  which  is  left  in  the  city  mstead  of  being  sent 
to  maintain  foreign  communities. 

The  exhibits  here  displayed  illustrating  the  construction  of 
this  pipe  should  satisfy  the  mind  of  any  engineer  as  to  the  per- 
manency and  perfection  of  the  work  done  in  this  line,  and  enable 
him  to  reach  an  unbiased  conclusion. 

DISCUSSION 

Mr.  Meriwether:  This  paper  states  that  machine  made  pipe 
could  be  made  denser  and  would  absorb  less  moisture  than  hand 
made.  I  have  had  experience  with  both,  and  I  differ  from  that 
statement.  I  think  if  concrete  is  made  dry,  or  comparatively  so, 
the  machine  tamped  will  be  denser  than  hand  tamped;  but  if 
the  concrete  is  wet,  I  believe  the  hand  made  will  be  denser  than 
the  machine  made.  At  Little  Rock  Mr.  Rankin  read  a  paper 
entitled  "Tests  on  Materials  for  Sewer  Inverts."  He  showed 
absorption  and  abrasion  tests  on  various  materials.  In  those  tests 
the  hand  made  wet  mixed  concrete  pipe  absorbed  5.1  per  cent 
moisture;  the  machine  made  comparatively  dry  mixed  pipe  ab- 
sorbed over  20  per  cent.  Some  vitrified  pipes  absorb  more  mois- 
ture than  hand  made  wet  mixed  concrete  pipe.  I  believe  the 
great  thing  in  this  question  of  effect  of  sanitary  sewage  on  con- 
crete is  to  get  it  dense.  The  denser  the  material  the  better  it 
will  resist  such  acids  as  you  would  probably  get  in  sewage  ur 
gases.  I  do  not  think  there  should  be  a  recommendation  as  to 
whether  hand  made  or  machine  made  is  the  better,  but  to  make 
tests  on  absorption,  have  certain  requirements  it  must  come  up 
to,  and  let  a  man  make  it  any  way  he  wants  to.  Havana  is  instal- 
ing  a  sewer  system,  the  largest  contract  ever  awarded  for  sewers 
in  the  world,  and  they  are  using  a  concrete  sewer  pipe,  hand  made 
or  made  by  machine,  for  both  sanitary  and  storm  water  purposes. 

As  to  the  action  of  sanitary  sewage  on  concrete,  the  sewage 
flowing  through  sewers  is  fresh  sewage  and  not  septic.    When 
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the  gases  are  developed  and  let  loose  is  when  the  concrete  is 
attacked.  That  action  takes  place  in  the  sewage  disposal  plant, 
where  the  sludge  and  solid  matter  all  goes  in,  and  the  putrefaction 
and  septic  action  takes  place.  The  majority  of  the  disposal 
plants  are  made  of  hand  made  concrete,  and  I  know  of  the  failure 
of  only  one  disposal  plant.  When  you  get  larger  than  42  inches, 
you  cannot  use  vitrified  pipes  for  sewers,  because  they  do  not  make 
them  bigger,  and  many  cities  do  not  use  them  that  large.  There 
is  more  cement  in  the  mortar  per  running  foot  of  SG-inch  brick 
sewers  than  there  is  in  36-inch  reinforced  concrete  pipe.  The 
cement  in  a  concrete  pipe  is  denser  than  the  mortar  between  the 
bricks  of  a  brick  sewer.  I  know  of  very  few  brick  sewers  that 
have  been  attacked  and  collapsed  from  the  sewage  eating  up  the 
mortar  in  the  joints,  but  if  it  will  eat  up  the  cement  in  the  pipe  it 
would  undoubtedly  eat  up  the  mortar  in  the  joints  of  brick  sewers. 
Concrete  pipe  has  many  advantages  over  brick.  A  48-inch 
concrete  pipe  will  give  you  the  same  flow  as  a  54-inch  brick  sewer. 
Another  thing,  the  pipe  is  smoother,  and  you  can  lay  it  on  a  flatter 
grade,  and  not  clean  it  so  often.  At  every  brick  there  is  some 
obstruction  and  friction,  but  these  obstructions  are  not  present 
in  concrete  pipe.  If  machine  made  pipe  comparatively  dry  is 
used,  I  think  the  pipe  should  be  kept  damp  and  immersed  in 
water.  Some  pipe  was  made  in  Florida  out  of  comparatively 
dry  mix.  It  was  take  out  of  the  mold  and  kept  moist  for  two 
weeks.  It  was  not  to  be  used  for  sanitary  sewers,  but  was  made 
to  go  around  piling  in  salt  water  to  protect  it  from  the  teredo. 
After  this  had  been  on  the  piles  for  three  months  it  disintegrated 
badly.  A  commission  was  appointed,  with  Mr.  James  H.  Fuertes 
of  New  York,  chairman,  and  he  said  that  the  pipe  was  not  given 
water  enough  in  the  curing,  and  suggested  that  the  pipe  be  taken 
out  of  the  mold  and  placed  in  the  bay  for  two  weeks  before  it 
was  used.  Pipe  made  in  this  manner  has  been  in  service  for  six 
\'ears  and  has  not  disintegrated. 

Mr.  Rankin:  The  chief  danger  is  that  the  cement  pipe  is  too 
easy  to  make.  Almost  anyone  can  buy  an  outfit  and  turn  out 
pipe  that  looks  nice,  but  the  question  as  to  whether  it  is  service- 
able or  not  is  another  matter.  We  have  used  considerable  con- 
crete pipe  and  had  good  satisfaction.    I  did  read  a  short  paper 
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on  experiments  I  made  on  the  abrasion  of  materials,  which  I 
repeated  the  following  year  with  some  results  that  showed  that 
good  mixed  concrete  stood  a  very  good  test,  as  compared  with 
brick,  better  than  ordinary  brick,  and  nearly  as  good  as  an  ordi- 
nary paving  brick.  On  the  strength  of  that  I  have  not  been  recom- 
mending since  then  lining  the  interior  of  sewers  with  paving  brick. 
At  the  same  time  I  made  another  experiment,  making  a  number  of 
briquetts  and  putting  them  in  sewers  to  find  out  what  efifect  the 
acid  had  on  the  cement.  I  made  four  sets  of  those  briquettes, 
one  set  was  put  in  the  water  in  the  laboratory  as  in  an  ordinary 
cement  test,  and  the  other  three  in  three  sewers  throughout  the 
city,  one  where  the  concentrated  sewage  from  domestic  uses  was 
heavy,  another  in  the  factory  districts  where  there  was  a  large 
amount  of  trade  waste,  and  the  third  in  another  factory  district 
where  most  of  the  sewage  came  from  the  tanneries.  I  had  the 
chemist  determine  the  character  of  the  sewage,  whether  alkali  or 
acid,  and  I  think  two  were  slightly  alkali  and  the  other  slightly 
acid.  This  chemical  test  was  made  both  before  and  after  the 
placing  of  the  briquettes.  They  were  left  there  for  six  months, 
and  strangely  enough,  when  broken,  the  three  sets  in  the  sewers 
broke  at  a  slightly  higher  rate  than  the  set  left  in  the  water,  which 
seemed  to  show  that  the  effect  of  sewage  on  cement  was  not  as 
bad  as  had  been  supposed. 

Mr.  Macallum:  After  Mr.  Rankin  read  that  paper  at  Little 
Rock  three  years  ago,  I  had  our  brick  sewers  examined,  and  I 
found  that  one  or  two  layers  of  brick  had  gone  out  of  the  bottom 
of  the  inverts.  Most  of  us  have  received  literature  on  clay  and 
tile  pipe,  and  I  have  been  curious  to  find  out  whether  there  existed 
a  place  where  there  were  acids  of  such  a  nature  as  to  eliminate 
the  concrete  in  pipes.  I  have  not  found  it  in  the  east  or  north; 
it  must  be  down  here.  In  a  number  of  sections  of  concrete  pipe 
described  in  the  engineering  journals  they  have  had  their  inverts 
laid  with  vitrified  pipe.  They  did  that  in  Toronto,  but  the  reason 
was  that  the  brickmakers  had  such  an  influence  that  they  insisted 
upon  it.  I  have  never  yet  seen  a  case  where  it  was  necessary  to 
line  a  large  sewer  with  brick,  and  in  sewers  I  have  built,  as  large 
as  6i  feet  in  diameter,  we  have  made  them  altogether  of  concrete. 
The  ordinary  tile  pipe  that  I  have  dug  up,  laid  14  feet  down. 


CEMENT  PIPE  FOR  SANITABT  SEWEBS  129 

have  invariably  been  split,  but  the  concrete  pipe  have  not  been 
split. 

I  made  some  concrete  pipe  in  the  winter  time,  which  may  be 
of  interest.  We  made  it  in  zero  weather,  reinforced,  in  4-foot 
sections  and  used  salamanders  inside  of  the  building  to  dry  it 
out.  It  dried  unevenly,  so  that  when  you  rolled  the  pipe  along  it 
would  disint^rate.  Some  broke  into  sections  in  the  sewer  on  the 
two  haunches  and  the  center  of  the  crown  and  the  invert,  making 
four  sections,  but  the  pipe  is  there  yet,  because  it  settled  in  plnce. 
We  then  put  in  some  coils  in  the  pipes,  and  used  burlap  over  the 
top  to  keep  the  steam  in  and  we  got  better  pipes.  But  I  should 
not  make  it  in  the  winter  time;  you  take  too  many  chances,  and 
there  are  too  many  possibilities  of  error,  and  only  in  cases  where 
you  are  compelled  to  build  the  pipe,  as  where  you  are  torn  up 
in  a  busy  section  and  must  get  the  pipes  in,  would  I  do  it. 

The  Secretary:  Mr.  Macallum  said  he  never  found  a  place 
where  the  add  has  eaten  out  the  cement  pipe.  We  are  indebted 
to  Mr.  Fort  for  the  only  instances  I  know  of,  and  those  were 
cases  in  the  city  of  Brooklyn.  The  city  of  Brooklyn  was  one  of 
the  first  in  the  country  to  lay  cement  pipe,  and  for  twenty-five 
years  i)erhaps  laid  nothing  but  cement  pipe  for  their  sanitary 
sewers.  The  practice  was  discontinued  as  a  monopoly  some  ten 
or  twelve  years  ago.  The  instances  he  referred  to  were  those  in 
which  the  acid  came  from  some  sort  of  a  chemical  institution, 
one  instance  being  below  a  brewery,  where  the  acid  was  supposed 
to  come  from  washing  out  the  old  beer  bottles  returned  for  refill- 
ing, and  in  that  case  it  had  eaten  out  100  feet  or  so  of  the  cement 
sewer.  Another  was  where  the  acid  from  some  manufactory  had 
gotten  into  the  sewer  and  had  eaten  it.  That,  of  course,  was  not 
legitimate  sewage. 

Mr.  Curlebs:  I  have  had  a  good  deal  of  experience  with 
cement  pipe,  both  in  making  and  investigating.  I  have  investi- 
gated nearly  every  large  city  in  the  United  States,  and  find  that 
concrete  pipe,  hand  made  out  of  natural  cement  or  imported 
English  cement,  was  in  use  more  generally  than  clay  pipe  about 
seventy-five  years  ago.  The  first  pipe  was  brought  to  this  country 
from  England,  known  as  Scotch  pipe.     It  was  imported  and  cost 
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a  great  deal,  and  they  broke  a  lot  of  it.  Many  cities  could  not 
afford  to  put  it  in,  and  therefore  they  made  hand  tamped  concrete 
pipes  for  their  sanitary  sewers.  Nearly  all  the  older  cities  of  the 
United  States  today,  cities  over  forty  years  old,  have  in  their 
sanitary  systems  concrete  pipes,  hand  made,  in  good  serviceable 
condition.  Many  times  it  is  forgotten.  Perhaps  some  of  you  do 
not  know  you  have  it  in  your  own  cities.  I  have  gone  over  the 
ground  thoroughly,  and  hunted  for  this  pipe  in  the  old  records, 
and  have  taken  photographs  of  it,  have  had  it  dug  up  in  many 
instances  and  had  it  examined,  and  found  its  condition.  It  is 
in  good  shape  and  the  acids  have  not  destroyed  it.  In  Detroit 
I  found  some.  I  went  to  the  city  engineer's  oflSce  and  he  told  me 
he  had  been  there  for  twelve  or  fourteen  years,  and  was  not  using 
concrete  pipe.  We  looked  up  the  old  records  and  found  that  this 
pipe  had  been  put  in  there  twenty-seven  years  before.  It  was 
4000  feet  long,  but  had  been  entirely  forgotten.  The  men  mak- 
ing connections  to  it  would  work  into  it  as  a  matter  of  course, 
but  as  far  as  the  city  records  were  concerned  it  was  forgotten. 
It  was  in  good  serviceable  condition,  and  is  that  way  now.  Con- 
crete pipe  was  made  and  laid  in  eastern  cities,  and  in  some  cities 
in  the  middle  west. 

Later  the  right  kind  of  clay  was  discovered,  and  machinery 
was  brought  over  from  Scotland  and  England,  and  they  started 
to  manufacture  clay  pipe.  They  could  make  it  cheaper  in  a  short 
time  than  they  could  make  concrete  pipe  by  hand,  and  it  took  pre- 
cedence. Twenty-five  years  ago  we  paid  $5.50  and  $7.00  a  barrel 
for  cement,  and  it  was  expensive,  and  it  was  not  as  good  cement 
as  that  we  now  get  for  SI. 50.  Now  we  can  make  a  good  uniform 
concrete  pipe  cheaper  than  they  can  make  clay  pipe,  because  we 
are  getting  uniform  cement  and  have  better  appliances  for  man- 
ufacturing it.  If  you  take  a  well  tamped  pipe  as  made  today  xmder 
the  right  specifications  and  inspect  it,  you  get  a  more  uniform, 
stronger  pipe  than  with  clay.  It  has  been  the  experience  of  cities 
that  they  are  saving  25  per  cent  on  their  systems  by  using  concrete 
pipes,  specif3dng  concrete  pipe  on  equal  terms  with  the  clay. 

We  had  in  operation  two  plants  where  the  cement  was  steam 
cured.  One  was  not  successful  and  was  taken  out.  The  other 
was  successful  and  we  are  putting  in  a  third  one  like  the  second. 
In  the  latter  we  are  running  steam  through  a  trough  of  water — 
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that  keeps  the  cement  wet.  We  put  the  pipe  in  a  room  thoroughly 
enclosed,  and  it  is  in  a  sweat  all  the  time  it  is  in  that  room.  I  do 
not  believe  in  taking  a  pipe  immediately  out  of  the  mold  and  plac- 
ing it  in  the  steam  room,  because  the  cement  has  not  had  time  to 
get  its  initial  set.  Therefore,  in  our  plant  where  we  have  to  use 
steam  on  account  of  the  cold  weather,  as  we  operate  all  the  year 
around,  we  have  them  place  the  pipe  on  the  floor  and  leave  it 
twenty-four  hours,  and  then  put  it  in  the  steam  room,  for  then 
you  get  the  initial  set  of  the  cement,  and  by  putting  it  in  the  steam 
room  after  the  twenty-four  hours  you  get  the  stone  setting  proc- 
ess and  help  it  along.  If  you  put  the  pipe  imftaiediately  in  the 
steam  you  would  immediately  start  the  stone  setting  process 
before  you  woiild  get  the  initial  set,  and  would  get  your  wagon 
before  your  horse.  We  are  having  good  success  with  the  method 
I  have  mentioned.  The  pipe  is  absolutely  uniform,  and  I  believe 
is  stronger  than  any  clay  pipe  of  any  diameter. 

Mr.  Meriwether:  I  do  not  quite  agree  about  the  steaming 
of  pipe.  In  Saskatoon,  Saskatchewan,  pipe  was  made  with  the 
thermometer  as  low  as  30°  below  zero,  and  immediately  the  form 
was  filled,  the  steam  jacket  was  put  around  the  pipe  in  the  same 
method  Mr.  Macallum  has  described,  and  the  pipe  was  steamed 
for  three  hours,  the  forms  removed  and  the  pipe  steamed  three 
days  until  it  was  thoroughly  cured.  Then  it  was  laid  in  a  trench 
with  40  feet  of  back  fill,  and  has  given  satisfaction.  Mr.  Rankin 
made  some  tests  on  steamed  pipes.  They  were  making  some 
with  the  steam  process  and  others  cold.  Mr.  Rankin  made  some 
briquettes  and  cured  some  in  the  regular  laboratory  method,  and 
the  other  briquette  he  put  in  the  molds  to  be  steamed  as  soon  as 
the  briquettes  were  made.    Perhaps  he  will  tell  about  it. 

Mr.  Rankin:  I  remember  the  circumstance  very  well,  and  as 
near  as  I  can  recollect  it  was  a  pretty  severe  test.  We  put  one 
set  of  briquettes  inside  of  the  pipe  that  was  being  steamed.  It 
was  in  the  winter.  The  laboratory  briquettes  were  put  on  the 
roof,  exposed  to  the  weather,  the  idea  being  they  would  there 
get  the  same  conditions  as  pipe  left  on  a  street.  I  think  we  made 
a  twenty-eight  day  test,  and  we  had  all  sorts  of  weather,  snow 
and  rain  and  warm  weather,  so  that  they  froze  and  thawed  several 
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times.  Just  what  the  results  were  I  cannot  tell,  but  there  was 
very  little  difference  between  the  briquettes  steamed  and  those 
not.  I  shall  be  glad  to  send  to  the  secretary  for  publication  this 
set  of  tests,  as  well  as  the  other  one  mentioned. 


TESTS  MADE  BY  E.   8.   RANKIN 


Test  to  determine  the  effect  of  steaming  on  the  strength  of  Portland  Cement. 
Samples  made  February  7,  t911. 


Edison  Cement 

1-8 

66 
129 

24  hour 
neat 

7  day 
neat 

500 
665 

28  day 
1-8 

Steamed 

299 

84 

142 

Unsteamed 

191 

Vulcanite  Cement 

95 
169 

Steamed 

Unsteamed 

384 
163 

669 
647 

253 
275 

The  unsteamed  briquettes  were  treated  in  the  same  manner  as  in  a  reg- 
ular laboratory  test. 

The  steamed  samples  were  put  in  the  steam  bath  in  the  molds  with 
iron  plates  on  top  and  bottom  immediately  on  being  made  and  left  for  one 
and  one-half  hours.  The  molds  were  then  removed  and  the  free  briquettes 
again  steamed  for  one-half  an  hour,  the  object  being  to  treat  them  as  nearly 
as  possible  like  the  pipe. 

The  seven  and  twenty-eight  day  samples  were  then  exposed  directly 
to  the  weather  and  during  the  28  days  the  temperature  varied  from  8  to 
58,  being  alternately  above  and  below  the  freezing  point  fourteen  times. 
Rain  fell  on  four  days  and  snow  on  two  days,  so  that  the  test  was  exception- 
ally severe. 

Effect  of  sewage  on  cement 

Four  sets  of  briquettes  were  made,  one  of  which  was  kept  in  water  and 
the  others  placed  in  three  different  sewers  designated  as  follows  for  six 
months : 

A.  Pure"  water. 

B.  Intercepting  sewer,  taking  sewage  from  about  one  third  of  the 
city,  residence  and  factory. 

C.  Tenth  ward  ditch  sewer,  factories  and  tanneries; 

D.  N.  J.  R.  R.  avenue  sewer,  factories, 
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AlkaUnlty  la  terniB  of  GaCo  i       Neat 


A.  Xeutral 819 

B.  0017  per  cent  beginning  of  test;  neutral  end  of  test.i  816 

C.  0031  per  cent  beginning  of  test;  0025  per  cent  end  ofi 

test I  936 

D.  0013  per  cent  beginning  of  test;  *  0016  per  cent  end  oft 

test 734 


1-2  Sand 

409 
412 

414 

443 


*  Acid  in  terms  of  Sulphuric  Acid. 

Mr.  Curless:  Mr.  Meriwether  makes  a  very  much  thicker 
pipe,  because  he  makes  a  larger  diameter,  and  therefore  he  could 
steam  his  pipe  immediately  more  successfully  than  if  it  had  a 
thinner  shell.  The  pipe  I  was  speaking  of  was  of  a  smaller  size, 
and  I  figured  the  best  result  was  in  not  steaming  them  until  the 
initial  set  had  taken  place.  The  shell  is  an  inch  thick,  while  with 
Mr.  Meriwether's  it  is  3  inches  or  4  inches  thick,  and  there  would 
be  less  action  from  the  direct  steam  on  it,  and  it  would  contain 
more  moisture  than  the  thin  shell. 

The  President:  What  is  the  difference  in  weight  between  your 
pipe  and  the  clay? 

Mr.  Curless:  Our  pipe  will  weigh  a  little  more  than  the 
clay.  Our  small  pipe  is  |-inch  and  the  clay  pipe  has  a  thinner 
shell.    Our  larger  pipe  will  run  about  the  same. 

Mr.  Meriwether  :  There  seems  to  be  a  wrong  impression  about 
steaming.  The  pipe  is  not  steamed  to  dry  it  out.  The  wet 
mixed  pipe  that  has  been  steamed  has  been  steamed  with  very  low 
pressure,  wet  steam.  As  a  matter  of  fact,  the  atmosphere  sur- 
rounding the  pipe  is  saturated  with  moisture  and  depositing  mois- 
ture, like  a  thick  fog  or  mist,  and  it  does  not  dry  out;  but  the 
high  temperature  accelerates  the  curing.  After  one  hour's  steam- 
ing the  pipe  would  be  thoroughly  set  and  wringing  wet. 

Mr.  Myers:  What  is  the  approximate  saving  in  cost  of  mater- 
ial of  cement  pipe  6  to  15  inches  in  diameter  against  the  cost  of 
the  same  sizes  of  vitrified  pipe?  We  have  found  it  economy  to 
put  in  concrete  pipe  less  than  12  inches  in  diameter. 
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Mr.  Curless:  If  you  will  write  to  Houston,  Texas,  and 
ask  them  the  difference  in  their  bids  received  last  Monday,  they 
will  give  you  this  information. 

Mr.  Whitley:  Listening  to  this  discussion  it  has  occurred  to 
me  that  one  of  the  important  factors  has  been  left  out  of  the  ques- 
tion of  cement  pipe,  especially  for  sanitary  sewers,  and  especially 
where  the  flow  would  be  light  and  the  gradient  small.  That  is 
the  thorough  inspection  and  classifying  of  sand.  The  sand  has 
been  the  cause  of  many  concrete  failures,  so  that  the  people  who 
are  manufacturing  this  pipe  would  have  to  be  careful  in  having 
tests  made  of  the  cement,  and  take  great  precaution  as  to  the 
kind  of  sand  they  are  using. 

Mr.  Curless:  With  us  the  sand  and  gravel  are  tested,  and  the 
aggregates  are  carefully  graded.  Before  it  is  accepted  the  sand 
is  tested  in  a  laboratory  test,  and  is  tested  and  graded  every  day 
by  the  man  in  charge  of  the  work. 

Mr.  Meriwether:  It  is  just  as  important  to  test  the  sand 
that  goes  into  the  concrete  pipe  as  it  is  to  test  the  cement.  In  the 
experience  we  have  had  it  has  been  more  important.  Some  con- 
crete was  manufactured  in  Canada  last  year  in  which  the  cement 
tested  absolutely  perfect,  and  the  pipe  would  not  set  up  at  all. 
The  sand  was  analyzed  and  found  to  contain  a  percentage  of 
vegetable  matter,  which  could  not  be  detected  in  the  sand  without 
analysis. 

Mr.  Parmley:  The  queistion  of  whether  concrete  pipe  is  good 
or  bad  depends  on  some  fundamentals  about  which  there  is  some 
division  of  opinion  among  engineers.  One  is  whether  it  shall  be 
dry  concrete  or  wet  or  "slush"  concrete.  The  dry  concrete  seems 
to  have  come  into  use  with  the  rise  of  the  building  block  industry, 
where  a  tamped  building  block  is  made  in  an  iron  mold  and 
removed  immediately.  About  the  same  time,  or  possibly  earlier, 
concrete  pipes  were  manufactured  in  California  for  irrigation  pur- 
poses where  some  so-called  drying  processes  were  used.  No  great 
attempt  was  made  to  produce  impervious  pipe,  the  main  thing 
being  to  get  a  suitable  pipe  for  irrigation  water  in  preference  to 


CEMENT  PIPE   FOR  SANITARY  SEWERS  135 

open  canals.  But  if  you  will  run  back  fifteen  years  to  tests 
which  have  been  made  on  concretes  of  various  kinds,  especially 
in  beams,  you  will  recall  that  a  sloppy  concrete  was  looked  upon 
with  disfavor.  That  opinion  was  persisted  in  in  the  Department 
of  the  United  States  £i^ineers,  and  until  comparatively  recently 
their  specifications  required  what  many  of  our  engineers  would 
say  was  too  dry  a  mixture.  I  have  seen  some  of  their  heavy 
foundation  work  where  I  think  more  water  should  have  been  used. 

There  are  two  ejctremes  in  regard  to  that  phase  of  the  matter; 
one  is  too  dry  a  concrete,  and  the  other  is  too  wet  a  concrete.  I 
recall  tests  made  fifteen  or  twenty  years  ago,  and  invariably  the 
concrete  beams  which  showed  the  highest  amount  of  resistance 
were  those  which  had,  not  a  sloppy  mixture,  but  a  mixture  you 
could  tamp.  Any  more  water  was  then  believed  a  detriment.  I 
do  not  believe  the  physical  laws  of  concrete  have  changed  in 
fifteen  years,  and  what  was  true  then  is  true  now.  On  the  other 
hand,  the  question  of  the  amount  of  water  used  is  controlled  largely 
by  circumstances.  If  you  have  building  work  where  it  is  impossi- 
ble to  get  the  thorough  tamping  that  you  can  get  in  the  laboratory, 
as  usually  occurs  in  the  foundations  of  buildings  and  the  build- 
ing of  thin  concrete  walls,  you  can  get  more  compact  concrete  by 
the  slush  method,  where  the  principal  part  of  the  settlement  is 
done  by  gravity.  Only  a  few  years  ago  one  of  my  friends,  a  prom- 
inent contractor  now,  made  an  innovation  in  railroad  practice  by 
building  railroad  abutments  with  wet  concrete.  Since  that  time 
the  prevailing  sentiment  has  swung  to  wet  concrete.  Concrete 
pipe  is  built  both  ways,  and  what  we  are  interested  in  is  to  get 
the  best  results.  If  you  have  conditions  which  make  it  practicable 
and  economical  to  secure  a  heavily  rammed  concrete  with  a  per- 
centage of  moisture  at  or  nearly  at  the  quaking  point  of  the  con- 
crete, you  will  get  denser  concrete  than  by  using  more  water.  I 
have  reduced  the  percentage  of  absorption  in  that  way  to  2  per 
cent,  whereas  by  the  slush  method  I  find  that  it  is  very  difficult 
to  bring  it  below  4  per  cent. 

As  to  the  question  of  the  acids  and  their  effect  upon  concrete 
pipe.  Some  few  years  ago  I  made  tests  in  some  outlet  sewers. 
There  happened  to  be  a  large  brick  sewer  within  a  little  distance 
from  The  American  Steel  and  Wire  Company^s  mill,  where  they 
discharge  a  large  amount  from  the  pickling  baths.     There  were 
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some  nails  used  in  the  sewer,  and  when  they  had  been  in  place 
about  a  year  the  heavy  spiking  was  completely  corroded  away, 
a  twenty  penny  spike  was  cut  off  at  the  line.  It  was  an  old  brick 
sewer  in  use  twenty-five  or  thirty  years,  but  there  was  no  visible 
effect  of  the  chemical  action  on  the  mortar  used.  If  concrete  is 
corroded  by  the  effect  of  these  acids,  the  mortar  would  have  been 
corroded,  because  they  are  the  same  material.  I  know  of  one 
metallurgical  establishment  that  is  using  muriatic  acid,  and  they 
use  it  up  to  10  per  cent,  and  are  now  using  concrete  baths  for 
their  processes. 

In  the  manufacture  of  concrete  pipe  the  thing  to  be  looked 
after  is  the  result,  and  if  one  manufacturer  gets  good  results  by 
one  method,  and  another  gets  equally  good  results  by  another 
method,  they  should  both  be  placed  on  the  same  basis.  Dense 
concrete  can  be  made  by  either  process,  and  some  methods  of 
manufacture  are  more  economically  carried  out  by  one  process, 
and  another  by  another  process,  and  no  hard  and  fast  line  should 
be  drawn.  If  the  sewage  cannot  percolate  into  the  concrete,  it 
cannot  destroy  it,  and  the  data  of  Mr.  Hughes'  paper  showed  the 
exceeding  rapidity  with  which  pipe  will  become  impervious.  I 
have  been  amazed  to  find  the  extreme  rapidity  with  which  con- 
crete will  cease  to  be  permeable  after  a  few  months  of  service.  I 
believe  concrete  pipe  is  thoroughly  practicable  and  reliable  both 
for  storm  and  sanitary  purposes. 


REPORT  BY  COMMITTEE  ON  TRAFFIC  ON  STREETS 

AND  ROADS 

Records  of  traffic  on  streets  are  of  great  importance  and  util- 
ity, as  is  known  to  all  engineers  connected  with  their  construction, 
maintenance  and  use.  The  quantity  and  weight  of  traffic  on  a 
street  or  road  has  generally  been  one  of  conjecture  and  not  based 
on  actual  count.  A  traffic  regarded  in  small  cities  as  numerous 
and  heavy,  is  light  traffic  in  larger  ones;  although  in  both  places 
it  passes  over  the  same  kind  of  pavement  and  is  under  other 
similar  conditions.  Although  the  engineers  of  the  Department  of 
Bridges  and  Roads  of  France,  who  have  charge  of  construction 
and  maintenance  of  streets  and  roads  of  that  country,  have  for 
fifty  years  recorded  traffic  and  reduced  it  to  the  quantity  per 
meter  of  width;  there  has  been  comparatively  little  done  in  other 
countries.  London,  Berlin  and  a  few  other  European  cities  have 
taken  some  records.  In  the  United  States  it  was  not  until  1885 
that  records  were  taken  on  a  few  streets  of  ten  cities;  more  for 
the  purpose  of  promoting  a  special  class  of  pavement,  then  little 
used,  than  to  determine  the  relation  of  quantity  of  traffic  to  wear, 
cost  of  maintenance  of  pavements  and  other  important  factors. 
Since  1900,  records  of  various  kinds  have  been  made  at  a  few 
places  in  several  cities,  as  the  importance  and  great  cost  of  pave- 
ment and  road  construction,  and  especially  maintenance,  have 
been  recognized. 

There  is,  as  yet,  no  standard  method  for  recording  and  compar- 
ing the  traffic  on  different  streets  of  a  city,  nor  traffic  on  streets 
of  one  city  with  those  of  another.  The  object  of  this  report  is  to 
suggest  a  imiform  method  of  recording,  analyzing  and  standard- 
izing quantity  and  weight  of  traffic  on  streets  and  roads,  and  for 
reducing  it  to  unit  bases  of  quantity  and  of  tons  per  yard  of  used 
traffic  width  of  roadway  per  day;  or  per  square  yard  of  used  road- 
way surface,  which  is  the  same  thing. 

It  is  wise  to  recall  the  two  legitimate  causes  of  wear  and  de- 
struction of  pavements.  They  are  traffic  and  weather,  separately 
and  combined.     In  some  cases  where  traffic  is  very  light  and 
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weather  severe,  weather  does  the  greater  damage.  In  other  cases 
where  traffic  exceeds  a  certain  minimum  (the  minimum  being 
diflferent  for  dififerent  kinds  of  pavements  and  roads)  the  traffic 
is  a  greater  function  of  wear  than  weather.  But  in  every  case 
traffic  must  be  considered.  Whether  or  not  a  pavement  has  been 
properly  constructed  with  durable  foundation  and  a  wearing  sur- 
face of  any  one  of  the  many  kinds  in  use  and  the  pavement  prop- 
erly maintained  or  not,  traffic  records  give  very  important  data 
on  which  to  base  the  selection  of  future  pavements,  to  estimate 
the  value  of  first  construction  and  the  cost  of  maintenance. 

Traffic  records  not  only  show  what  kinds  of  pavements  are 
most  economical  from  the  standpoint  of  durability  and  mainte- 
nance, but  also  show  the  approximate  cost  of  maintaining  the 
kinds  of  pavements  which  add  to  the  comfort  and  health  of  people 
using  them  or  living  near  them,  aside  from  the  factor  of  durability. 

Traffic  records  are  also  essential  to  handling  traffic  and  to 
effective  city  planning  and  administration.  They  show  how  to 
relieve  traffic  congestion  by  constructing  new  thoroughfares  and 
their  relations  to  old  ones;  what  streets  must  be  widened;  what 
streets  can  have  their  roadways  made  narrower  to  reduce  cost  of 
paving,  street  cleaning  and  for  beautifying  them  by  parkways 
and  otherwise. 

This  report  is  based  on  official  traffic  records  of  several 
European  and  American  cities,  made  at  various  intervals  during 
the  past  thirty-nine  years  and  on  other  documents;  supplemented 
by  personal  knowlege  of  many  of  the  streets  of  these  cities  and 
experience  in  making  actual  traffic  records. 

The  various  and  widely  divergent  analytical  records,  made  in 
the  past  few  years  at  a  few  points  in  the  United  States,  have  been 
consulted.  Most  of  these  records  have  failed  to  state  the  width 
of  the  streets  or  roads  and  are  defective  in  other  respects.  Many 
cannot  be  reduced  to  any  unit  basis  for  comparison  with  each 
other.  Many  have  unnecessarily  subdivided  the  vehicles  into  too 
many  kinds,  sizes,  etc.,  by  methods  which  are  complicated  and 
unnecessary  for  practical,  general  use. 

Traffic  records  should  be  based  on  a  simple,  accurate  method 
of  counting  and  recording  traffic  and  reducing  it  to  standard  units 
of  quantity  and  tonnage.  The  method  should  be  such  as  to  be 
quickly  understood  and  applied.  This  report  presents  such  method 
with  forms  for  practical  use. 
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The  period  during  which  traffic  should  be  counted  is  for  twelve 
eonsectutive  hours  from  7  a.m.  to  7  p.m.  and  during  six  consecu- 
tive or  other  different  week-days.  If  average  weather  and  what 
is  known  to  be  average  traffic  conditions  are  selected,  then  a  record 
for  only  three  consecutive  week-days  gives  valuable  information. 
No  traffic  should  be  counted  in  abnormal  seasons  of  snow  and 
ice,  nor  during  continuous  rainy,  very  cold  or  excessively  hot  days. 
The  forgoing  applies  to  all  cities.  Nevertheless,  local  special 
conditions  on  a  few  principal  thoroughfares  of  cities,  say  above 
500,000  inhabitants,  sometimes  require  records  of  traffic  during 
the  twenty-four  consecutive  hours  of  each  day  for  several  days. 
The  location  where  the  traffic  is  counted  must  be  at  or  near  the 
center  of  a  block  and  not  at  an  intersection  of  two  streets.  The 
traffic  is  that  which  passes  both  ways  along  the  street  or  road. 
It  can  be  counted  from  the  sidewalk  or  other  convenient  location; 
best  from  a  room  with  window  facing  the  street. 

In  order  to  determine  the  total  traffic  on  a  street  or  road  and 
so  tabulate  it  that  the  results  can  be  reduced  to  standard  bases, 
and  do  this  at  least  possible  expense  and  by  simplest  method, 
certain  items  or  factors  must  be  carefully  noted  as  shown  in  the 
accompanying  forms. 

The  general  classification  of  vehicle  traffic,  for  practical  results, 
is  as  follows:  First,  horse  vehicles;  subdivided  into  three  divisions; 
having  one  horse,  two  horses,  three  or  more  horses;  Second,  avio 
vehicles. 

The  vehicles  and  horses  must  both  be  considered  in  comput- 
ing the  weights,  etc.,  of  traffic  from  the  quantities  counted  and 
recorded.  This  is  because  they  both  occupy  space  on  a  roadway 
and  both  help  wear  and  injure  the  surface.  Experience  has  shown 
that  for  general  traffic  counting  and  the  reduction  of  the  quan- 
tities of  vehicles  to  tonnage  of  traffic,  the  average  weight  of  all 
vehicles  (empty  and  loaded)  drawn  by  one  horse  can  be  taken  as 
one  ton  of  2000  pounds;  by  two  horses  as  2  tons;  by  three  or  more 
horses  as  4  tons.  In  like  manner  the  average  of  all  auto-vehicles 
(loaded  and  empty)  for  transportation  of  persons  and  goods  can 
be  taken  as  If  tons.  All  bicycles  and  ridden  horses,  because  light 
and  very  few,  are  best  omitted  from  street  traffic  recording.  If 
ridden  horses  are  at  all  numerous  on  a  park,  suburban  or  country 
road,  they  are  best  recorded  and  estimated  as  one-horse  vehicles 


140  AMERICAN  SOCIETY  OF  MUNICIPAL  IMPROVEMENTS 

Unusual  subdivision  of  vehicles  into  sizes  and  kinds,  also  street 
cars  on  their  rails  and  other  data,  in  special  cases,  can  be  recorded 
on  separate  slips.  But  this  adds  greatly  to  the  difficulty  of 
recording  correctly  and  seldom  furnishes  any  needed  or  practical 
information  as  far  as  streets  themselves  are  concerned. 

The  forms  for  counting  and  recording  traffic,  hereto  attached, 
are  self-explanatory.  They  should  be  explained  and  distributed 
in  advance  to  the  traffic  observers  or  recorders. 

FORM   I.   TRAFFIC  RECORDING   SLIPS 

This  consists,  as  shown,  of  sets  of  four  cardboard  slips,  about 
9  by  2  inches,  fastened  together  at  the  end.  Twelve  sets  are 
needed.  One  set  is  used  for  each  hour.  But  if  traffic  is  very 
numerous,  one  or  more  extra  sets  can  be  used  for  one  hour.  Each 
set  is  marked  for  location  where  traffic  is  counted,  name  of  observer, 
date,  the  hour  represented  by  the  set  (as  7  a.m.  to  8  a.m.,  etc.). 
There  must  be  at  least  two  observers  for  each  location,  to  relieve 
each  other  at  the  end  of  each  hour  or  two  hours,  because  one 
recorder  cannot  work  accurately  for  a  longer  period.  An  ordinary 
conductor's  punch  is  needed  and  a  hole  is  punched  in  a  slip  for 
each  vehicle  passing  in  either  direction  along  the  street  in  front 
of  the  recorder.  One-horse  vehicles  are  punched  in  the  white 
cardboard;  two-horse  in  the  yellow;  three  and  more  horse  vehicles 
in  the  red;  all  auto  vehicles  are  punched  in  the  blue  slips.  The 
number  of  holes  in  each  are  not  counted  until  after  a  recorder 
stops  observing  the  traffic.  He  can  count  the  holes  when  relieved 
by  the  other  recorder  or  at  the  close  of  the  day^s  work.  On 
counting  he  should  write  on  each  slip  the  total  number  of  holes 
in  it. 

FORM  II.  ONE  DAY  TRAFFIC  RECORD 

This  consists,  as  shown,  of  a  consolidated  record  of  the  quantity 
of  traffic  during  each  of  the  twelve  hours  from  7  a.m.  to  7  p.m., 
with  totals  and  reductions  to  unit  bases.  It  gives  details  of  name 
of  city,  width  of  roadway,  effective  width  used  by  traffic  (which 
averages  J  yard  less  on  each  side  or  1  yard  less  than  the  tuU  width 
between  curbs  or  edges  of  the  street).  The  kind  and  quality  of 
pavements;  the  weather  and  other  needed  facts  are  shown.  This 
form  reduces  the  one  day's  traffic  to  standard  units  which  are 
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the  total  vehicles  and  total  tons  of  traflSe  on  the  whole  street; 
also  per  yard  of  eflfective  width  of  the  street.  This  is  the  equiva- 
lent of  number  of  vehicles  and  tons  per  square  yard  of  used  road- 
way surface. 

FORM  in.  CONSOLIDATED  TRAFFIC  RECORD 

This  form,  as  shown,  is  compiled  from  records  on  several  Forms 
II.  It  consists  of  a  condensed  statement  covering  the  six  or  other 
number  of  day's  traffic.  It  shows  the  data  day  by  day  together 
with  the  final  totals  and  the  averages  per  day.  These  totals  are 
reduced  to  tons  to  the  standard  unit  of  yard  of  eflfective  width 
(square  yard)  of  roadway  surface  subjected  to  the  traffic.  These 
are  the  true  bases  for  comparing  the  traffic  of  one  street  with 
another  and  for  establishing  the  relation  of  diflferent  amounts  of 
traffic  to  wear  on  pavements,  cost  of  maintenance  and  for  many 
other  useful  purposes. 

Traffic  records  are  seldom  needed  annually;  but  at  longer  inter- 
vals up  to  once  in  five  years  or  according  to  local  changes  of  traffic 
conditions  and  other  necessities  in  cities,  counties  or  states. 

In  connection  with  the  foregoing  description  of  how  traffic  can 
be  simply  and  accurately  recorded  and  reduced  to  standards  of 
quantity  and  of  tons  per  yard  width  of  roadway,  the  following 
actual  records  of  traffic  in  various  representative  cities  and  on  a 
few  suburban  and  country  roads,  will  aid  in  establishing  a  basis 
showing  the  various  degrees  of  intensity  of  traffic:  First,  very 
light;  second,  light;  third,  moderate;  fourth,  heavy;  fifth,  very 
heavy;  sixth,  extra  heavy. 

These  quantities  are  compiled  and  computed  from  old  official 
and  later  traffic  records  and  are  excellent  illustrations  of  quantities, 
tonnage  and  degrees  of  intensity  of  traffic  per  yard  of  eflfective 
width  of  used  roadways.  In  many  cases  the  records  were  made 
in  such  diflferent  ways  and  without  proper  classification  of  vehicles, 
that  the  data,  in  such  cases,  was  not  sufficient  to  supply  the 
omissions,  indicated  in  the  table  by  (x).  The  traffic  is  the  average 
of  several  days  of  twelve  hours  from  7  a.m.  to  7  p.m.  or,  in  a 
very  few  cases,  a  close  approximation. 

As  soon  as  cities,  counties  and  states  have  recorded,  tabulated 
and  reduced  the  traffic  on  their  roadways,  on  the  standard  bases 
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and  units  set  forth  in  this  report,  then  they  will  have  accumulated 
very  valuable  data  for  comparing  the  results  between  the  streets 
and  roads  of  the  same  and  other  places.  This  information  will 
be  of  much  assistance  thereafter  in  economically  and  efficiently 
solving  all  problems  connected  with  the  construction  and  use  of 
all  arteries  of  public  travel  and  transportation,  used  by  horse  and 
auto  vehicles. 

James  W.  Howard,  Chairman , 
Isaac  Van  Trump, 
C.  G.  Anderson. 

DISCUSSION 

Mr.  Warren:  It  is  a  matter  of  great  importance,  not  only  to 
take  the  traffic  records,  but  to  take  them  on  some  uniformly  stand- 
ardized basis.  The  few  traffic  records  we  have  are  generally 
taken  by  the  engineer  or  contractor  on  some  form  he  may  have 
in  his  mind,  and  which  provides  no  uniform  basis  of  comparison 
of  one  street  with  another,  or  the  streets  of  one  city  with  the 
streets  in  another.  I  have  here  a  form  that  has  been  adopted 
in  connection  with  the  different  organizations  I  have  been  inter- 
ested in  from  time  to  time  the  last  twenty-five  years,  which  we 
think  is  very  good.  There  is  such  a  thing  as  going  too  much 
into  particulars.  If  there  is  any  criticism  of  Mr.  Howard^s  form 
it  is  along  that  line.  As  the  paper  point  out,  it  is  important  to 
take  the  record  at  uniform  hours  of  the  day.  For  ordinary  obser- 
vation, a  record  of  twelve  hours,  seven  in  the  morning  to  seven 
in  the  evening,  takes  the  great  bulk  of  the  traffic  during  the  day, 
and  provides  a  fair  basis  for  comparison.  This  form  I  will  leave 
with  the  secretary.  I  think  it  has  an  advantage  over  some  of 
the  forms  suggested,  in  that  it  is  a  little  more  simple.  It  is  difficult 
on  a  heavy  traffic  street  to  take  the  record  and  sub-divide  it  as 
much  as  it  is  sub-divided  there.  This  is  a  subject  that  municipal 
officials  and  people  interested  in  street  matters  should  take  up, 
and  the  records  should  be  taken  systematically  and  on  some  uni- 
form standard  form. 
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REPORT  OF  RECORD  OF  TRAFFIC 


From  7  a.m.  to  7  p.m 

City Population 

<  -  f  between and 

l^  Avenue  J 

Width  of  street feet.  Number  of  street  car  tracln 

Street  now  paved  with Buatneas  or  residence? 

Is  traffic  Ukely  to  materially  Increase  If  smooth  pavement  Is  laid? 

Is  street  a  thoroughfare  or  likely  to  become  one  M  smooth  pavement  Is  latdT 

Are  adjacent  parallel  streets  Improved? If  so,  state  kind  of  pavement  and  condition.... 


Number  of      i       Number  of 
vehicles         I  tons 


Pleasixre  vehicles,  estimated  at  i  ton  each 

One-hone  trucks.  Ucht.         "         "    1    *'      "   . 


"      «  "        loaded.      "         «    2    "       "   ' 


Two-horse     "        light,         "  "  1*  " 

k)aded,      "  "  3}  «  " 

Extra  heavily  loaded  trucks.  **  5    "  " 

Automobiles,  light.  "  1    "  " 

heavy,  "  2    "  " 


I. 

M 


Totals 


Tons  per  foot  In  width  of  roadway  between  curbs 

"       "       "         "     "       "      less  width  of  tracks 

Signed. 


The  President:  We  are  glad  to  have  this  report  and  the 
remarks  from  Mr.  Warren,  because  this  has  not  been  gone  into 
as  thoroughly  by  engineers  and  municipal  officials  as  it  should  be. 
We  should  begin  to  look  towards  standardizing  this  matter  of 
street  traffic  censuses. 

Mr.  Hallock:  Thoroughy  agreeing  with  Mr.  Warren  on  some 
of  his  statements,  I  disagree  with  him  as  to  his  form.  I  used  it 
for  some  time,  and  the  complaint  was  made  that  his  form  was  too 
complex — that  on  a  heavy  traffic  street  it  was  impossible  to  make 
a  definite  record.  We  doubled  the  number  of  recorders,  placed 
them  on  opposite  sides  of  the  street,  but  they  could  not  check. 
Mr.  Howard  uses  but  four  sub-divisions,  while  Mr.  Warren  makes 
a  division  between  light  and  loaded,  etc.,  and  he  classifies  them 
so  that  the  recorders  have  a  great  deal  of  trouble  with  them.  I 
found  they  were  losing  sight  of  the  number  of  horses  on  the  wagons. 
On  wagons  with  high  sides,  they  were  in  doubt  whether  they  were 
loaded  or  empty.  I  think  Mr.  Howard's  division  is  better.  Mr. 
Warren  also  provides  for  some  information  not  of  great  interest  to 
the  engineer,  but  of  interest  to  the  contractor  who  desires  to 
repave  a  street,  and  it  complicates  the  record  in  some  degree. 
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the  total  vehicles  and  total  tons  of  traffic  on  the  whole  street; 
also  per  yard  of  effective  width  of  the  street.  This  is  the  equiva- 
lent of  number  of  vehicles  and  tons  per  square  yard  of  used  road- 
way surface. 

FORM  III.  CONSOLIDATED  TRAFFIC  RECORD 

This  form,  as  shown,  is  compiled  from  records  on  several  Forms 
II.  It  consists  of  a  condensed  statement  covering  the  six  or  other 
number  of  day's  traffic.  It  shows  the  data  day  by  day  together 
with  the  final  totals  and  the  averages  per  day.  These  totals  are 
reduced  to  tons  to  the  standard  unit  of  yard  of  effective  width 
(square  yard)  of  roadway  surface  subjected  to  the  traffic.  These 
are  the  true  bases  for  comparing  the  traffic  of  one  street  with 
another  and  for  establishing  the  relation  of  different  amoimts  of 
traffic  to  wear  on  pavements,  cost  of  maintenance  and  for  many 
other  useful  purposes. 

Traffic  records  are  seldom  needed  annually;  but  at  longer  inter- 
vals up  to  once  in  five  years  or  according  to  local  changes  of  traffic 
conditions  and  other  necessities  in  cities,  counties  or  states. 

In  connection  with  the  foregoing  description  of  how  traffic  can 
be  simply  and  accurately  recorded  and  reduced  to  standards  of 
quantity  and  of  tons  per  yard  width  of  roadway,  the  following 
actual  records  of  traffic  in  various  representative  cities  and  on  a 
few  suburban  and  country  roads,  will  aid  in  establishing  a  basis 
showing  the  various  degrees  of  intensity  of  traffic:  First,  very 
light;  second,  light;  third,  moderate;  fourth,  heavy;  fifth,  very 
heavy;  sixth,  extra  heavy. 

These  quantities  are  compiled  and  computed  from  old  official 
and  later  traffic  records  and  are  excellent  illustrations  of  quantities, 
tonnage  and  degrees  of  intensity  of  traffic  per  yard  of  effective 
width  of  used  roadways.  In  many  cases  the  records  were  made 
in  such  different  ways  and  without  proper  classification  of  vehicles, 
that  the  data,  in  such  cases,  was  not  sufficient  to  supply  the 
omissions,  indicated  in  the  table  by  (x).  The  traffic  is  the  average 
of  several  days  of  twelve  hours  from  7  a.m.  to  7  p.m.  or,  in  a 
very  few  cases,  a  close  approximation. 

As  soon  as  cities,  counties  and  states  have  recorded,  tabulated 
and  reduced  the  traffic  on  their  roadways,  on  the  standard  bases 
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and  units  set  forth  in  this  report,  then  they  will  have  accumulated 
very  valuable  data  for  comparing  the  results  between  the  streets 
and  roads  of  the  same  and  other  places.  This  information  will 
be  of  much  assistance  thereafter  in  economically  and  eflBciently 
solving  all  problems  connected  with  the  construction  and  use  of 
all  arteries  of  public  travel  and  transportation,  used  by  horse  and 
auto  vehicles. 

James  W.  Howard,  Chairmariy 
Isaac  Van  Trump, 
C.  G.  Anderson. 

DISCUSSION 

Mr.  Warren:  It  is  a  matter  of  great  imiwrtance,  not  only  to 
take  the  traffic  records,  but  to  take  them  on  some  uniformly  stand- 
ardized basis.  The  few  traffic  records  we  have  are  generally 
taken  by  the  engineer  or  contractor  on  some  form  he  may  have 
in  his  mind,  and  which  provides  no  uniform  basis  of  comparison 
of  one  street  with  another,  or  the  streets  of  one  city  with  the 
streets  in  another.  I  have  here  a  form  that  has  been  adopted 
in  connection  with  the  different  organizations  I  have  been  inter- 
ested in  from  time  to  time  the  last  twenty-five  years,  which  we 
think  is  very  good.  There  is  such  a  thing  as  going  too  much 
into  particulars.  If  there  is  any  criticism  of  Mr.  Howard's  form 
it  is  along  that  line.  As  the  paper  point  out,  it  is  important  to 
take  the  record  at  uniform  hours  of  the  day.  For  ordinary  obser- 
vation, a  record  of  twelve  hours,  seven  in  the  morning  to  seven 
in  the  evening,  takes  the  great  bulk  of  the  traffic  during  the  day, 
and  provides  a  fair  basis  for  comparison.  This  form  I  will  leave 
with  the  secretary.  I  think  it  has  an  advantage  over  some  of 
the  forms  suggested,  in  that  it  is  a  little  more  simple.  It  is  difficult 
on  a  heavy  traffic  street  to  take  the  record  and  sub-divide  it  as 
much  as  it  is  sub-divided  there.  This  is  a  subject  that  mimicipal 
officials  and  people  interested  in  street  matters  should  take  up, 
and  the  records  should  be  taken  systematically  and  on  some  uni- 
form standard  form. 
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REPORT  OF  RECORD  OF  TRAFFIC 


From  7  a.m.  to  7  p.m., 

City Population 

{.  f  between and 

AvenueJ 

Width  of  street feet.  Number  of  Btreet  car  traoka 

Street  now  paved  with BualnesB  or  residence?...., 

Is  traflfic  likely  to  materially  Increase  If  smooth  pavement  Is  laid? 

Is  street  a  thoroughfare  or  likely  to  become  one  It  smooth  pavement  Is  laid? 

Are  adjacent  parallel  streets  Improved? If  so,  state  kind  of  pavement  and  condition. 


Number  of      |      Number  of 
vehicles  tons 


Pleasure  vehicles,  estimated  at  i  ton  each 

One-horee  trucks,  light,         "  «  i    «      «   

"     «           "        loaded,      "  "  2    "      "   

Two-horse     "        light,         "  "  1 J  "      "  

loaded.      "  "  3*  "      "  

Extra  bsavUy  loaded  trucks.  "  5    "      "  

AutomobUes,  light.  "  1    "       "   

heav>'.  "  2    "       "  

Totals 


Tons  per  foot  In  width  of  roadway  between  curbs. 
"       "       "         "     "       "      lees  width  of  tracks. 


Signed. 


The  President:  We  are  glad  to  have  this  report  and  the 
remarks  from  Mr.  Warren,  because  this  has  not  been  gone  into 
as  thoroughly  by  engineers  and  municipal  officials  as  it  should  be. 
We  should  begin  to  look  towards  standardizing  this  matter  of 
street  traffic  censuses. 

Mr.  Hallock:  Thoroughy  agreeing  with  Mr.  Warren  on  some 
of  his  statements,  I  disagree  with  him  as  to  his  form.  I  used  it 
for  some  time,  and  the  complaint  was  made  that  his  form  was  too 
complex — that  on  a  heavy  traffic  street  it  was  impossible  to  make 
a  definite  record.  We  doubled  the  number  of  recorders,  placed 
them  on  opposite  sides  of  the  street,  but  they  could  not  check. 
Mr.  Howard  uses  but  four  sub-divisions,  while  Mr.  Warren  makes 
a  division  between  light  and  loaded,  etc.,  and  he  classifies  them 
so  that  the  recorders  have  a  great  deal  of  trouble  with  them.  I 
found  they  were  losing  sight  of  the  number  of  horses  on  the  wagons. 
On  wagons  with  high  sides,  they  were  in  doubt  whether  they  were 
loaded  or  empty.  I  think  Mr.  Howard's  division  is  better.  Mr. 
Warren  also  provides  for  some  information  not  of  great  interest  to 
the  engineer,  but  of  interest  to  the  contractor  who  desires  to 
repave  a  street,  and  it  complicates  the  record  in  some  degree. 
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the  total  vehicles  and  total  tons  of  traffic  on  the  whole  street; 
also  per  yard  of  effective  width  of  the  street.  This  is  the  equiva- 
lent of  number  of  vehicles  and  tons  per  square  yard  of  used  road- 
way surface. 

FORM  III.  CONSOLIDATED  TRAFFIC  RECORD 

This  form,  as  shown,  is  compiled  from  records  on  several  Forms 
II.  It  consists  of  a  condensed  statement  covering  the  six  or  other 
number  of  day's  traffic.  It  shows  the  data  day  by  day  together 
with  the  final  totals  and  the  averages  per  day.  These  totals  are 
reduced  to  tons  to  the  standard  unit  of  yard  of  effective  width 
(square  yard)  of  roadway  surface  subjected  to  the  trafiic.  These 
are  the  true  bases  for  comparing  the  traffic  of  one  street  with 
another  and  for  establishing  the  relation  of  different  amounts  of 
traffic  to  wear  on  pavements,  cost  of  maintenance  and  for  many 
other  useful  purposes. 

Traffic  records  are  seldom  needed  annually;  but  at  longer  inter- 
vals up  to  once  in  five  years  or  according  to  local  changes  of  traffic 
conditions  and  other  necessities  in  cities,  counties  or  states. 

In  connection  with  the  foregoing  description  of  how  traffic  can 
be  simply  and  accurately  recorded  and  reduced  to  standards  of 
quantity  and  of  tons  per  yard  width  of  roadway,  the  following 
actual  records  of  traffic  in  various  representative  cities  and  on  a 
few  suburban  and  country  roads,  will  aid  in  establishing  a  basis 
showing  the  various  degrees  of  intensity  of  traffic:  First,  very 
light;  second,  light;  third,  moderate;  fourth,  heavy;  fifth,  very 
heavy;  sixth,  extra  heavy. 

These  quantities  are  compiled  and  computed  from  old  official 
and  later  traffic  records  and  are  excellent  illustrations  of  quantities, 
tonnage  and  degrees  of  intensity  of  traffic  per  yard  of  effective 
width  of  used  roadways.  In  many  cases  the  records  were  made 
in  such  different  ways  and  without  proper  classification  of  vehicles, 
that  the  data,  in  such  cases,  was  not  sufficient  to  supply  the 
omissions,  indicated  in  the  table  by  (x).  The  traffic  is  the  average 
of  several  days  of  twelve  hours  from  7  a.m.  to  7  p.m.  or,  in  a 
very  few  cases,  a  close  approximation. 

As  soon  as  cities,  counties  and  states  have  recorded,  tabulated 
and  reduced  the  traffic  on  their  roadways,  on  the  standard  bases 
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the  total  vehicles  and  total  tons  of  traffic  on  the  whole  street; 
also  per  yard  of  eflfective  width  of  the  street.  This  is  the  equiva- 
lent of  number  of  vehicles  and  tons  per  square  yard  of  used  road- 
way surface. 

FORM  III.  CONSOLIDATED  TRAFFIC  RECORD 

This  form,  as  shown,  is  compiled  from  records  on  several  Forms 
II.  It  consists  of  a  condensed  statement  covering  the  six  or  other 
number  of  day's  traffic.  It  shows  the  data  day  by  day  together 
with  the  final  totals  and  the  averages  per  day.  These  totals  are 
reduced  to  tons  to  the  standard  unit  of  yard  of  effective  width 
(square  yard)  of  roadway  surface  subjected  to  the  traffic.  These 
are  the  true  bases  for  comparing  the  traffic  of  one  street  with 
another  and  for  establishing  the  relation  of  different  amounts  of 
traffic  to  wear  on  pavements,  cost  of  maintenance  and  for  many 
other  useful  purposes. 

Traffic  records  are  seldom  needed  annually;  but  at  longer  inter- 
vals up  to  once  in  five  years  or  according  to  local  changes  of  traffic 
conditions  and  other  necessities  in  cities,  counties  or  states. 

In  connection  with  the  foregoing  description  of  how  traffic  can 
be  simply  and  accurately  recorded  and  reduced  to  standards  of 
quantity  and  of  tons  per  yard  width  of  roadway,  the  following 
actual  records  of  traffic  in  various  representative  cities  and  on  a 
few  suburban  and  country  roads,  will  aid  in  establishing  a  basis 
showing  the  various  degrees  of  intensity  of  traffic:  First,  very 
light;  second,  light;  third,  moderate;  fourth,  heavy;  fifth,  very 
heavy;  sixth,  extra  heavy. 

These  quantities  are  compiled  and  computed  from  old  official 
and  later  traffic  records  and  are  excellent  illustrations  of  quantities, 
tonnage  and  degrees  of  intensity  of  traffic  per  yard  of  effective 
width  of  used  roadways.  In  many  cases  the  records  were  made 
in  such  different  ways  and  without  proper  classification  of  vehicles, 
that  the  data,  in  such  cases,  was  not  sufficient  to  supply  the 
omissions,  indicated  in  the  table  by  (x).  The  traffic  is  the  average 
of  several  days  of  twelve  hours  from  7  a.m.  to  7  p.m.  or,  in  a 
very  few  cases,  a  close  approximation. 

As  soon  as  cities,  counties  and  states  have  recorded,  tabulated 
and  reduced  the  traffic  on  their  roadways,  on  the  standard  bases 
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and  units  set  forth  in  this  report,  then  they  will  have  accumulated 
very  valuable  data  for  comparing  the  results  between  the  streets, 
a;nd  roads  of  the  same  and  other  places.  This  information  will 
be  of  much  assistance  thereafter  in  economically  and  efficiently 
solving  all  problems  connected  with  the  construction  and  use  of 
all  arteries  of  public  travel  and  transportation,  used  by  horse  and 
auto  vehicles. 

James  W.  Howard,  Otairman, 
Isaac  Van  Trump, 
C.  G.  Anderson. 

DISCUSSION 

Mr.  Warren:  It  is  a  matter  of  great  importance,  not  only  to 
take  the  traffic  records,  but  to  take  them  on  some  uniformly  stand- 
ardized basis.  The  few  traffic  records  we  have  are  generally 
taken  by  the  engineer  or  contractor  on  some  form  he  may  have 
in  his  mind,  and  which  provides  no  uniform  basis  of  comparison 
of  one  street  with  another,  or  the  streets  of  one  city  with  the 
streets  in  another.  I  have  here  a  form  that  has  been  adopted 
in  connection  with  the  different  organizations  I  have  been  inter- 
ested in  from  time  to  time  the  last  twenty-five  years,  which  we 
think  is  very  good.  There  is  such  a  thing  as  going  too  much 
into  particulars.  If  there  is  any  criticism  of  Mr.  Howard^s  form 
it  is  along  that  line.  As  the  paper  point  out,  it  is  important  to 
take  the  record  at  uniform  hours  of  the  day.  For  ordinary  obser- 
vation, a  record  of  twelve  hours,  seven  in  the  morning  to  seven 
in  the  evening,  takes  the  great  bulk  of  the  traffic  during  the  day, 
and  provides  a  fair  basis  for  comparison.  This  form  I  will  leave 
with  the  secretary.  I  think  it  has  an  advantage  over  some  of 
the  forms  suggested,  in  that  it  is  a  little  more  simple.  It  is  difficult 
on  a  heavy  traffic  street  to  take  the  record  and  sub-divide  it  as 
much  as  it  is  sub-divided  there.  This  is  a  subject  that  municipal 
officials  and  people  interested  in  street  matters  should  take  up, 
and  the  records  should  be  taken  systematically  and  on  some  uni- 
form standard  form. 
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REPORT  OF  RECORD  OF  TRAFFIC 


.and.. 


From  7  a.m.  to  7  p.m. 
City Population 

I  .  }  between 

l^  A  venue  J 

Width  of  street feet.  Number  of  street  car  trackn 

Street  now  paved  with Business  or  residence? 

Is  traffic  llkdy  to  materially  increase  If  smooth  pavement  Is  laid? 

Is  street  a  thoroughfare  or  likely  to  become  one  it  smooth  pavement  Is  laid? 

Are  adjacent  parallel  streets  Improved? If  so,  state  kind  of  pavement  and  condition.... 


Pleasure  vehicles. 


estimated  at  i  ton  each 


One-horse  trucks,  light, 

"     •*  "        loaded. 

Two-horae     "        light. 

kiaded. 
Extra  heavily  loaded  trucks. 
Automobiles,  light, 
"  heavy. 


M 

<i 

u 

M 
U 


1        " 

2    " 

1*  " 
3i  " 
5    " 

1  « 

2  " 


M 
If 
It 
« 
it 
tl 
It 


Numbor  of 
vehicles 

Number  of 
tons 

L    



1                                                   , 

1          

1 

1 

Totals 

Tons  per  foot  in  width  of  roadway  between  curbs. 
"       *•       «         «      "       "      less  width  of  tracks. 


Signed. 


The  President:  We  are  glad  to  have  this  report  and  the 
remarks  from  Mr.  Warren,  because  this  has  not  been  gone  into 
as  thoroughly  by  engineers  and  municipal  officials  as  it  should  be. 
We  should  begin  to  look  towards  standardizing  this  matter  of 
street  traffic  censuses. 

Mr.  Hallock:  Thoroughy  agreeing  with  Mr.  Warren  on  some 
of  his  statements,  I  disagree  with  him  as  to  his  form.  I  used  it 
for  some  time,  and  the  complaint  was  made  that  his  form  was  too 
complex — that  on  a  heavy  traffic  street  it  was  impossible  to  make 
a  definite  record.  We  doubled  the  number  of  recorders,  placed 
them  on  opposite  sides  of  the  street,  but  they  could  not  check. 
Mr.  Howard  uses  but  four  sub-divisions,  while  Mr.  Warren  makes 
a  division  between  light  and  loaded,  etc.,  and  he  classifies  them 
so  that  the  recorders  have  a  great  deal  of  trouble  with  them.  I 
found  they  were  losing  sight  of  the  number  of  horses  on  the  wagons. 
On  wagons  with  high  sides,  they  were  in  doubt  whether  they  were 
loaded  or  empty.  I  think  Mr.  Howard's  division  is  better.  Mr. 
Warren  also  provides  for  some  information  not  of  great  interest  to 
the  engineer,  but  of  interest  to  the  contractor  who  desires  to 
repave  a  street,  and  it  complicates  the  record  in  some  degree. 
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the  total  vehicles  and  total  tons  of  traffic  on  the  whole  street; 
also  per  yard  of  effective  width  of  the  street.  This  is  the  equiva- 
lent of  number  of  vehicles  and  tons  per  square  yard  of  used  road- 
way surface. 

FORM  III.  CONSOLIDATED  TRAFFIC  RECORD 

This  form,  as  shown,  is  compiled  from  records  on  several  Forms 
II.  It  consists  of  a  condensed  statement  covering  the  six  or  other 
number  of  day's  traffic.  It  shows  the  data  day  by  day  together 
with  the  final  totals  and  the  averages  per  day.  These  totals  are 
reduced  to  tons  to  the  standard  unit  of  yard  of  effective  width 
(square  yard)  of  roadway  surface  subjected  to  the  traffic.  These 
are  the  true  bases  for  comparing  the  traffic  of  one  street  with 
another  and  for  establishing  the  relation  of  different  amounts  of 
traffic  to  wear  on  pavements,  cost  of  maintenance  and  for  many 
other  useful  purposes. 

Traffic  records  are  seldom  needed  annually;  but  at  longer  inter- 
vals up  to  once  in  five  years  or  according  to  local  changes  of  traffic 
conditions  and  other  necessities  in  cities,  counties  or  states. 

In  connection  with  the  foregoing  description  of  how  traffic  can 
be  simply  and  accurately  recorded  and  reduced  to  standards  of 
quantity  and  of  tons  per  yard  width  of  roadway,  the  following 
actual  records  of  traffic  in  various  representative  cities  and  on  a 
few  suburban  and  country  roads,  will  aid  in  establishing  a  basis 
showing  the  various  degrees  of  intensity  of  traffic:  First,  very 
light;  second,  light;  third,  moderate;  fourth,  heavy;  fifth,  very 
heavy;  sixth,  extra  heavy. 

These  quantities  are  compiled  and  computed  from  old  official 
and  later  traffic  records  and  are  excellent  illustrations  of  quantities, 
tonnage  and  degrees  of  intensity  of  traffic  per  yard  of  effective 
width  of  used  roadways.  In  many  cases  the  records  were  made 
in  such  different  ways  and  without  proper  classification  of  vehicles, 
that  the  data,  in  such  cases,  was  not  sufficient  to  supply  the 
omissions,  indicated  in  the  table  by  (x).  The  traffic  is  the  average 
of  several  days  of  twelve  hours  from  7  a.m.  to  7  p.m.  or,  in  a 
very  few  cases,  a  close  approximation. 

As  soon  as  cities,  counties  and  states  have  recorded,  tabulated 
and  reduced  the  traffic  on  their  roadways,  on  the  standard  bases 
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and  units  set  forth  in  this  report,  then  they  will  have  accumulated 
very  valuable  data  for  comparing  the  results  between  the  streets, 
and  roads  of  the  same  and  other  places.  This  information  will 
be  of  much  assistance  thereafter  in  economically  and  efficiently 
solving  all  problems  connected  with  the  construction  and  use  of 
all  arteries  of  public  travel  and  transportation,  used  by  horse  and 
auto  vehicles. 

James  W.  Howard,  Chairman, 
Isaac  Van  Trump, 
C.  G.  Anderson. 

DISCUSSION 

Mr.  Warren:  It  is  a  matter  of  great  importance,  not  only  to 
take  the  traffic  records,  but  to  take  them  on  some  uniformly  stand- 
ardized basis.  The  few  traffic  records  we  have  are  generally 
taken  by  the  engineer  or  contractor  on  some  form  he  may  have 
in  his  mind,  and  which  provides  no  uniform  basis  of  comparison 
of  one  street  with  another,  or  the  streets  of  one  city  with  the 
streets  in  another.  I  have  here  a  form  that  has  been  adopted 
in  connection  with  the  different  organizations  I  have  been  inter- 
ested in  from  time  to  time  the  last  twenty-five  years,  which  we 
think  is  very  good.  There  is  such  a  thing  as  going  too  much 
into  particulars.  If  there  is  any  criticism  of  Mr.  Howard's  form 
it  is  along  that  line.  As  the  paper  point  out,  it  is  important  to 
take  the  record  at  uniform  hours  of  the  day.  For  ordinary  obser- 
vation, a  record  of  twelve  hours,  seven  in  the  morning  to  seven 
in  the  evening,  takes  the  great  bulk  of  the  traffic  during  the  day, 
and  provides  a  fair  basis  for  comparison.  This  form  I  will  leave 
with  the  secretary.  I  think  it  has  an  advantage  over  some  of 
the  forms  suggested,  in  that  it  is  a  little  more  simple.  It  is  difficult 
on  a  heavy  traffic  street  to  take  the  record  and  sub-divide  it  as 
much  as  it  is  sub-divided  there.  This  is  a  subject  that  municipal 
officials  and  people  interested  in  street  matters  should  take  up, 
and  the  records  should  be  taken  systematically  and  on  some  uni- 
form standard  form. 
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REPORT  OF  RECORD  OF  TRAFFIC 


From  7  a.m.  to  7  p.m 

City Population 

{^^    }betw«.n «.d 

(  Avenue  j 

Width  of  street feet.  Number  of  street  car  tracks 

Street  now  paved  with Business  or  residence? 

Is  traffic  likely  to  materially  Increase  If  smooth  pavement  is  laid? 

Is  street  a  thoroughfare  or  likely  to  become  one  It  smooth  pavement  Is  laid? 

Are  adjacent  parallel  streets  Improved? If  so,  state  kind  of  pavement  and  condition. 


Pleasure  vehicles,  estimated  at  i  ton  each 

One-horse  trucks,  light,         "  «  j    «      «   

"     "           "        loaded,      "  "  2    "       "   

Two-ho«e     "        light.         "  "  1»  "      «  

kMMied,     "  "  8i  "      "  

Extra  heavily  loaded  trucks,  "  5    "      "  

Automobllee,  light,  "  1    "       "   

heavy,  "  2    "       "  

Totals 


Number  of 
vehicles 


Number  of 
tons 


Tons  per  foot  in  width  of  roadway  between  curbs 

"       "       "         "     "       "      less  width  of  tracks 

Signed. 


The  President:  We  are  glad  to  have  this  report  and  the 
remarks  from  Mr.  Warren,  because  this  has  not  been  gone  into 
as  thoroughly  by  engineers  and  municipal  officials  as  it  should  be. 
We  should  begin  to  look  towards  standardizing  this  matter  of 
street  traffic  censuses. 

Mr.  Hallock:  Thoroughy  agreeing  with  Mr.  Warren  on  some 
of  his  statements,  I  disagree  with  him  as  to  his  form.  I  used  it 
for  some  time,  and  the  complaint  was  made  that  his  form  was  too 
complex — that  on  a  heavy  traffic  street  it  was  impossible  to  make 
a  definite  record.  We  doubled  the  number  of  recorders,  placed 
them  on  opposite  sides  of  the  street,  but  they  could  not  check. 
Mr.  Howard  uses  but  four  sub-divisions,  while  Mr.  Warren  makes 
a  division  between  light  and  loaded,  etc.,  and  he  classifies  them 
so  that  the  recorders  have  a  great  deal  of  trouble  with  them.  I 
found  they  were  losing  sight  of  the  niunber  of  horses  on  the  wagons. 
On  wagons  with  high  sides,  they  were  in  doubt  whether  they  were 
loaded  or  empty.  I  think  Mr.  Howard^s  division  is  better.  Mr. 
Warren  also  provides  for  some  information  not  of  great  interest  to 
the  engineer,  but  of  interest  to  the  contractor  who  desires  to 
repave  a  street,  and  it  complicates  the  record  in  some  degree. 
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the  total  vehicles  and  total  tons  of  traffic  on  the  whole  street; 
also  per  yard  of  effective  width  of  the  street.  This  is  the  equiva- 
lent of  number  of  vehicles  and  tons  per  square  yard  of  used  road- 
way surface. 

FORM  III.  CONSOUDATED  TRAFFIC  RECORD 

This  form,  as  shown,  is  compiled  from  records  on  several  Forms 
II.  It  consists  of  a  condensed  statement  covering  the  six  or  other 
number  of  day's  traffic.  It  shows  the  data  day  by  day  together 
with  the  final  totals  and  the  averages  per  day.  These  totals  are 
reduced  to  tons  to  the  standard  unit  of  yard  of  effective  width 
(square  yard)  of  roadway  surface  subjected  to  the  traffic.  These 
are  the  true  bases  for  comparing  the  traffic  of  one  street  with 
another  and  for  establishing  the  relation  of  different  amounts  of 
traffic  to  wear  on  pavements,  cost  of  maintenance  and  for  many 
other  useful  purposes. 

Traffic  records  are  seldom  needed  annually;  but  at  longer  inter- 
vals up  to  once  in  five  years  or  according  to  local  changes  of  traffic 
conditions  and  other  necessities  in  cities,  counties  or  states. 

In  connection  with  the  foregoing  description  of  how  traffic  can 
be  simply  and  accurately  recorded  and  reduced  to  standards  of 
quantity  and  of  tons  per  yard  width  of  roadway,  the  following 
actual  records  of  traffic  in  various  representative  cities  and  on  a 
few  suburban  and  country  roads,  will  aid  in  establishing  a  basis 
showing  the  various  degrees  of  intensity  of  traffic:  First,  very 
light;  second,  light;  third,  moderate;  fourth,  heavy;  fifth,  very 
heavy;  sixth,  extra  heavy. 

These  quantities  are  compiled  and  computed  from  old  official 
and  later  traffic  records  and  are  excellent  illustrations  of  quantities, 
tonnage  and  degrees  of  intensity  of  traffic  per  yard  of  effective 
width  of  used  roadways.  In  many  cases  the  records  were  made 
in  such  different  ways  and  without  proper  classification  of  vehicles, 
that  the  data,  in  such  cases,  was  not  sufficient  to  supply  the 
omissions,  indicated  in  the  table  by  (x).  The  traffic  is  the  average 
of  several  days  of  twelve  hours  from  7  a.m.  to  7  p.m.  or,  in  a 
very  few  cases,  a  close  approximation. 

As  soon  as  cities,  counties  and  states  have  recorded,  tabulated 
and  reduced  the  traffic  on  their  roadways,  on  the  standard  bases 
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and  units  set  forth  in  this  report,  then  they  will  have  accumulated 
very  valuable  data  for  comparing  the  results  between  the  streets^ 
and  roads  of  the  same  and  other  places.  This  information  will 
be  of  much  assistance  thereafter  in  economically  and  eflSciently 
solving  all  problems  connected  with  the  construction  and  use  of 
all  arteries  of  public  travel  and  transportation,  used  by  horse  and 
auto  vehicles. 

James  W.  Howard,  Chairman, 
Isaac  Van  Trump,  * 

C.  G.  Anderson. 

DISCUSSION 

Mr.  Warren:  It  is  a  matter  of  great  importance,  not  only  to 
take  the  traffic  records,  but  to  take  them  on  some  uniformly  stand- 
ardized basis.  The  few  traffic  records  we  have  are  generally 
taken  by  the  engineer  or  contractor  on  some  form  he  may  have 
in  his  mind,  and  which  provides  no  uniform  basis  of  comparison 
of  one  street  with  another,  or  the  streets  of  one  city  with  the 
streets  in  another.  I  have  here  a  form  that  has  been  adopted 
in  connection  with  the  different  organizations  I  have  been  inter- 
ested in  from  time  to  time  the  last  twenty-five  years,  which  we 
think  is  very  good.  There  is  such  a  thing  as  going  too  much 
into  particulars.  If  there  is  any  criticism  of  Mr.  Howard's  form 
it  is  along  that  line.  As  the  paper  point  out,  it  is  important  to 
take  the  record  at  uniform  hours  of  the  day.  For  ordinary  obser- 
vation, a  record  of  twelve  hours,  seven  in  the  morning  to  seven 
in  the  evening,  takes  the  great  bulk  of  the  traffic  during  the  day, 
and  provides  a  fair  basis  for  comparison.  This  form  I  will  leave 
with  the  secretary.  I  think  it  has  an  advantage  over  some  of 
the  forms  suggested,  in  that  it  is  a  little  more  simple.  It  is  difficult 
on  a  heavy  traffic  street  to  take  the  record  and  sub-divide  it  as 
much  as  it  is  sub-divided  there.  This  is  a  subject  that  municipal 
officials  and  people  interested  in  street  matters  should  take  up, 
and  the  records  should  be  taken  systematically  and  on  some  uni- 
form standard  form. 
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REPORT  OF  RECORD  OF  TRAFFIC 


From  7  a.m.  to  7  p.m 

City Population 

{  .  }  between and 

\^  Avenue  J 

Width  of  street feet.  Number  of  street  oar  trackii 

Street  now  paved  with Business  or  residence? 

Is  traffic  likely  to  materially  Increase  If  smooth  pavement  la  laid? 

Is  street  a  thoroughfare  or  likely  to  become  one  It  smooth  pavement  Is  laid? 

Are  adjacent  parallel  streets  Improved? If  so,  state  kind  of  pavement  and  condition.... 


Number  of      i       Numbo:  of 
vehicles         '  tons 


Pleasure  vehicles,            estimated  at  i  ton  each 

One-hotae  trucks,  light,         "  «  j    «  «   

"     "           •'        loaded.      "  ««  2    "  "    

Two-horse     "        light.         "  "  1*  "  "  

loaded.      "  "  3i  "  "  

Extra  beavUy  loaded  trucks.  "  5    "  '*  

Automobiles,  light.  «  ^    «  «   

heavy,  «  2    "  "  

Totals 


Tons  per  foot  In  width  of  roadway  between  curbs. 
«       "       "         "     "       "      less  width  of  tracks. 


Signed. 


The  President:  We  are  glad  to  have  this  report  and  the 
remarks  from  Mr.  Warren,  because  this  has  not  been  gone  into 
as  thoroughly  by  engineers  and  municipal  officials  as  it  should  be. 
We  should  begin  to  look  towards  standardizing  this  matter  of 
street  traffic  censuses. 

Mr.  Hallock:  Thoroughy  agreeing  with  Mr.  Warren  on  some 
of  his  statements,  I  disagree  with  him  as  to  his  form.  I  used  it 
for  some  time,  and  the  complaint  was  made  that  his  form  was  too 
complex — that  on  a  heavy  traffic  street  it  was  impossible  to  make 
a  definite  record.  We  doubled  the  number  of  recorders,  placed 
them  on  opposite  sides  of  the  street,  but  they  could  not  check. 
Mr.  Howard  uses  but  four  sub-divisions,  while  Mr.  Warren  makes 
a  division  between  light  and  loaded,  etc.,  and  he  classifies  them 
so  that  the  recorders  have  a  great  deal  of  trouble  with  them.  I 
found  they  were  losing  sight  of  the  number  of  horses  on  the  wagons. 
On  wagons  with  high  sides,  they  were  in  doubt  whether  they  were 
loaded  or  empty.  I  think  Mr.  Howard's  division  is  better.  Mr. 
Warren  also  provides  for  some  information  not  of  great  interest  to 
the  engineer,  but  of  interest  to  the  contractor  who  desires  to 
repave  a  street,  and  it  complicates  the  record  in  some  degree. 
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the  total  vehicles  and  total  tons  of  traffic  on  the  whole  street; 
also  per  yard  of  effective  width  of  the  street.  This  is  the  equiva- 
lent of  number  of  vehicles  and  tons  per  square  yard  of  used  road- 
way surface. 

FORM  m.  CONSOLIDATED  TRAFFIC  RECORD 

This  form,  as  shown,  is  compiled  from  records  on  several  Forms 
II.  It  consists  of  a  condensed  statement  covering  the  six  or  other 
number  of  day's  traffic.  It  shows  the  data  day  by  day  together 
with  the  final  totals  and  the  averages  per  day.  These  totals  are 
reduced  to  tons  to  the  standard  unit  of  yard  of  effective  width 
(square  yard)  of  roadway  surface  subjected  to  the  traffic.  These 
are  the  true  bases  for  comparing  the  traffic  of  one  street  with 
another  and  for  establishing  the  relation  of  different  amounts  of 
traffic  to  wear  on  pavements,  cost  of  maintenance  and  for  many 
other  useful  purposes. 

Traffic  records  are  seldom  needed  annually;  but  at  longer  inter- 
vals up  to  once  in  five  years  or  according  to  local  changes  of  traffic 
conditions  and  other  necessities  in  cities,  counties  or  states. 

In  connection  with  the  foregoing  description  of  how  traffic  can 
be  simply  and  accurately  recorded  and  reduced  to  standards  of 
quantity  and  of  tons  per  yard  width  of  roadway,  the  following 
actual  records  of  traffic  in  various  representative  cities  and  on  a 
few  suburban  and  country  roads,  will  aid  in  establishing  a  basis 
showing  the  various  degrees  of  intensity  of  traffic:  First,  very 
light;  second,  light;  third,  moderate;  fourth,  heavy;  fifth,  very 
heavy;  sixth,  extra  heavy. 

These  quantities  are  compiled  and  computed  from  old  official 
and  later  traffic  records  and  are  excellent  illustrations  of  quantities, 
tonnage  and  degrees  of  intensity  of  traffic  per  yard  of  effective 
width  of  used  roadways.  In  many  cases  the  records  were  made 
in  such  different  ways  and  without  proper  classification  of  vehicles, 
that  the  data,  in  such  cases,  was  not  sufficient  to  supply  the 
omissions,  indicated  in  the  table  by  (x).  The  traffic  is  the  average 
of  several  days  of  twelve  hours  from  7  a.m.  to  7  p.m.  or,  in  a 
very  few  cases,  a  close  approximation. 

As  soon  as  cities,  counties  and  states  have  recorded,  tabulated 
and  reduced  the  traffic  on  their  roadways,  on  the  standard  bases 
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and  units  set  forth  in  this  report,  then  they  will  have  accumulated 
very  valuable  data  for  comparing  the  results  between  the  streets, 
and  roads  of  the  same  and  other  places.  This  information  will 
be  of  much  assistance  thereafter  in  economically  and  efficiently 
solving  all  problems  connected  with  the  construction  and  use  of 
all  arteries  of  public  travel  and  transportation,  used  by  horse  and 
auto  vehicles. 

James  W.  Howard,  Chairman , 
Isaac  Van  Trump, 
C.  G.  Anderson. 

DISCUSSION 

Mr.  Warren:  It  is  a  matter  of  great  importance,  not  only  to 
take  the  traffic  records,  but  to  take  them  on  some  uniformly  stand- 
ardized basis.  The  few  traffic  records  we  have  are  generally 
taken  by  the  engineer  or  contractor  on  some  form  he  may  have 
in  his  mind,  and  which  provides  no  uniform  basis  of  comparison 
of  one  street  with  another,  or  the  streets  of  one  city  with  the 
streets  in  another.  I  have  here  a  form  that  has  been  adopted 
in  connection  with  the  different  organizations  I  have  been  inter- 
ested in  from  time  to  time  the  last  twenty-five  years,  which  we 
think  is  very  good.  There  is  such  a  thing  as  going  too  much 
into  particulars.  If  there  is  any  criticism  of  Mr.  Howard's  form 
it  is  along  that  line.  As  the  paper  point  out,  it  is  important  to 
take  the  record  at  uniform  hours  of  the  day.  For  ordinary  obser- 
vation, a  record  of  twelve  hours,  seven  in  the  morning  to  seven 
in  the  evening,  takes  the  great  bulk  of  the  traffic  during  the  day, 
and  provides  a  fair  basis  for  comparison.  This  form  I  will  leave 
with  the  secretary.  I  think  it  has  an  advantage  over  some  of 
the  forms  suggested,  in  that  it  is  a  little  more  simple.  It  is  difficult 
on  a  heavy  traffic  street  to  take  the  record  and  sub-divide  it  as 
much  as  it  is  sub-divided  there.  This  is  a  subject  that  municipal 
officials  and  people  interested  in  street  matters  should  take  up, 
and  the  records  should  be  taken  systematically  and  on  some  uni- 
form standard  form. 
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REPORT  OF  RECORD  OF  TRAFFIC 


From  7  a.m.  to  7  p.m 

City Population 

I  .  f  between and 

l^  Avenue  j 

Width  of  street feet.  Number  of  street  oar  trackn 

Street  now  paved  with Buelneas  or  residence?... . , 

Is  traffic  likely  to  materially  Increase  If  smooth  pavement  Is  laid? 

la  street  a  thoroushfare  or  likely  to  become  one  If  smooth  [lavemont  Is  laid? 

Are  adjacent  parallel  streets  Improved? If  so,  state  kind  of  pavement  and  condition. 


Number  of  Number  of 

vehicles         '  tons 


Pleasure  vehicles,  estimated  at  i  ton  each 


« 


One-horse  trucks,  light.  **        "  1 

"     «           «        loaded,  "         "  2    "  " 

Two-horee     "        light,  "        "  li  "  " 

kxuied.  «        "  3i  "  « 

Extra  heavily  loaded  trucks.  "  6    "  " 

Automobllee,  light,  «  j    «  « 

heav>-,  "  2    "  " 


Totals 


Tons  per  foot  In  width  of  roadway  between  curbs 

«       "       "         "     "       "      less  width  of  tracks 

Signed. 


The  President:  We  are  glad  to  have  this  report  and  the 
remarks  from  Mr.  Warren,  because  this  has  not  been  gone  into 
as  thoroughly  by  engineers  and  municipal  officials  as  it  should  be. 
We  should  begin  to  look  towards  standardizing  this  matter  of 
street  traffic  censuses. 

Mr.  Hallock:  Thoroughy  agreeing  with  Mr.  Warren  on  some 
of  his  statements,  I  disagree  with  him  as  to  his  form.  I  used  it 
for  some  time,  and  the  complaint  was  made  that  his  form  was  too 
complex — that  on  a  heavy  traffic  street  it  was  impossible  to  make 
a  definite  record.  We  doubled  the  number  of  recorders,  placed 
them  on  opposite  sides  of  the  street,  but  they  could  not  check. 
Mr.  Howard  uses  but  four  sub-divisions,  while  Mr.  Warren  makes 
a  division  between  light  and  loaded,  etc.,  and  he  classifies  them 
so  that  the  recorders  have  a  great  deal  of  trouble  with  them.  I 
found  they  were  losing  sight  of  the  nmnber  of  horses  on  the  wagons. 
On  wagons  with  high  sides,  they  were  in  doubt  whether  they  were 
loaded  or  empty.  I  think  Mr.  Howard's  division  is  better.  Mr. 
Warren  also  provides  for  some  information  not  of  great  interest  to 
the  engineer,  but  of  interest  to  the  contractor  who  desires  to 
repave  a  street,  and  it  complicates  the  record  in  some  degree. 


THE  EFFECT  OF  TRAFFIC  ON  BITUMINOUS 

PAVEMENTS 

By  ISAAC  VAN  TRUMP 

Considering  the  important  part  traffic  plays  with  reference 
to  the  life  and  serviceability  of  an  asphalt  pavement,  it  is  remark- 
able what  little  attention  is  given  to  this  very  important  feature. 
It  is  still  the  custom  in  many  localities  to  employ  an  asphaltic 
cement  of  imif  orm  consistency  throughout  the  entire  season,  regard- 
less whether  the  street  is  broad  or  narrow  or  whether  the  traffic 
thereon  is  very  light  or  very  heavy. 

This  is  anything  but  a  scientific  and  intelligent  method  of 
building  a  street  and,  as  a  result,  many  lightly  traveled  thorough- 
fares have  cracked  because  the  wearing  surface  was  too  hard  while 
on  the  other  hand  many  heavily  traveled  streets  have  rutted  and 
marked  because  the  surface  mixture  was  too  jdelding  to  support 
a  large  volume  of  traffic.  Both  these  conditions  can  largely  be 
overcome  by  giving,  prior  to  the  laying  of  the  asphalt  surface,  care- 
ful consideration  to  the  probable  volume  and  character  of  traffic 
the  improved  thoroughfare  is  to  accommodate.  This  can  usually 
be  closely  estimated  by  carefully  noting  the  condition  of  adjacent 
parallel  streets  and  by  observing  whether  the  improved  street 
will  divert  traffic  from  some  main  artery  of  travel,  for  many  thor- 
oughfares carrying  light  traffic  before  being  improved  are  converted 
into  moderately  heavy  traveled  streets  after  improvement. 

A  new  problem  has  arisen  within  the  past  year  or  two  which 
the  paving  engineer  must  solve  and  that  is  the  deep  ruts  formed 
in  bitimiinous  roadways  under  exceedingly  heavy  motor  traffic. 
The  writer  has  in  mind  two  boulevards,  paved  about  twelve  years 
ago  with  sheet  asphalt.  Until  less  than  two  years  ago  these  thor- 
oughfares were,  after  eleven  years  of  constant  traffic,  still  in  per- 
fect condition.  During  the  summer  of  1911  slight  ruts  appeared 
in  the  pavement,  gradually  becoming  deeper  until  during  the 
past  hot  season  it  became  almost  dangerous  for  a  fast  moving 
vehicle  to  use  that  portion  of  the  street.     In  the  writer's  opinion, 
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this  pavement  which  had  for  eleven  years  been  perfectly  hard 
and  stable  gradually  became  softened  and  displaced  under  the 
tremendously  increasing  automobile  traffic  and  the  minute  oil 
drippings  from  same.  It  has  been  estimated  that  upward  of 
17,000  vehicles,  principally  automobiles,  pass  over  these  pave- 
ments each  day  of  twenty-four  hours,  a  large  percentage  of  which 
are  homeward  boimd  between  the  hours  of  4  and  7  p.m.,  when 
the  pavement,  especially  during  the  summer,  is  still  warm  and 
yielding  from  the  hot  sun. 

It  is,  of  course,  well  known  that  asphalt  pavements  become 
harder  with  age  but  on  the  two  boulevards  above  mentioned  the 
condition  of  the  pavement  after  years  of  service  is  reversed  and 
it  is  now  the  problem  of  the  paving  engineer  to  prepare  and  lay 
a  bituminous  pavement  which  will  not  be  seriously  affected  by 
the  minute  but  constant  dripping  of  oil  and  gasolene  from  auto- 
mobiles which  are  rapidly  increasing  in  numbers  and  weight  each 
year.  Neither  is  the  above  condition  confined  to  sheet  asphalt 
alone  as  a  similar  condition  existed  on  another  portion  of  one  of 
these  same  boulevards,  paved  with  bituminous  concrete  containing 
a  coal-tar  binder  in  1907.  Deep  ruts  appeared  in  this  pavement 
within  two  years  after  laying,  making  it  necessary  to  re-surface 
the  entire  roadway. 

Apparently  for  the.  purpose  of  obtaining  a  slight  reduction 
in  the  first  cost  of  asphalt  pavements,  some  few  municipalities 
are  advocating  the  elimination  of  the  binder  course.  In  many 
instances,  to  economize  in  this  manner  is  a  serious  mistake.  On 
thoroughfares  where  the  traffic  is  medium  to  heavy,  a  sheet  asphalt 
pavement  or  even  the  fine  stone  asphaltic  concrete  wearing  sur- 
faces now  being  laid  in  many  localities,  will  frequently  creep  and 
shove  alarmingly  when  laid  directly  upon  the  cement  concrete 
base  as  usually  constructed.  This  base  is  more  or  less  dusty  and 
offers  no  anchorage  whatever  to  the  wearing  surface.  On  the 
other  hand,  a  dense  binder  composed  of  about  two-thirds  broken 
stone  and  one-third  sand  and  containing  a  minimum  of  voids  not 
only  acts  as  an  anchor  for  the  wearing  surface  by  giving  added 
rigidity  and  stability  to  it  but  it  also  protects  the  upper  surface 
to  a  considerable  degree  from  the  deleterious  action  of  water  and 
illuminating  gas  from  beneath.  Many  concrete  foundations  exude 
moisture  under  certain  atmospheric   conditions.     The  opportu- 
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nity  for  street  liquids  to  get  beneath  the  pavements  from  along 
car-tracks,  gutters  and  headers  and  aroimd  man-holes  and  catch- 
basins  is  great.  Where  no  binder  is  employed,  these  liquids  have 
easy  access  to  the  under  side  of  the  wearing  surface.  Therefore 
the  decided  advantage  of  a  properly  constructed  binder  course 
can  be  readily  appreciated. 

To  prevent  the  wearing  surface  from  creeping  under  traffic, 
some  municipalities  substitute  a  paint  coat  in  place  of  a  binder 
course  between  the  concrete  base  and  the  surface  mixture.  Theo- 
retically, a  paint  coat  forms  a  perfect  bond  between  the  two  courses 
but  at  best  it  is  difficult  and  inconvenient  to  prepare  and  apply 
and  unless  the  conditions  on  the  street  are  ideal  the  practical  results 
are  frequently  entirely  different  from  those  obtained  in  theory. 

Also  for  the  purpose  of  overcoming  the  tendency  of  the  wearing 
surface  to  shove  under  traffic,  several  cities  have  recently  adopted 
what  is  known  as  "Anchor  concrete,"  a  form  of  construction  pat- 
ented by  W.  B.  Brady,  a  well  known  paving  man  of  Chicago. 
Anchor  concrete  is  merely  a  slush  coat  of  cement  mortar  spread 
i  inch  deep  upon  the  freshly  laid  concrete  foundation.  Before 
this  slush  coat  has  received  its  initial  set,  clean,  hard,  broken  stone 
about  IJ  to  2  inches  in  diameter  is  spread  evenly  over  it  and  im- 
bedded into  the  slush  coat  by  light  tamping.  When  dry,  this 
produces  a  very  rough  but  rigid  surface  and  acts  as  an  anchor 
for  the  topping  which  is  laid  directly  upon  it.  This  form  of  con- 
struction is  especially  effective  on  steep  grades. 

Where  the  traffic  is  light,  such  as  on  suburban  or  residential 
streets,  it  may  be  possible  to  eliminate  all  forms  of  intermediate 
courses  and  lay  the  wearing  surface  directly  on  the  concrete  base; 
but  to  do  away  with  the  binder  course  generally,  as  a  few  munic- 
ipalities have  recently  done,  regardless  of  traffic  or  other  condi- 
tions is,  in  the  writer's  opinion  based  on  many  years'  experience 
in  this  and  foreign  countries,  a  serious  error. 


TESTING  BITUMENS 

By  ISAAC  VAN  TRUMP,  Engineering  Chemist 

While  revising,  recently,  a  number  of  so-called  standardized 
paving  specifications  we  were  surprised  to  note  the  wide  discrepan- 
cies in  them  with  reference  to  the  various  methods  of  testing 
bitumens.  Further  investigation  along  these  lines  convinced  us 
that  very  little  attention  has  apparently  been  given  to  this  impor- 
tant feature;  that  few  specifications  agree  as  to  a  standard  method 
of  obtaining  the  melting  point,  loss  on  evaporation,  solubility  in 
napththa  and  carbon  tetrachloride,  ductility,  flash,  etc. 

There  are  probably  a  dozen  different  methods  of  obtaining  the 
melting  point  of  soUd  bitumens  in  use  in  the  various  asphalt  test- 
ing laboratories  throughout  the  country,  with  results  varying  as 
much  as  40°  to  50°  F.  Of  these  numerous  methods,  probably  the 
most  popular  at  present  is  the  cube  method  adopted  by  the  United 
States  Office  of  Public  Roads,  American  Society  of  Civil  Engineers 
and  others;  but  this  method,  while  generally  satisfactory,  is  unreli- 
able when  testing  high  melting  point  bitumens,  inasmuch  as  the 
wire  on  which  the  half-inch  cube  is  placed  becomes  so  hot  as  to 
cut  through  the  bitumen  before  the  latter  has  sufficiently  softened 
to  lose  its  cubical  shape.  All  the  other  melting  point  methods 
also  have  some  minor  drawback  but  the  principal  fault  is  that  no 
one  standard  method  has  been  adopted  and  as  a  result  the  term 
"melting  point"  in  a  specification  means  Httle  or  nothing.  The 
consistency,  fixed  carbon,  specific  gravity,  etc.,  are  understood 
because  they  are  respectively  obtained  in  one  definite  manner 
but  the  other  characteristics  previously  mentioned  are,  accurately 
speaking,  still  unknown  quantities  because  no  uniform  method 
of  obtaining  them  has  been  adopted. 

The  loss  by  evaporation  is  also  arrived  at  by  several  means. 
While  the  manipulation  is  practically  the  same  in  all  laboratories 

no  definite  sized  vessel  has  been  adopted  as  standard.     Not  only 

« 

does  the  diameter  of  the  container,  but  the  height  as  well,  materi- 
ally affect  the  results,  as  also  does  the  quantity  of  bitumen  used' 
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Many  specifications  merely  specify  that  20  grams  of  the  material 
shall  be  tested  in  a  tin  box  2i  inches  in  diameter,  making  no  men- 
tion as  to  the  depth  of  the  vessel;  but  when  testing  a  soft  or  a 
highly  volatile  bitumen,  20  grams  in  a  vessel  of  this  size  would  be 
insufficient  for  penetrating  after  heating,  so  60  grams  would  appear 
to  be  a  more  desirable  quantity  to  use.  On  the  other  hand,  50 
grams  of  some  of  the  lighter  bitumens  could  not  be  conveniently 
tested  in  a  vessel  as  small  as  6  centimeters  wide  and  but  2  centi- 
meters deep,  as  is  required  by  some  specifications. 

Any  form  oven  that  will  give  a  uniform  temperature  through- 
out all  parts  where  the  samples  are  placed  can  be  used,  but  at  least 
two  thermometers  should  be  employed,  the  bulb  of  one  being  im- 
mersed in  a  blank  sample  of  some  non-volatile  fluid  bitumen  to 
register  the  exact  temperature  of  the  samples  during  the  test  and 
the  other  is  kept  in  the  air  in  the  oven,  at  the  same  level  as  the  first, 
to  give  warning  of  any  sudden  change  in  the  temperature  due  to 
irregular  gas  pressure,  etc.  This  custom  is  not  followed  in  many 
laboratories  because  of  the  lack  of  a  uniform  method  of  making 
this  test. 

The  method  for  determining  the  bitumen  insoluble  in  naphtha 
should  be  standardized  by  stating  the  gravity  and  character  of 
the  solvent  used.  Many  specifications  merely  specify  "Standard 
petroleum  naphtha,"  which  may  mean  any  petroleum  naphtha 
possessing  a  gravity  between  62®  and  88°.  However,  as  petroleum 
naphthas  are  by  n*o  means  definite  compounds,  their  solvent  powers 
varying  greatly,  it  is  doubtful  if  an  absolutely  standard  solvent 
can  be  specified,  but  efforts  to  that  end  should  be  attempted. 

In  determining  the  bitumen  soluble  in  carbon  tetrachloride, 
experience  has  taught  us  that  to  secure  the  most  accurate  results 
this  test  should  not  be  made  in  a  light  place  and  that  the  solvent 
should  be  permitted  to  act  upon  the  bitumen  several  hours,  pref- 
erably over  night  and  in  a  dark  place,  before  filtering.  Unfor- 
tunately, this  precautionary  measure  is  not  always  specified  and 
the  results  are  frequently  extremely  inaccurate. 

The  Dow  method  for  determining  the  ductility  of  solid  bitu- 
mens is  well  known  and  is  generally  accepted  by  engineers  and 
chemists  as  the  standard  method.  It  requires  a  briquette  of  the 
bitumen,  having  a  definite  shape  and  cross  section,  to  be  elongated 
at  the  rate  of  five  centimeters  per  minute  at  77°  F.     Because  of 
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the  lack  of  uniform  methods,  the  second  largest  city  in  the  United 
States  employs  a  much  faster  rate  of  elongation,  60  centimeters 
per  minute  being  specified  in  that  city.  Naturally,  the  results 
are  much  lower  than  when  the  usual  method  is  employed,  imposing 
an  extra  hardship  on  the  producers  and  consumers  of  asphalt 
used  in  that  city  and  causing  considerable  confusion  in  the  minds 
of  many  of  those  aflfected  who  are  not  entirely  familiar  with  the 
significance  of  the  faster  method. 

As  before  stated,  uniform  methods  for  determining  the  pene- 
tration, fixed  carbon,  specific  gravity,  etc.,  have  already  been 
adopted  by  the  asphalt  paving  industry  and  it  is  for  the  purpose 
of  standardizing  the  other  tests  on  asphalts  and  bitumens  that  we 
present  this  subject  to  the  members  of  the  American  Soci^y  of 
Municipal  Improvements  for  discussion,  with  the  respectful  sug- 
gestion that  our  President  appoint  committees  for  the  purpose  of 
standardizing  methods  of  testing  aU  materials  entering  into 
municipal  improvements. 


THERMAL  EFFECTS  ON  CEMENT-FILLED  BRICK 

PAVEMENTS 

By  JAMES  E.  HOWARD,  Engineer-Physicist,  Bureau  of  Standards 

An  ideal  street  pavement  is  one  which  presents  a  smooth  sur- 
face of  such  hardness  and  rigidity  that  the  tractive  efifort  of  moving 
vehicles  is  reduced  to  a  minimum;  having  a  surface  smooth,  with- 
out slipperiness;  of  adequate  frictional  properties  for  the  safe 
footing  of  men  and  animals  and  against  the  skidding  of  motor- 
driven  vehicles;  durable  against  abrasive  wear,  and  of  sufficient 
compression  strength  or  sustaining  power  against  concentrated 
wheel  and  toe-calk  loads;  one  in  which  the  physical  properties  are 
not  materially  modified  by  the  usual  range  of  atmospheric  tempera- 
tures and  which  is  practically  non-absorbent  and  impervious  to 
moisture.  These  conditions  are  generally  met  in  a  pavement  of 
vitrified  brick  of  monolithic  construction,  the  continuity  of  which 
is  attained  by  means  of  cement-filled  joints. 

If  not  confronted  with  destructive  tendencies  incident  to  changes 
in  dimensions  caused  by  changes  in  temperature,  there  is  appar- 
ently no  reason  why  a  well  constructed  brick  pavement  should  not 
maintain  a  state  of  integrity  and  successfully  endure  traffic  con- 
ditions for  many  decades  of  years.  The  principles  of  road  con- 
struction are  generally  understood  and  practised  and  at  times  there 
is  close  approach  to  attaining  results  which  are  not  expected  to  be 
surpassed. 

An  inquiry  into  the  effects  of  changes  in  temperature  on  cement- 
filled  brick  pavements  is  an  inquiry  of  a  refined  order;  taking  up 
the  subject  at  an  advanced  stage,  from  a  constructional  point  of 
view,  but  nevertheless  involving  questions  of  vital  importance,  the 
solution  or  adjustment  of  which  will  promote  the  success  of  this 
type  of  pavement  and  contribute  toward  securing  that  perma- 
nency which  is  desired. 

Referring  to  the  physical  properties  of  vitrified  paving  brick, 
the  crushing  strength  commonly  ranges  from  10,000  to  15,000 
pounds  per  square  inch,  not  infrequently  reaching  and  exceeding 
20,000  pounds  per  square  inch.     The  compressive  modulus  of 
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elasticity  is  found  to  range  ordinarily  from  2,500,000  to  8,000,000 
pounds  per  square  inch,  with  a  value  as  high  as  10,000,000  pounds 
per  square  inch  occasionally  observed.  In  building  bricks,  values 
below  the  above  mentioned  minimum  are  often  displayed.  The 
compressive  strength  and  modulus  of  elasticity  increase  as  the 
weight  per  cubic  foot  of  the  bricks  increases,  while  the  porosity  or 
rate  of  absorption  of  moisture  decreases.  That  is,  the  more  mate- 
rial there  is  in  a  given  space  the  stronger  and  more  rigid  it  is  and 
necessarily  less  porous.  These  are  features  which  should  be  con- 
sidered in  a  paving  brick  and  they  are  features  which  are  control- 
lable in  the  process  of  manufacture;  at  least  the  apparent  modulus 
of  elasticity  is  modified  by  the  conditions  of  burning  the  brick, 
while  the  crushing  strength  and  density  certainly  can  be  controlled 
within  limits. 

As  regards  the  value  of  the  coeflScient  of  expansion  of  brick, 
data  are  not  as  complete  as  desired.  The  values  frequently  seem  to 
be  in  the  vicinity  of  0.0000040  per  degree  F.,  with  some  examples 
however  approaching  the  values  for  steels,  or  above  0.0000060. 

A  value  of  0.0000040  has  been  accepted  for  the  time  being  in 
considering  some  of  the  phenomena  attached  to  the  expansion 
of  pavements,  since  this  corresponds  well  with  the  observations 
which  have  been  made  on  the  behavior  of  the  pavements. 

In  regard  to  the  significance  of  the  relation  between  the  modulus 
of  elasticity  and  the  coefficient  of  expansion  in  respect  to  the  force 
which  the  confined  material  would  develop  when  raised  through  a 
range  of  temperature  of  100°  F.,  taking  for  examples  four  mud 
bricks  selected  from  diflferent  parts  of  a  down  draft  kiln,  the  fol- 
lowing table  is  presented: 


Location  In  kiln 


Modulus  of 
elasticity 

lbs.  per  »q.  in. 

Top '  10,000,000 

One-quarter  down 7,692,000 

Two-thirds  down 5,263,000 

Bottom 4,545.000 


Crushing 
strength 

Weight  per 
cu.  ft. 

fl)«.  per  »q.  in. 

pounds 

19,170 

144.3 

15,670 

136.4 

10,420 

130.6 

10,870 

125.4 

Confined  streat 


lbs.  per  MQ.  in, 
4,000 
3,076 
2,105 
1,818 


That  is,  bricks  of  these  moduli  of  elasticity  would  be  expected 
to  develop,  when  confined  and  strictly  prevented  from  expanding, 
compressive  stresses  ranging  from  1818  to  4000  pounds  per  square 
inch. 
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The  bearing  which  these  figures  have  upon  the  behavior  of 
cement-filled  brick  pavements  is  this:  The  pavements  will  develop 
certain  compression  stresses  when  the  temperature  is  raised,  which 
stresses  will  be  greater  with  brick  of  high  crushing  strength  with 
high  modulus  of  elasticity  in  comparison  with  those  of  a  lower 
modulus  of  elasticity.  Only  a  portion  of  the  possible  maximum 
confined  stress  wiJl,  however,  be  realized,  but  the  relative  expansive 
force  exerted  should  be  proportional  to  the  moduli  of  elasticity  and 
since  the  highest  values  pertain  to  the  strongest  brick,  those  pave- 
ments constructed  of  the  strongest  material  will  be  capable  of 
exerting  the  highest  stresses  which  are  incident  to  rise  of  tempera- 
ture. 

It  would  in  some  cases  relieve  the  magnitude  and  severity  of 
thermal  effects  to  restrict  the  brick  to  a  grade  suflScient  to  provide 
adequate  abrasive  resistance  for  trafiic  conditions  of  a  particular 
street.  The  endurance  of  brick  pavements  against  abrasive  wear 
has  been  found  from  experience  to  be  so  great  that  no  trouble  is 
ordinarily  apprehended  in  that  direction.  It  is  believed  therefore 
that  the  selection  of  the  bricks  and  modifications  in  the  manner 
of  laying  the  pavement,  tending  to  ameliorate  thermal  effects, 
are  matters  deserving  consideration. 

The  observed  expansion  of  cement-filled  pavements,  in  a  direc- 
tion crosswise  the  roadway,  has  corresponded  closely  to  a  coeffi- 
cient of  expansion  of  0.0000040  per  degree  F.  In  the  following 
table,  however,  the  computed  expansion  of  roadways  of  different 
widths  is  given  for  a  range  of  temperature  of  100®  F.  for  assumed 
coefficients  both  of  0.0000040  and  0.0000060. 


Computed  expansion  of  cement-filled  brick  pavements  for  a  range  of  temper- 
lures  of  100''  F. 


Width  of  roadway 

AsBumed  coeffici 
0.0000040 

lent  of  ezpanaion 

0.0000060 
inch 

0.0336 
0.1008 
0.1800 
0.2160 
0.2880 
0.3600 

4  feet  8  inches 

inch 

0.0224 
0.0672 
0.1200 
0.1440 
0.1920 
0.2400 

14  feet 

25  feet 

30  feet 

40  feet 

50  feet 
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The  table  gives  the  total  computed  expansion,  one-half  of  which 
might  be  taken  as  occurring  at  each  side  of  the  street. 

Although  the  maximum  stresses  which  the  confined  material 
could  display  would  range  in  round  numbers  from  25,000  to  50,000 
pounds  per  individual  brick,  yet  the  street  curbing  could  not  ordi- 
narily afford  any  such  reaction.  Curbing  which  is  backed  up  by 
earth  filling  yields  to  moderate  pressures  when  they  are  long  sus- 
tained, and  in  a  crosswise  direction  pavements  would  not  be  ex- 
pected to  develop  forces  of  very  great  magnitude  in  the  absence  of 
substantial  buttresses.  The  fact  that  the  middle  of  roadways 
rises  during  the  period  when  the  bricks  reach  a  high  summer  tem- 
perature is  occasioned  and  facilitated  by  the  crowning  of  the  road- 
way. The  usual  pavement  is,  in  transverse  section,  a  bent  column, 
of  very  slender  proportions  which  easily  rises,  increasing  the  crown- 
ing of  the  arch  and  may  result  in  the  formation  of  longitudinal 
cracks. 

Referring  to  observations  which  have  been  made  on  pavements 
in  Cleveland,  O.,  and  vicinity,  covering  a  period  of  a  few  months 
over  a  year,  they  have  embraced  measurements  on  thermal  effects, 
in  which  attention  has  been  directed  to  changes  in  lengths  taken 
both  lengthwise  and  crosswise  the  roadways.  Reference  lengths 
of  20  inches  each  were  established  and  defined  by  means  of  small 
bronze  plugs  inserted  in  the  pavement.  The  tops  of  the  plugs 
were  about  |  inch  below  the  surface  of  the  pavement  and  protected 
against  trafiic  by  paper  washers  and  putty.  These  plugs  had  in 
their  upper  ends  small  drilled  and  conically  reamed  holes,  from  cen- 
ter to  center  of  which  measurements  were  made. 

A  strain  gauge  of  the  style  shown  by  figure  1  was  used  for 
measuring  purposes.  Generally  the  readings  of  the  guages  checked 
to  a  ten  thousandth  of  an  inch,  although  that  degree  of  accuracy 
will  not  be  claimed  for  the  work.  It  is  believed,  however,  that 
changes  in  the  reference  lengths  were  measured,  reliable  within 
two  ten  thousandths  of  an  inch.  A  steel  reference  bar  is  used  in 
connection  with  the  strain  gauge.  The  comparatively  short 
gauged  lengths  of  20  inches  each  are  preferred  instead  of  longer 
ones  for  inquiries  of  this  kind  where  specific  and  detailed  informa- 
tion is  sought  on  the  behavior  of  the  pavements. 

In  addition  to  the  measurements  with  the  strain  gauge  on 
changes  in  dimensions  due  to  changes  in  temperatures,  the  work 
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at  Cleveland  included  a  number  of  observations  on  the  elastic 
depression  of  loaded  pavements  and  the  depression  of  trolley 
tracks  under  the  weights  of  cars.  Figure  2  illustrates  the  method 
of  measuring  the  depression  of  trolley  tracks  by  means  of  a  level- 
ling beam.  One  end  of  the  beam  rested  upon  the  track  the  other 
end,  4  or  7  feet  away,  upon  the  pavement.  The  beam  is  provided 
with  a  sensitive  level  and  micrometer  elevating  screw.  There  is  a 
general  depression  of  the  pavement  and  roadbed  in  the  vicinity 
of  a  car,  but  slight  in  amount  when  compared  with  the  depression 
of  ordinary  trolley  track.  The  depression  of  trolley  track  usually 
takes  place  to  such  an  extent  as  to  make  it  imdesirable  to  bond  the 
pavement  to  it.  When  a  very  sensitive  level  bubble  was  used  the 
depression  of  the  pavement  could  be  detected  some  ten  feet  from 
a  trolley  car  in  the  direction  of  the  curbstone.  This  was  found  on 
a  tar-filled  pavement. 

At  an  intersection  the  approach  of  a  man  when  12  feet  distant 
was  indicated  by  this  sensitive  level.  Monolithic  brick  pavements 
are  very  elastic.  They  depress  locally  under  loads  and  spring 
back  when  released. 

In  conjunction  with  the  measurements  of  changes  in  the  20- 
inch  reference  lengths,  there  were  observations  on  the  incipient 
formation  of  transverse  cracks  in  freshly  grouted  pavements. 
Figure  3  illustrates  some  dark  lines  which  developed  in  a  freshly 
grouted  pavement,  the  photograph  showing  their  appearance  before 
the  street  was  opened  to  traffic.  These  dark  hair  lines  are  taken 
to  represent  cracks  in  an  early  stage  of  development.  Incipient 
cracks  appear  at  first  as  fine  dark  lines,  darkened  apparently  by 
the  presence  of  moisture.  Later  the  lines  are  white,  caused  prob- 
ably by  the  lime  in  the  cement  of  the  grout  going  into  solution  and 
then  being  converted  into  the  carbonate.  These  phases  have  been 
observed,  although  they  may  not  be  conspicuous  in  all  cases. 

The  first  twenty-four  to  forty-eight  hours  after  grouting  is  a 
critical  period  in  the  lajing  of  a  cement-filled  pavement.  The 
grout  during  the  first  few  hours  after  appljring  has  very  little 
strength,  and  like  cement  structures  in  general  it  cannot  safely  be 
disturbed  during  the  period  of  setting.  A  drop  in  temperature 
of  the  brick  work  of  30  degrees  from  day  to  night  is  not  uncommon. 
An  uncovered  pavement  can  hardly  endure  this  drop  in  tempera- 
ture without  starting  incipient  cracks.     A  thin  layer  of  sand  on  the 


Fig.  1.  Strain  Gauoe  Usi 


Fio.  2.  Measubino  Depression  of  Trolley  Tracks  by  Means  op 
Leveling  'Beam 


G.  3.  Dark  Likes  in  Grouted  Joints  Representinu  Cracks  in  Earli 
Stages  of  Development,  Prior  to  Openinq  Street  to  Traffic 
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pavement  aids  somewhat  against  the  joints  being  put  into  a  state 
of  tension  by  the  lower  temperature  of  the  night.  It  is  probably 
quite  impracticable  to  use  a  sufficiently  deep  layer  of  sand  to  en- 
tirely protect  the  pavement  against  this  drop  in  temperature, 
while  the  grout  is  acquiring  strength. 

It  would  seem  that  a  period  of  favorable  weather  conditions 
would  be  met,  for  monolithic  pavement  construction,  when  mini- 
mum diurnal  changes  in  temperature  prevail  immediately  follow- 
ing the  time  of  grouting.  Cement  users  are  well  aware  of  the 
necessity  of  keeping  the  cement  quiescent  during  the  period  of 
setting,  and  the  same  necessity  exists  in  the  case  of  grouted  pave- 
ments as  in  other  kinds  of  cement  work.  The  extent  of  the  sur- 
face exposed  in  a  pavement  precludes  the  adoption  of  means  which 
would  be  practicable  and  adequate  to  avoid  excessive  thermal 
strains  in  certain  other  engineering  examples.  It  is  safe  to  say 
that  thermal  cracks  must  be  recognized  as  a  probability  and  their 
presence  expected,  and  that  they  may  have  their  origin  in  point 
of  time  prior  to  the  opening  of  the  street  to  traffic. 

Figure  4  shows  a  transverse  crack  in  a  pavement  opposite  the 
end  joint  of  the  curbstones.  This  street  did  not  have  an  expan- 
sion joint,  hence  there  was  at  least  considerable  frictional  resist- 
ance between  the  pavement  and  the  curbstones.  The  diurnal 
expansion  and  contraction  of  the  curbstones  would  affect  the  width 
of  the  joint  between  them.  In  the  case  illustrated,  the  brick  fol- 
lowed the  movements  of  the  curbstones  and  a  transverse  joint  in 
the  pavement  was  developed.  The  photograph  of  this  crack  was 
taken  before  the  street  was  opened  to  traffic.  While  this  street  in 
Lakewood  did  not  have  expansion  joints  at  the  curb,  it  will  not 
be  understood  that  streets  with  expansion  joints  are  exempt  from 
transverse  cracks  due  to  early  changes  in  temperature.  Observa- 
tions tend  to  prove  that  such  cracks  are  of  common  occurrence. 

There  seems  a  progressive  development  in  these  early  trans- 
verse cracksj  which  first  appear  as  fine  hair  lines  and  eventually 
have  a  measurable  width.  The  presence  of  a  number  of  such 
transverse  cracks  (and  commonly  quite  a  number  are  formed) 
leads  to  a  lengthening  of  the  pavement  as  a  whole.  The  pavement 
of  Andrews  avenue  in  ten  months'  time  had  extended  in  one  direc- 
tion and  crowded  over  the  marginal  curb  at  the  crossing  of  the 
tracks  of  the  N.  Y.  C.  &  St.  L.  R.  R.  about  |  inch,  and  in  the  other 
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direction  had  crowded  the  asphalt  pavement  of  Clifton  boulevard 
carrying  with  it  and  deflecting  the  trolley  tracks. 

Some  of  the  transverse  thermal  cracks  which  were  developed 
in  the  pavement  of  Farmington  road,  East  Cleveland,  were 
spanned  by  reference  lengths  of  20  inches  each  and  the  progress  of 
development  observed.  This  street  was  paved  about  August  1, 
1911.  Measurements  of  reference  lengths  established  on  the 
pavement  were  taken  at  intervals  during  the  following  months  of 
September,  October  and  November.  The  measurements  of  one 
reference  length  spanning  a  transverse  crack  showed  that  its  devel- 
opment took  place  as  follows: 

Inch 

September  22  (initial  reading) 0.0 

Septenoiber  30 0.0080 

October  23 0.0170 

November  9 0.0250 

November  13 0.0377  i 

I 

The  temperature  of  the  brick  on  September  22  was  about 
90^  F*,  while  on  November  13  it  was  32^  F.  This  is  an  example  of 
a  wide  crack.  A  remeasurement  on  the  following  August  showed 
the  crack  very  much  reduced  in  width,  the  temperature  then  being 
82°  F. 

In  the  progressive  development  of  a  transverse  crack  there  is  a 
probability  of  its  not  closing  entirely  when  the  pavement  sub- 
sequently reaches  a  maximum  temperature.  Fine  particles  of 
sand  or  abraded  material  from  the  surface  of  the  pavement  are 
likely  to  get  swept  into  the  crack  during  the  daily  drop  in  tempera- 
ture and  prevent  the  closing  of  the  crack  when  the  pavement  again 
reaches  a  higher  temperature.  This  process  will  be  repeated  until 
the  pavement  reaches  a  state  of  considerable  longitudinal  compres- 
sion. The  middle  part  of  the  length  of  the  street  would  then 
remain  in  a  state  of  more  or  less  initial  compression  over  certain 
rang^  in  temperature  while  the  ends,  if  unresisted,  would  extend 
measurably  in  each  direction  longitudinally. 

That  part  of  the  street  which  is  under  initial  compression  longi- 
tudinally is  for  the  time  being  in  a  firm  condition  and  capable  of 
sustaining  traffic  satisfactorily.  If  the  cracks  are  numerous  and 
near  together,  as  shown  by  an  earlier  paved  street  in  figure  5,  and 
not  under  sufficient  longitudinal  compression,  the  sections  then  act 
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Sections 

T>r  filled  wctl 
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independently.  When  depressed  by  the  load  of  a  vehicle  an  abra- 
sive action  will  take  place  between  the  cracks  and  tend  to  enlarge 
them. 

The  pavement  is  believed  to  be  in  a  favorable  condition  when 
under  initial  longitudinal  compression,  and  the  same  would  be 
true  of  lateral  compression  if  the  pavement  was  flat  or  had  very 
little  crowning.  Initial  compression  as  such  seems  advantageous, 
or  a  certain  amoimt  is  advantageous.  This  state  of  compression 
may  be  reached  and  maintained  along  the  middle  part  of  a  straight 
roadway  but  difficulties  are  encountered  at  open  ends  in  providing 
an  adequate  marginal  curb  to  resist  the  thrust. 

Curves  in  the  streets  present  places  where  the  continuity  of 
the  pavements  is  necessarily  interrupted  and  call  for  special  treat- 
ment. Intersections  do  not  appear  to  offer  particular  difficulties. 
The  forces  are  balanced  at  such  places,  and  if  the  pavement  is 
flat  or  nearly  so  the  compressive  stresses  will  be  easily  resisted  by 
the  brick.  At  curves  and  bends  in  the  street  unfavorable  con- 
ditions are  present.  The  pavements  move  from  the  inner  curb  and 
are  forced  against  the  outer  one.  Commonly  the  outef  curbstone 
is  displaced  by  the  pressure  against  it.  In  a  short  reversed  curve 
perhaps  the  most  unfavorable  conditions  prevail  and  shearing 
stresses  break  up  the  pavement  at  such  places. 

Figure  6  is  a  view  of  the  upper  end  of  Kennedy  avenue,  Cleve- 
land, O.  This  street  has  been  paved  a  year  and  several  months. 
It  is  in  three  sections,  the  upper  and  lower  ones  are  cement-filled, 
while  an  intermediate  section  has  a  tar  filler.  The  tar-filled  sec- 
tion is  the  darker  part  of  the  roadway  on  the  photograph,  a  cement- 
filled  section  beyond  not  showing  in  this  view.  This  street  has 
expansion  joints  at  the  curbs  throughout  its  length.  A  noticeable 
feature  in  the  cement-filled  parts  of  the  pavement  of  Kennedy 
avenue  is  its  creeping  toward  the  low  resisting  tar-filled  section. 
The  lower  cement-filled  section  is  travelling  up  grade  toward  the 
tar-fiUed  section  and  carrying  with  it  a  part  of  the  pavement  of 
the  driveway  entrance,  which  is  shown  on  the  right  side  of  the  road- 
way in  figure  No.  6;  while  the  upper  cement-filled  section  is  com- 
pressing the  intermediate  section  in  a  down  grade  direction.  This 
compressive  force  is  felt  at  the  ends  of  the  tar-filled  section  but 
not  at  the  middle  of  its  length.  Along  the  center  line  of  the  road- 
way the  20-inch  reference  lengths   in  the  tar-fiUed  section  were 
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shortened  0.1155  inch  and  0.1968  inch  respectively,  for  the  upper 
and  lower  ends  of  the  section,  between  the  dates  of  September  29, 
1911,  and  August  25,  1912. 

The  travel  of  the  lower  cement-filled  section,  in  an  upgrade 
direction  as  it  chanced  to  be,  carrying  with  it  a  portion  of  the  pave- 
ment of  the  driveway  entrance  is  shown  by  figure  7.  The  portion 
of  the  driveway  pavement  above  the  zigzag  crack  was  carried 
along  by  the  general  movement  of  the  surface  of  the  roadway. 

Figure  8  shows  a  longitudinal  crack  along  the  crown  of  the 
roadway,  the  formation  of  which  is  attributed  to  lateral  compres- 
sion raising  the  crown  and  causing  a  fracture  by  the  crosswise  bend- 
ing of  the  pavement.  "While  the  bricks  would  be  unaffected  either 
by  such  longitudinal  or  lateral  compression  as  would  result  from 
increase  of  temperature  over  atmospheric  ranges,  still  it  would 
require  comparatively  little  force  to  raise  the  pavement  against  its 
own  weight  only,  starting  in  a  bent  condition  by  reason  of  the 
usual  crowning  given  the  pavement  in  its  construction. 

In  the  tar-filled  section  of  Kennedy  avenue  pavement,  the 
joints  were'  partially  depleted  of  the  filler  through  flow  of  the  ma- 
terial. This  affected  the  pavement  along  the  center  line  of  the 
street,  the  tar  flowing  down  grade  and  toward  the  gutters,  where  it 
accumulated. 

Figure  9  shows  somewhat  indistinctly  the  spalling  of  the  brick 
in  the  tar-filled  section,  by  reason  of  unsupported  edges.  A  cement 
filler  would,  of  course,  afford  the  necessary  support  to  the  edges  of 
the  brick  and  tend  to  prevent  so  early  destruction  of  the  individual 
bricks.  The  traffic  on  Kennedy  avenue  is  not  very  great  for  a 
city  street. 

Figure  10  shows  the  creeping  of  a  brick  pavement  and  its  effect 
upon  an  abutting  asphalt  pavement.  A  ridge  in  the  asphalt  was 
raised  and  a  gas  main  cover  tipped  by  the  movement  of  the  cement- 
filled  brick  pavement.  The  weaker  a.sphalt  pavement  readily 
yields  to  the  pressure  exerted  by  the  brick  pavement,  while  the 
latter  itself  is  more  or  less  cracked  in  that  vicinity  as  it  would  be 
at  an  open  end.  The  creeping  of  a  strong  brick  pavement  dis- 
turbs manhole  frames  and  carries  along  with  it  catch  basin  gratings, 
as  shown  by  figure  11.  The  pavement  of  Belmore  road,  East 
Cleveland,  showed  a  movement  at  the  place  photographed  about 
equal  to  the  width  of  a  brick. 


?'io.  8.  Longitudinal  Crack  im  Cement  Pilled  Pavbi 
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Fig.  10.  Creeping  of  Brick  Pavement,  Upheaving  Ridge  or  Asphalt 
AT  Junction  of  Two  Pavemekts  and  Tippino  Gas  Main  Cover 
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Outside  edge  of  curve  oppoalte  p[ace  shown  by  figure  12. 
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One  end  of  Belmore  road  abuts  against  Euclid  avenue,  on 
which  there  is  a  double  track  trolley  line.  The  pavement  of  Euclid 
avenue  offered  little  resistance  against  the  creeping  of  this  side 
street  and  facilitated  the  shearing  of  the  catch  basin  grating. 

These  illustrations  are  selected  as  typical  examples  and  it  will 
not  be  necessary  to  refer  to  other  similar  instances.  Having  in 
mind  the  forces  generated  and  their  manner  of  development,  it 
is  generally  an  easy  matter  to  consistently  account  for  the  effects 
of  thermal  conditions  witnessed  in  pavements,  and  where  unbal- 
anced forces  exist  to  predict  those  movements  in  the  pavement 
which  are  realized. 

There  are  places  in  pavements  where  very  little  changes  in 
dimensions  have  occurred  for  a  range  of  fifty  or  more  degrees  tem- 
perature. There  is  a  compensation  in  the  relief  of  initial  longitu- 
dinal compression  which  occurs  during  a  drop  in  temperature  and 
this  has  nearly  or  quite  compensated  for  the  contraction  incident 
to  the  lowering  of  the  temperature.  The  result,  observed  at  a 
section  of  Euclid  avenue,  near  University  Circle,  Cleveland,  was 
the  maintenance  of  substantially  a  constant  or  fixed  gauged  length. 
Obviously,  a  section  where  no  movement  of  the  pavement  occurs 
marks  a  place  of  great  durability.  Without  the  disturbing  fac- 
tor of  changes  of  temperature  the  construction  and  maintenance 
intact  of  a  monolithic  pavement  would  be  much  simplified. 

Measurements  of  transverse  reference  lengths  are  in  general 
more  regular  and  follow  changes  in  temperature  more  consistently 
than  the  changes  in  the  longitudinal  reference  lengths.  It  may 
be  remarked  in  passing  that  no  substantial  difference  appeared 
between  pavements  with  and  those  without  expansion  joint  at 
the  curb,  in  respect  to  the  display  of  lateral  expansion  and  contrac- 
tion. In  a  longitudinal  direction  the  presence  of  occasional  cracks 
across  the  roadway  causes  some  reference  lengths,  those  spanning 
the  cracks,  to  be  longer  when  the  temperature  is  lowered  by  reason 
of  the  adjacent  sections  contracting  and  opening  the  joints.  In  few 
places  is  there  strictly  normal  behavior  witnessed  in  the  longitu- 
dinal reference  lengths. 

Figures  12  and  13  show  opposite  sides  of  Carlyon  road.  East 
Cleveland,  0.,  at  the  curve  in  the  roadway  near  Superior  avenue. 
At  the  time  it  was  photographed,  this  part  of  the  street  was  being 
repaired.     At  the  inside  of  the  curve,  as  shown  by  figure  12,  the 
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pavement  had  left  the  cement  gutter  and  was  forced  over  against 
the  opposite  gutter,  shown  by  figure  13.  The  open  channel 
between  the  pavement  and  the  cement  gutter  at  the  inside  of  the 
bend  was  6  inches  wide.  A  considerable  part  of  this  opening,  how- 
ever, represented  the  result  of  abrasive  wear  of  vehicles;  it  was  not 
all  due  to  the  bodiJy  movement  of  the  pavement.  From  2  inches 
to  2i  inches  represents  the  maximum  movement  which  has  been 
observed  in  other  streets  taking  place  in  a  direction  away  from  the 
inside  curb. 

The  pavement  of  Carlyon  road  was  under  initial  strains  when 
the  repairs  were  made.  A  portion  of  the  pavement  was  torn  up 
whereupon  the  part  shown  in  figure  12  gradually  moved  outward 
radially,  an  additional  distance  of  J  inch  as  first  observed,  which 
was  subsequently  foimd  to  have  increased  to  about  i  inch.  The 
pressure  on  the  outer  curb  caused  the  fractures  which  are  shown  in 
figure  13.  Sidewalk  flagging  afforded  the  necessary  reaction  to 
fracture  the  combined  cement  gutter  and  curbing. 

In  the  case  of  Emily  street.  East  Cleveland,  which  has  a  bend 
near  one  end  of  some  fifty  degrees,  more  or  less,  the  pavement  has 
left  the  inside  curbing  for  a  distance  of  160  feet,  crowding  over 
against  the  outer  curb.  Tension  cracks  are  on  the  outside  of  the 
bent  pavement  and  where  the  longer  tangent  of  the  street  has 
acted  upon  the  shorter  one.  At  the  in§ide  curb  the  maximiun 
opening  between  the  pavement  and  the  curb  was  found  to  be  2J 
inches. 

The  conditions  in  streets  with  short  reversed  curves  are  rather 
more  severe  than  in  single  bends.  The  long  tangents  set  up  shear- 
ing stresses  which  fracture  the  pavement  at  the  reversed  curve. 
Figure  14  shows  such  an  example  on  Cummington  road,  East 
Cleveland.  The  pavement  was  forced  into  close  contact  with  the 
outside  curbs  of  the  bends,  while  at  the  inside  curbs  the  openings 
were  IJ  inches  and  2  inches  respectively.  At  the  junction  of 
Abington  road  with  Cummington  road,  near  the  reversed  curve 
of  the  photograph,  there  were  two  openings  of  2^  inches  each 
between  the  pavement  and  the  curbstone.  These  several  open- 
ings are  believed  to  have  been  the  result  of  the  gradual  lengthening 
of  the  pavements  by  alternate  expansion  and  contraction.  When 
it  was  cold,  gritty  material  would  sift  into  open  cracks  and  prevent 
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them  closing  subsequently  when  the  pavement  was  next  heated, 
this  process  being  repeated,  gradually  causing  a  pronounced  length- 
ening of  the  entire  surface. 

Some  of  the  foregoing  examples  were  taken  from  streets  which 
have  been  paved  for  a  term  of  years.  The  eflfects  of  changes  in 
temperature  are  cumulative  in  part  and  it  would  require  several 
years  to  elapse  before  certain  effects  reach  a  maximum  stage  of 
development.  Predictions  based  upon  the  relations  existing  be- 
tween the  coefficients  of  expansion,  the  moduli  of  elasticity,  and 
the  crushing  strengths  of  the  bricks  lead  to  the  inference  that  when 
thermal  effects  are  considered  the  behavior  of  these  earlier  paved 
streets  may  be  taken  as  examples  of  what  should  eventually  be 
found  in  current  construction. 

Greater  strength  may  reside  in  recently  constructed  pavements 
but  it  may  also  follow  that  greater  internal  strains  may  be  intro- 
duced by  reason  of  the  higher  physical  properties  of  the  materials 
used.  Internally  generated  forces  depend  for  their  magnitude 
upon  the  physical  properties  of  the  materials  themselves.  It  is 
believed  that  thermal  effects  will  be  similarly  displayed  in  pave- 
ments both  of  medium  and  of  maximum  strength,  and  either  grade 
may  be  taken  as  indexical  of  the  other. 

Some  additional  illustrations  are  presented  on  features  con- 
nected with  the  general  subject  of  brick  pavements. 

Figure  15  shows  a  crack  parallel  to  one  of  the  rails  of  a  trolley 
track,  at  University  Circle,  Cleveland.  Cracks  of  this  kind  are 
caused  by  the  depression  of  the  trolley  track  carrjang  down  the 
pavement  which  is  bonded  to  or  in  contact  with  it.  Only  track 
of  the  highest  degree  of  rigidity  can  safely  be  bonded  to.  It  is 
injudicious  to  bring  cement-filled  brick  pavements  against  the 
rails  of  trolley  track  generally  speaking,  and  yet  that  may  fre- 
quently be  the  most  expedient  course  to  adopt.  It  is  not  expected 
that  all  troubles  will  be  eliminated  even  though  the  causes  are 
well  understood,  and  cracks  must  be  looked  for  in  certain  places 
in  monolithic  pavements. 

Transverse  cracks  in  pavements  are  commonly  the  result  of 
alternate  changes  in  temperature,  and  some  longitudinal  cracks 
owe  their  origin  to  the  same  cause.  Other  longitudinal  cracks 
are  occasioned  by  the  crosswise  bending  of  the  pavement.    There 
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are  a  number  of  causes  which  would  occasion  bending  strains  and 
which  the  rigid  character  of  monolithic  pavement  would  be  unable 
to  endure  without  fracture. 

Figure  16  shows  some  longitudinal  cracks  between  the  rails 
and  trolley  tracks  in  West  14th  street,  Cleveland,  O.,  which  are 
attributed  to  the  transverse  or  crosswise  bending  of  these  paved 
strips.  The  expansion  of  such  narrow  strips  as  these  would  be  only 
a  few  hundredths  of  an  inch  for  a  range  of  100°  F.  and  compression 
forces  due  to  changes  in  temperature  would  not  account  for  the 
formation  of  these  cracks.  These  cracks  appear  to  be  due  to  cross- 
wise bending  of  the  pavement,  in  reaching  which  result  the  depres- 
sion of  the  tracks  and  possibly  the  yielding  of  the  ties  on  which  the 
track  rests  are  important  factors. 

Figure  17  shows  some  tar  bubbles  coming  out  of  the  joints  of  a 
tar-filled  pavement  when  exposed  to  summer  heat.  As  is  well 
known,  a  tar  filler  is  softened  and  flows  readily  when  under  the 
influence  of  summer  temperatures.  It  is  quite  prompt  in  flowing 
from  the  joints  at  the  higher  parts  of  the  crown  of  the  pavement, 
and  collects  along  the  edgestone. 

Figure  18  shows  a  tar-filled  pavement  at  the  junction  of  La- 
ment avenue  and  East  97th  street,  Cleveland,  O.  This  is  a 
residential  neighborhood  and  the  streets  in  that  vicinity  are  not 
exposed  to  heavy  traffic.  The  pavement,  however,  presents  a 
very  rough  surface  due  to  the  spalUng  of  the  edges  of  the  bricks. 
It  is  certainly  an  unsatisfactory  pavement  in  its  present  condition 
and  illustrates  the  desirability  of  laying  cement-filled  brick  pave- 
ments in  residential  streets  where  traffic  is  light,  as  well  as  in  those 
streets  where  traffic  is  heavy. 

Figure  19  shows  the  appearance  of  one  of  a  number  of  single 
courses  of  creosoted  wood  blocks  which  were  used  in  the  pave- 
ments of  East  32d  street,  Cleveland,  O.  These  courses  of  wood 
blocks  were  introduced  at  intervals  of  about  150  feet  each,  and 
were  evidently  intended  for  the  purpose  of  performing  the  functions 
of  a  transverse  expansion  joint.  The  bricks  adjacent  to  the  creo- 
soted wood  blocks  were  spalled  in  a  number  of  places,  as  shown  by 
the  cut.  The  middle  of  the  length  of  a  straight  street  is  believed  to 
need  no  expansion  joint;  and  as  for  the  ends,  they  would  be  bene- 
fited by  being  confined  by  rigid  marginal  curbs  rather  than  by  the 
use  of  joints  of  a  jdelding  character. 


Fig.  16.  Crack  in  Pavement  Parallel  to  Trolley  Track 


Fio.  17.  Tab  Bubbles  in  Joints  op  Tar  Filled  Pavement 
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Fio.  19.  Spalled  Brick  Adjacent  to  Course  of  Crbosoted  Woi 
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This  being  true,  it  is  a  mistaken  idea  to  introduce  transverse 
expansion  joints  in  any  part  of  a  street.  A  pavement  will  be  in  a 
state  of  initial  compression  of  magnitude  only  a  portion  of  the  year 
in  northern  climates.  It  has  not  yet  been  ascertained  what  state 
the  pavements  are  in  at  winter  temperatures.  In  general  it 
would  be  expected  that  exposure  to  temperatures  lower  than 
that  at  which  the  cement-filler  set  would  be  attended  by  a  state  of 
tension  in  the  pavement  or  an  opening  of  the  cracks  between 
some  of  the  courses.  Nevertheless,  the  stresses  induced  by  creeping 
might  so  modify  conditions  locally  that  some  parts  of  the  pavement 
would  at  least  remain  in  a  state  of  compression  over  a  greater 
range  of  temperature  than  other  parts. 

The  popular  idea  of  the  condition  of  a  pavement  is  not  infre- 
quently based  upon  some  feature  entirely  distinct  from  the  pave- 
ment itself.  Figure  20  shows  the  defective  condition  of  the  trolley 
track  on  Madison  avenue,  Cleveland,  O.  This  street  appears 
to  have  accquired  an  unenviable  reputation  for  its  pavement  when 
in  fact  the  pavement  is  very  good,  but  owing  to  a  particularly  poor 
piece  of  trolley  track  the  street  can  only  be  crossed  with  diffi- 
culty. 

Figure  21  illustrates  an  upheaval  of  a  sidewalk  crossing  on 
Ravine  avenue,  Cleveland,  O.  It  is  quite  unlikely  that  such  a 
detail  will  again  be  used,  since  the  disrupturing  effect  of  exposure 
to  high  summer  temperatures  on  such  a  feature  is  well  known. 
Longitudinal  compressive  forces  are  well  resisted  when  the  elements 
of  the  pavement  parallel  to  its  length  are  straight  lines,  but  the 
introduction  of  sidewalk  crossings  sharply  crowned,  thus  changing 
the  elements  to  curved  ones,  makes  very  weak  places,  easily  up- 
heaved by  rise  of  temperature. 

Straight  members,  not  curved  ones,  are  employed  in  other  engi- 
neering structures  to  sustain  loads  of  compression  and  a  street  pave- 
ment is  an  engineering  structure  which  is  governed  by  the  same 
laws  as  other  structures  which  are  similarly  loaded.  If  there  is  a 
divergence  in  a  pavement  from  the  best  form  of  compression  mem- 
ber— ^that  is,  a  flat  surface — for  drainage  or  other  purposes,  the 
departure  should  be  a  minimum. 

In  conclusion:  It  is  believed  that  the  integrity  of  cement-hlled 
brick  pavements  can  best  be  maintained  by  adopting  such  details 
of  design  and  construction  as  will  enable  the  pavements  to  resist 
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forces  of  compression  which  are  incident  to  alternate  changes  of 
temperature. 

That  provision  to  resist  such  compressive  forces  should  apply 
to  the  pavement  in  both  longitudinal  and  crosswise  directions. 

That  initial  compression,  within  limits,  is  a  desirable  feature 
to  have  in  a  pavement  and  that  it  seldom  happens  that  the  maxi- 
mum compressive  stresses  occasioned  by  rise  of  temperature  are 
sufficient  to  cause  injury  to  the  bricks  by  approach  to  their  crush- 
iiVg  strength. 

That  the  middle  parts  of  the  lengths  of  straight  streets  are  from 
position  best  located  to  maintain  the  continuity  of  the  pavements 
intact. 

That  open  ends  of  paved  streets  may  be  expected  to  display 
creeping  tendencies  and  that  such  creeping  will  occur. 

That  end  creeping  is  a  consequence  of  a  permanent  lengthening 
of  the  pavement,  and  while  individual  bricks  of  the  pavement  will 
successfully  resist  compression  stresses  incident  to  rise  of  tempera- 
ture, still  the  total  force  thus  generated  is  too  great  to  admit  of 
being  entirely  resisted  by  marginal  curbs  or  other  means  available. 

That  streets  having  others  enter  from  one  side  only  are  unfavor- 
ably situated  in  respect  to  being  exposed  to  overstraining  forces. 

That  curved  roadways  have  a  tendency  to  leave  the  inside  curb- 
ing and  crowd  against  the  outside. 

That  continuous  pavements  will  not  be  expected  to  remain 
intact  at  short  reversed  curves  in  roadways,  at  least  in  the  case  of 
streets  having  long  tangent  ends. 

That  pavements,  to  successfully  resist  the  compressive  stresses 
caused  by  variations  in  temperature,  should  be  laid  as  nearly  flat 
as  feasible,  that  is,  with  minimum  permissible  crowning. 

That  compression  stresses  in  pavements  in  directions  in  which 
the  elements  are  straight  lines  are  advantageous  rather  than  detri- 
mental and  assist  in  keeping  the  pavements  intact.  Conversely, 
that  compression  stresses  acting  in  directions  in  which  the  ele- 
ments are  curved  are  menacing  to  the  integrity  of  the  pavements. 

The  compressive  stresses  referred  to  are  those  caused  by  thermal 
changes  and  which  act  in  the  plane  of  the  pavement,  and  do  not 
refer  to  loads  or  stresses  normal  to  the  surface  of  pavements,  such 
as  wheel  pressures  of  loaded  vehicles. 


Fio.  20.  Depbctivb  Condition  of  Troli-et  Tback 


Fig.  21.  Upheaval  at  Sidewalk  Cbc 
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DISCUSSION 

Mr.  Craig:  Have  you  made  a  study  of  the  different  materials 
used  for  expansion  joints — asphalt  or  pitch,  and  the  consistency 
of  them? 

m 

Mr.  Howard:  We  have  made  no  observations  yet  on  that 
subject.  All  of  those  fillers  are  so  soft  that  the  brick  will  crowd 
them  out  at  the  side.  I  believe  the  difference  in  consistency  of 
the  fillers  would  be  practically  insignificant,  compared  with  the 
force  of  the  brick. 


THE  DURABILITY  OF  GROUTED  GRANITE  PAVEMENTS 

By  WILLIAM  A,  HOWELL,  Engineer  of  Streets  and  Highways, 

Newark,  N.  J. 

At  the  Erie  convention  of  1910  the  writer  presented  a  paper 
on  "Close  Jointed,  Cement-Grouted  Granite  Pavements,"  in 
which  the  work  incident  to  the  introduction  of  that  form  of  pave- 
ment in  the  city  of  Newark  was  described  in  detail  The  object 
of  the  writer  in  presenting  this  paper  is  to  review  the  history  of 
grouted  granite  in  Newark  and  other  cities  during  the  past  thr^e 
years,  and  to  ascertain  if  this  form  of  pavement  continues  to  give 
the  satisfactory  results,  under  heavy  traffic  conditions,  claimed 
for  it  by  its  friends  and  advocates. 

Up  to  November  1,  1912,  the  city  of  Newark  had  laid  under 
public  contracts  12.54  miles  of  grouted  granite,  having  an  area 
of  235,825  square  yards,  laid  at  a  cost,  including  cost  of  inspection 
and  advertising,  of  $922,214.  Contracts  awarded  during  the 
present  year  but  remaining  uncompleted  on  account  of  labor 
troubles,  call  for  1.43  miles  additional,  carrying  a  yardage  of  29,900 
square  yards,  at  an  estimated  cost  of  $114,539.  In  addition  to  the 
above,  there  has  been  paved  privately  0.17  of  a  mile  of  this  form 
of  pavement  during  the  past  three  years,  at  an  estimated  cost  of 
$11,000.  Newark,  therefore,  has  laid  or  has  under  contract  14.15 
miles,  or  269,000  square  yards,  of  grouted  granite  of  the  latest 
approved  specifications,  laid  at  a  cost  of  $1,050,000.  In  Newark 
we  have  16,240  square  yards,  or  about  0.8  of  a  mile,  laid  at  least 
three  years,  and  77,100  square  yards  additional,  or  about  3f  miles 
of  pavement,  down  at  least  two  years. 

Of  the  12.54  miles  laid  under  public  contract,  we  have  3.96 
miles  from  Long  Cove,  Me. ;  0.38  of  a  mile  from  Rockport,  Mass. ; 
0.25  of  a  mile  from  Vermont;  5.72  miles  from  New  Hampshire; 
0.75  of  a  mile  from  Mt.  Airy,  N.  C;  and  1.46  miles  from  Salisbury, 
N.  C. 

It  would  seem,  therefore,  that  we  have  at  hand  plenty  of  reliable 
data  from  which  to  draw  conclusions  as  to  the  practical  utility  of 
grouted  granite.     It  is  not  the  intention  of  the  writer  to  enter  into 
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detail,  describing  the  efforts  of  the  engineering  department  of 
our  city  in  their  endeavor  to  secure  blocks  properly  made  at  the 
quarries,  capable  of  meeting  the  rigid  specifications  at  first  intro- 
duced three  years  ago.  It  was  his  effort  to  cover  this  matter  care- 
fully in  the  previous  paper.  Realizing  as  does  the  writer  the  im- 
portance of  a  rigid  adherence  to  the  standard  specifications,  in 
order  to  secure  the  necessary  uniformity  in  sizes  of  blocks  and  of 
minimum  width  of  joints,  the  fact  remains  that  the  essentially 
important  part  of  the  work  of  producing  a  satisfactory  grouted 
granite  pavement  must  be  given  by  the  engineer  to  the  production 
of  the  grout  mixture,  its  preparation  and  its  appUcation  to  the 
blocks. 

The  first  granites  tried  out  in  Newark  under  the  revised  specifi- 
cations of  1909  were  from  Long  Cove,  Maine,  and  from  Rockport, 
Mass.  These  granites  are  very  hard  and  not  particularly  suscep- 
tible to  cement  grout.  We  managed  with  infinite  care  to  grout 
successfully  a  number  of  streets  paved  with  the  Long  Cove  granite, 
we  succeeded  in  grouting  two  streets  paved  with  the  Rockport 
granite,  but  we  had  a  number  of  almost  total  failures  where  one  or 
the  other  granite  was  used.  The  writer  on  September  6  and  7 
visited  a  section  of  New  England  where  grouted  granite  has  been 
in  successful  use  for  several  years.  The  portion  of  New  England 
visited  was  within  a  radius  of  35  miles  from  Milford,  N.  H.,  and 
took  in  the  cities  of  Iiawrence  and  Lowell,  Mass.,  and  Manchester 
and  Concord,  N.  H.  The  quarries  visited  were  located  as  follows: 
(1)  West  Chelmsford,  Mass.,  owned  by  Mr.  Fletcher;  (2)  Kittredge 
Quarry  at  Milford,  N.  H.;  (3)  Lovejoy  Quarry  at  Milford,  N.  H.; 
(4)  Tonella  Quarry  at  Milford,  N.  H.;  (5)  Swenson  Quarry  at 
Concord,  N.  H.;  (6)  New  England  Quarry  at  Concord,  N.  H.;  and 
(7)  The  Bailey  Quarry  at  Suncrook,  N.  H. 

It  is  not  our  purpose  in  this  paper  to  describe  the  methods  of 
operating  these  quarries,  but  in  passing  it  gives  us  pleasure  to  state 
that  after  visiting  at  least  twenty  New  England  granite  quarries, 
the  writer  never  saw  such  thoughtful  provision  made  for  the  com- 
fort and  welfare  of  the  block  makers  as  was  done  at  the  Kittredge 
Quarry  at  Milford,  N.  H. 

The  streets  inspected  during  our  trip  were  as  follows : 
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Lowell,  Mass. 

Middlesex  Street,  Three-quarters  of  a  mile  long.  Pavement  laid  three 
years,  street  railway  tracks  the  entire  length  of  the  street,  track  pavement 
also  grouted.  Heavy  traffic.  A  portion  of  this  street  has  been  laid  four 
years.    The  grouting  is  in  excellent  condition. 

Central  Street.  Part  of  the  pavement  has  been  laid  six  years  and  a  por- 
tion five  years.    In  good  condition. 

Merrimac  Street.  Two  street  railway  tracks,  pavement  about  one-half 
of  a  mile  long,  laid  three  years,  in  first  class  condition.    Traffic  heavy. 

Bridge  Street.  Down  two  years,  45-foot  roadway,  street  railway  tracks. 
Looks  good. 

Graham  Street  on  a  steep  grade.    Street  railway  tracks. 

In  Lowell  they  intend  paving  five  streets  this  year.  The  usual 
practice  is  to  pave  a  portion  of  a  street  at  a  time  and  pave  the 
remaining  portion  another  year.  On  the  work  in  Lowell,  Chelms- 
ford granite  is  used  principally. 

In  Lowell,  Lawrence,  Lynn  and  Everett,  the  municipality  buys 
the  blocks  and  the  paving  work  is  done  by  the  street  commis- 
sioner's force. 

Lawrence,  Mass. 

Essex  Street.  Paved  in  1909  with  4-inch  blocks.  This  street  is  100  feet 
wide  and  the  roadway  about  80,  and  has  two  street  railway  tracks.  The 
material  used  was  Milford  granite  principally,  with  some  Concord  granite. 
This  street  was  paved  by  the  Hassam  Paving  Company  and  was  very  heavily 
grouted  on  top  of  the  blocks. 

Lawrence  Street.  One  block  laid  by  the  street  commissioner  one  year 
ago. 

Broadway.  One  and  one-fourth  miles  long,  paved  three  years  ago.  The 
material  used  was  4-inch  Chelmsford  block.  The  work  was  done  by  a  local 
contractor  and  the  grouting  is  not  wearing  well.  There  are  many  bare 
spots  in  the  middle  of  the  job. 

Common  Street.  Laid  1908.  This  pavement  is  about  three-quarters  of  a 
mile  long  and  was  done  by  a  local  contractor.  There  are  many  holes  and 
depressions  in  the  pavement.  This  street  is  the  same  length  as  Essex  Street. 
The  roadway  is  40  feet  between  curbs.  There  is  no  concrete  base,  7-inch 
blocks  being  used  on  a  rolled  base. 

South  Broadway.  This  street  is  being  paved  this  year  with  7-inch  blocks 
not  on  a  concrete  base. 

Manchester,  N.  H. 

Elm  Street.  This  is  the  principal  street  of  the  city,  70  feet  between  curbs, 
two  car  tracks.  The  paved  portion  of  the  street  is  about  one  mile  long. 
The  grouted  granite  work  has  been  laid  eight  or  nine  years.  The  traffic 
is  moderately  heavy,  but  fairly  well  distributed. 
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On  this  trip  the  writer  endeavored  to  get  some  data  from  the 
granite  quarry  men  as  to  the  reasons  why  certain  granites  are  more 
susceptible  to  cement  grout  than  others.  Of  the  three  principal 
constituents  of  granite — quartz,  feldspar  and  mica — the  granites 
having  an  excess  of  quartz  or  feldspar  are  to  a  marked  degree  less 
susceptible  to  cement  grout  than  granites  containing  a  larger  pro- 
portion of  mica.  In  other  words,  mica  is  the  only  component 
part  of  the  granite  block  having  an  affinity  for  the  grout.  The 
union  between  the  granite  block  and  the  cement  grout  is  not  a 
chemical  union,  but  purely  mechanical.  The  grout  sinks  into  the 
cavities  and  cracks  in  the  granite  and  is  tied  in,  or  anchored  in,  by 
the  little  sharp  bead  like  projections  of  mica,  which  penetrate  the 
soft  grout  layer  on  top  of  the  block  and  in  the  interstices  between 
the  blocks,  and  after  the  hardening  of  the  grout  finally  become 
firmly  fixed  and  embedded  in  the  solidified  mass. 

SPECIFICATIONS 

Our  Newark  specifications  for  grouted  granite,  which  are  iden- 
tical with  the  specifications  adopted  by  the  Association  for  Stand- 
ardizing Paving  Specifications,  are  as  follows: 

Cement  grouting 

After  the  pavement  has  been  brought  to  a  uniform  surface,  Portland 
cement  grout  shall  be  poured  into  the  joints  until  it  appears  on  the  surface. 
The  grout  shall  be  broomed  into  the  joints,  if  necessary  to  fill  the  same,  and 
the  operation  must  be  continued  as  the  grout  settles  until  the  joints  are 
thoroughly  filled  flush  with  the  surface  of  the  blocks,  immediately  after 
which  the  entire  pavement  shall  be  broomed  to  smooth  surface,  sufficient 
grout  being  applied  to  bring  said  surface  even  with  the  highest  part  of  any 
of  the  blocks.  The  blocks  shall  be  wet  by  sprinkling  immediately  before 
applying  the  grout,  if  the  condition  of  the  atmosphere  requires  this  precau- 
tion to  be  taken. 

Composition  of  cement  grout 

The  cement  grout  shall  be  composed  of  one  or  more  measures  of  the  best 
quality  of  freshly  burned  Portland  cement  to  not  to  exceed  one  measure  of 
clean  sharp  sand.  The  mixture  to  be  employed  for  any  piece  of  work  shall 
depend  upon  the  hardness  of  the  granite  used;  and  the  mixture  shall  be 
ascertained  by  sufficient  experiments  to  give  a  grade  which  will  be  of  such 
a  strength  as  to  wear  down  uniformly  with  the  granite  used.  In  the  mixing 
of  the  cement  and  sand,  clear  water  shall  be  used  to  give  the  proper  con- 
sistency. 
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The  grout  must  be  mixed  for  this  purpose  in  a  box  resting  on  legs  of  differ- 
ent lengths,  so  that  the  mixture  will  readily  flow  to  one  corner  of  the  box,  the 
bottom  of  which  shall  be  6  inches  above  the  pavement.  The  mixture  must 
be  removed  from  the  box  to  the  street  surface  with  scoop  shovels,  all  the 
while  being  stirred  in  the  box  as  the  same  is  being  emptied;  one  such  box 
to  be  provided  for  each  10  feet  of  width  of  roadway.  The  work  of  filling 
should  thus  be  carried  forward  in  line  until  an  advance  of  15  to  20  yards  has 
been  laid,  when  the  same  force  and  appliances  shall  be  used  to  regrout  the 
same  space  in  a  like  manner,  excepting  that  the  proportion  of  the  mixture 
shall  be  two  parts  Portland  cement  to  one  part  sand.  To  avoid  the  possi- 
bility of  causing  the  grout  to  become  too  thick  at  any  point,  there  should 
be  a  man  with  a  sprinkling  can,  the  head  perforated  with  small  holes, 
slightly  sprinkling  the  surface  ahead  of  the  sweepers.  To  insure  the  pene- 
tration of  the  grout  into  the  joints  of  the  pavement  there  shall  be  used,  in 
addition  to  the  brooms,  a  squeegee  scraper  15  to  18  inches  in  length,  on  the 
last  application  of  the  grout. 

Within  one-half  to  three-quarters  of  an  hour  after  the  last  coat  has  been 
applied  and  the  grout  between  the  joints  has  fully  subsided,  and  when  the 
initial  set  is  taking  place,  the  whole  surface  must  be  slightly  sprinkled  and 
all  surplus  mixture  left  on  the  top  swept  into  the  joints,  bringing  them  up 
flush  and  full.  After  the  grouting  is  done  and  a  sufficient  time  for  hardening 
has  elapsed,  so  that  the  coating  of  sand  will  not  absorb  any  moisture  from 
the  cement  mixture,  one-half  inch  of  sand  shall  be  spread  over  the  whole 
surface,  and  in  case  the  work  is  subjected  to  a  hot  summer's  sun,  an  occa- 
sional sprinkling  sufficient  to  dampen  the  sand  should  be  followed  for  two 
or  three  days. 

After  the  grouting  is  completed,  the  streets  shall  be  kept  closed  and  no 
carting  or  traffic  allowed  until  at  least  seven  days  have  elapsed  on  any 
portion  of  the  street  grouted,  and  the  face  of  the  pavement  shall  be  kept 
moist  if  the  condition  of  the  weather  requires  this  precaution.  The  con- 
tractor shall  erect  sufficient  and  well  constructed  barricades  and  furnish 
watchmen  at  all  times  if  the  same  shall  be  necessary,  to  insure  that  this  pre- 
caution in  regard  to  the  prevention  of  traffic  or  carting  is  complied  with. 
Should  the  bond  between  the  blocks  become  broken  for  any  reason,  the 
joints  at  such  places  shall  be  cleaned  out,  even  if  it  is  necessary  to  take  up 
and  relay  the  blocks,  and  such  parts  so  taken  up  and  relaid  shall  be  re- 
grouted  and  re-barricaded. 

The  attention  of  the  writer  having  been  called  to  the  difficulty 
experienced  in  securing  good  results  in  the  grouting  of  a  certain 
important  highway,  and  also  to  criticism  by  drivers  of  teams  and 
other  heavy  loaded  vehicles  drawn  by  horse  power,  as  to  the 
slipperiness  of  grouted  granite,  the  WTiter  has  given  careful  study 
to  the  subject  and  has  arrived  at  the  following  conclusions:  The 
contract  for  the  paving  of  the  public  highway  referred  to  was  origin- 
ally awarded  to  a  contractor  of  large  experience,  but  had  been 
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several  times  sublet,  until  the  actual  work  of  paving  and  grouting 
had  been  given  to  a  man  whose  sole  aim  was  to  complete  as  large 
a  yardage  of  pavement  as  he  possibly  could  every  working  day. 
The  sub-contractor  referred  to  took  no.  interest  whatever  in  getting 
good  grouting,  what  interested  him  was  completing  his  work  as 
rapidly  as  possible  and  getting  his  money.  The  cement  was  known 
to  be  good,  New  Hampshire  granite  was  used,  and  yet  most  of 
the  grouting  disappeared  within  a  very  short  time.  The  concrete 
base  was  exceedingly  rough,  and  the  sand  bed  under  the  blocks 
varied  greatly  in  thickness,  in  some  places  not  running  over  one- 
half  inch.  The  blocks  were  not  properly  rammed,  and  the  grout 
mixture  was  not  prepared  in  a  box,  but  was  mixed  right  on  top  of 
the  pavement,  and  gravel  was  used  instead  of  sand. 

In  the  city  of  Newark  we  have  not  had  a  single  failure  where 
New  Hampshire  granite  was  used  and  where  the  grouting  was 
completed  before  November  15.  We  have  had  excellent  results 
on  a  number  of  streets  where  granites  other  than  the  New  Hamp- 
shire granite  were  used.  There  is  no  question  as  to  the  durability 
of  the  grouting  where  soft  granite  is  used  and  where  the  specifica- 
tions are  rigidly  adhered  to.  We  have  several  miles  of  grouted 
granite  in  Newark  where  the  granite  has  successfully  stood  the 
most  severe  test  of  heavy  traffic  for  several  years.  We  have 
inspected  many  miles  of  this  form  of  pavement  in  Troy,  N.  Y., 
Worcester,  Mass.,  and  other  cities. 

As  to  the  criticism  of  slipperiness.  There  are  certain  seasons 
of  the  year  when  all  pavements  are  more  or  less  slippery.  During 
the  Indian  Summer,  for  instance,  when  the  air  is  full  of  mist,  a 
thin  film  of  moisture  will  fasten  itself  on  the  pavement,  and  if  the 
blocks  are  not  frequently  cleaned  the  whole  surface  will  become 
greasy  and  slippery.  The  same  effect  is  caused  by  the  action  of 
frost.  If  the  pavement  is  perfectly  clean  the  granite  will  not  be  as 
slippery  when  affected  by  frost  as  when  it  has  a  thin  coating  of 
dirt  or  grease.  An  instance  referred  to  in  the  previous  paper  has 
occurred  to  the  writer.  In  the  city  of  Troy  there  is  an  important 
highway  carrying  two  street  railway  tracks,  the  entire  width,  both 
tracks  and  roadway  outside,  being  paved  with  grouted  granite. 
There  are  quite  a  number  of  intersecting  streets  paved  with  asphalt 
or  brick.  The  highway  referred  to  is  on  a  moderately  steep  grade, 
6  per  cent  I  believe,  and  carries  much  heavy  traffic.     During  the 
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winter  previous  to  our  inspection  not  a  single  horse  fell  on  the 
grouted  granite.  A  few  horses  slipped  on  the  rails  and  fell,  but 
the  horses  who  kept  away  from  the  rails  secured  a  firm  foothold 
from  the  grit  in  the  cement.  On  the  cross  streets  paved  with 
asphalt  and  other  smooth  pavements,  horses  were  falling  constantly 
all  through  the  winter.  Ogden  street,  Newark,  was  paved  with 
grouted  granite  about  one  year  ago.  The  space  between  the  curbs 
and  the  street  railway  tracks  is  not  over  11  feet.  The  old  pave- 
ment taken  up  was  macadam,  and  had  been  in  a  bad  state  of  repair 
for  several  years.  This  street  is  located  in  a  lumber  yard  and 
brick  yard  district,  and  the  traffic  is  heavy.  The  granite  used  on 
this  piece  of  work  was  from  Mount  Airy,  N.  C.  The  street  grades 
were  under  2  per  cent.  A  prominent  merchant  owning  a  large 
number  of  teams,  who  used  this  street  constantly,  informed  the 
writer  that  he  had  never  seen  or  heard  of  a  horse  falling  since  the 
completion  of  the  new  pavement.  The  gentleman  referred  to 
volunteered  the  information  that  with  the  advent  of  the  new  pave- 
ment the  traffic  had  increased  100  per  cent.  On  Cross  and  Divi- 
sion streets,  two  hill  streets  in  this  district,  where  the  grades  are 
about  7  per  cent  and  where  the  traffic  comes  from  the  Lackawanna 
freight  yards  in  addition  to  the  heavy  traffic  from  Ogden  street, 
no  complaints  have  ever  been  received  that  the  grouted  granite 
was  slippery.  These  two  streets  are  paved  with  New  Hampshire 
granite,  and  the  grouting  was  done  three  years  ago  and  is  still  very 
good.  On  Bloomfield  avenue  part  of  the  street  is  on  a  5  per  cent 
grade,  and  west  of  Mt.  Prospect  avenue  the  grades  seldom  exceed 
1  per  cent.  Business  men  located  on  this  street  and  teamsters 
using  the  pavement  were  questioned,  with  the  following  results: 
When  the  street  is  not  perfectly  clean,  and  at  the  same  time  is 
wet,  horses  will  slip  on  the  steep  portion  of  the  street,  particularly 
so  at  the  intersections  with  cross  streets,  where  the  pavement  is 
covered  with  a  thin  coating  of  mud  or  slime.  When  the  pavement 
is  perfectly  clean  and  a  shower  falls  on  the  grouted  work,  horses 
find  no  trouble  iii  securing  a  foothold.  Testimony  favorable 
to  the  non-slipperiness  of  grouted  granite  was  also  received  from 
property  owners  and  teamsters  on  Alyea  street,  avenues  A  and 
B,  Hedden  street,  Wright  street.  Main  street,  Christie  street. 
Freeman  street.  Academy  street,  South  street,  Tyler  street, 
Chestnut  street,  Thomas  street,  Murray  street.  Prospect  street, 
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Gouvemeur  street  and  Watson   avenue.    The  city  engineer  of 
Worcester,  Mass,  writes: 

Repl3dng  to  your  inquiry  of  October  0  relative  to  complaints  of  slipperi- 
ness  of  grouted  granite,  I  do  not  recall  complaints  of  any  nature  specifjdng 
the  grouted  granite  as  put  down  here.  The  fire  department  have  little  or 
no  difficulty  in  moving  apparatus  over  it  all  seasons  of  the  year  with  speed, 
and  the  pavement  is  preferred  over  any  other  that  we  have  ever  tried  by 
teamsters  and  others  using  horses.  I  attribute  much  of  our  success  in  the 
use  of  granite  blocks  to  the  fact  that  we  have  always  used  the  New  Hamp- 
shire granite,  the  greater  part  of  the  blocks  coming  from  the  Marlboro  quar- 
ries, which  is  soft  enough  to  wear  without  polish,  and  hence  for  a  slight 
degree  of  slipperiness.  We  have  been  accustomed  to  pave  between  our 
tracks  with  the  same  material,  and  in  the  same  manner  in  the  business  sec- 
tions of  the  city.  We  have  now  17.5  miles  of  grouted  granite  blocks,  and 
intend,  where  there  is  any  amount  of  travel,  to  lay  this  kind  of  pavement. 

Fred  A.  McClure. 

The  city  of  Newark,  with  the  cooperation  of  the  county  of  Essex, 
has  completed  the  paving  of  two  very  important  highways  known 
as  county  roads,  Bloomfield  avenue  and  Frelinghuysen  avenue. 

Bloomfield  Avenue  figures. 

Bloomfield  Avenue,  Newark,  Contract  No  1  completed 6,596 

Bloomfield  Avenue,  Newark,  Contract  No.  2  completed 2,185 

Bloomfield  Avenue,  Montclair,  under  construction 8,310 

Bloomfield  Avenue,  Bloomfield^  will  be  taken  up  1912 9,010 

Bloomfield  Avenue,  Glen  Ridge,  will  be  taken  up  1912 3,980 

Bloomfield  Avenue,  Belleville,  no  action  taken  yet 700 


30.781 
Work  completed  or  under  way,  17,091  feet. 

Bloomfield  avenue  starts  at  Belleville  avenue,  Newark,  and 
extends  through  the  municipalities  of  Belleville,  Bloomfield, 
Glen  Ridge  and  Montclair.  The  entire  length  of  the  street  to  the 
Verona  line  is  about  six  miles.  Of  this  length  8781  feet,  or  1.66 
miles,  have  been  paved  under  contracts  in  the  city  of  Newark. 
One  contract  calling  for  2185  lineal  feet  was  completed  one  year 
ago,  and  contract  No.  1  calUng  for  6596  lineal  feet  was  completed 
two  years  ago.  On  both  contracts  New  Hampshire  granite  was 
used.  The  grouting  is  wearing  exceedingly  well  and  standing  the 
heavy  traffic  finely.     The  grouting  is  standing  very  weU  immedi- 
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ately  adjoining  the  street  railway  tracks,  showing  that  it  is  possible 
to  get  good  results  even  where  the  car  headway  during  the  rush 
hours  is  not  over  two  minutes,  and  about  five  minutes  during  the 
rest  of  the  day.  The  roadway  between  the  curbs  is  39  feet  and 
the  space  between  curbs  and  rails  is  about  12  feet.  A  census  of 
the  traffic  taken  from  9.30  a.m.  to  11.30  a.m.  showed  the  passage  of 
1.5  vehicles  per  minute,  and  the  period  taken  was  one  of  the  least 
busy  portions  of  the  day.  The  town  of  Montclair  has  awarded 
a  contract,  which  is  partly  completed,  calling  for  the  paving  of 
8310  feet  of  this  street,  or  1.57  miles.  The  work  is  well  under  way 
and  would  have  been  completed  by  this  time  if  the  street  railway 
tracks  had  been  put  to  the  new  grade  and  paved.  Labor  troubles, 
however,  have  delayed  the  latter  work  very  materially.  New 
Hampshire  granite  is  being  used  on  this  work.  The  distance  from 
the  curbs  to  the  rails  of  the  street  railway  tracks  is  17.5  feet. 
Essex  County,  N.  J.,  in  connection  with  Hudson  County,  is  pav- 
ing the  plank  road  between  the  Passaic  and  Hackensack  rivers 
with  grouted  granite.  New  Hampshire  granite  is  also  being  used 
on  this  improvement. 

The  city  of  Newark,  in  cooperation  with  the  county  of  Essex, 
has  completed  the  paving  of  Frelinghuysen  avenue  from  Miller 
Street,  Newark,  to  the  Union  County  line,  a  distance  of  nearly 
13,000  feet.  The  city  of  Elizabeth  is  paving  the  rest  of  the  street. 
The  distance  between  curbs  in  Newark  is  60  feet,  with  two  street 
railway  tracks,  the  roadway  between  rail  and  curbs  being  about 
22.5  feet.  In  the  city  of  Elizabeth  the  roadway  is  much  narrower. 
The  Newark  paving  has  been  done  under  two  different  contracts. 
One  contract,  started  in  1910  and  completed  in  1911,  called  for  the 
paving  of  7715  lineal  feet  of  street;  the  second  contract,  completed 
on  September  1  of  the  present  year,  called  for  the  paving  of  5213 
lineal  feet  of  street.  The  work  in  the  city  of  Elizabeth  is  5600  feet 
long.  This  will  give  a  grouted  granite  roadway  of  18,528  lineal 
feet,  of  which  10,813  feet  was  laid  or  will  be  laid  with  New  Hamp- 
shire granite,  and  7715  feet  with  Salisbury  granite  from  North 
Carolina. 
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TEN  ESSENTIALS  FOR  SECURING  GOOD  CEMENT  GROUTED  PAVEMENT 

1.  Be  sure  your  sub-grade  is  well  rolled,  and  all  soft  places 
eliminated.  The  concrete  should  not  be  too  rough  and  should 
be  laid  to  a  true  crown;  a  uniform  thickness  of  2  inches  of  sand  bed 
under  the  blocks  should  be  maintained. 

2.  The  blocks,  after  careful  culling,  should  be  well  rammed. 

3.  Be  absolutely  sure  the  cement  is  good  and  the  sand  is  clean 
and  sharp;  a  small  percentage  of  loam,  not  over  5  per  cent  is  allow- 
able. 

4.  Great  precautions  should  be  taken  to  have  the  correct  pro- 
portions of  sand  and  cement  in  the  mixture. 

5.  Keep  the  mixture  continually  agitated  in  the  box.  Always 
remove  the  grout  mixture  from  the  box  with  scoop  shovels.  The 
contents  of  the  box  should. never  be  dumped  on  the  street;  wherever 
this  is  done  there  is  always  a  bare  spot  in  the  grouting. 

6.  The  blocks  should  be  thoroughly  wet  by  sprinkling  immedi- 
ately before  grouting. 

7.  Grouting  should  not  be  attempted  during  cold  or  frosty 
weather;  good  results  are  seldom  secured  after  November  15  in 
the  latitude  of  New  York  City. 

8.  If  the  grouting  is  done  during  very  hot  weather,  it  should  be 
immediately  covered  with  an  one  half-inch  coating  of  sand,  which 
should  be  kept  constantly  moist  by  frequent  sprinkling  during  the 
continuation  of  the  hot  spell. 

9.  Traffic  should  be  kept  away  from  the  grouted  pavement  for 
at  least  seven  days. 

10.  If  the  best  results  are  desired  with  a  minimum  amount  of 
effort,  the  use  of  a  moderately  soft  granite,  similar  to  New  Hamp- 
shire granite,  is  recommended. 

DISCUSSION 

Mr.  Parkes:  In  reference  to  the  pavement  laid  in  Massachu- 
setts by  The  Hassam  Company,  you  said  it  was  heavily  grouted 
on  top  of  the  block.  Do  I  understand  there  was  a  mortar  coat 
on  top  of  the  granite  block? 

Mr.  Howell:  Yes. 
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Mr.  Parkes:  To  what  extent? 

Mr.  Howell:  Half  an  inch. 

Mr.  Parkes:  What  do  you  call  heavy? 

Mr.  Howell:  Anything  over  a  quarter  of  an  inch. 

Mr.  Parkes:  Does  it  approximate  a  mortar  coat? 

Mr.  Howell:  Very  close  to  it;  it  was  at  least  half  an  inch; 
it  may  have  been  more. 

Mr.  Blair:  The  practice  as  stated  in  that  paper  was  followed 
in  the  construction  of  a  Medina  stone  pavement  on  the  Square 
in  Cleveland  in  1901.  The  only  difference  was  that  in  Cleveland 
there  was  as  little  left  on  top  of  the  stone  as  possible,  but  the 
joints  were  thoroughly  filled.  That  is  probably  the  heaviest 
traffic  street  in  Cleveland.  It  is  smooth,  and  I  have  never  known 
a  horse  to  slip  or  an  automobile  to  skid  on  that  pavement. 


TESTING  PAVEMENTS  IN  DETROIT 

By  J.  C.  McCABE,  Boiler  Inspector 

Periodically  during  the  past  twenty  years  sharp  controversies 
have  arisen  in  Detroit  as  to  the  desirability  of  using  various  types 
of  paving  and  the  quality  of  material  therein.  The  most  recent 
agitation  occurred  about  eighteen  months  ago.  The  mayor  de- 
manded that  all  paving  brick  be  subjected  to  the  standard  rattler 
test,  and  no  pavers  be  used  testing  over  20  per  cent.  It  appears 
that  the  mayor  was  advised  that  with  low  rattler  loss,  the  pavers 
would  be  correspondingly  more  desirable  and  give  better  street 
wear. 

It  had  been  the  custom  of  the  department  of  public  works 
for  years  to  make  rattler  tests  at  a  local  foundry  for  the' purpose  of 
getting  a  line  on  the  material  submitted,  although  no  condition  as 
to  abrasion  Iqss  entered  the  purchase  agreement — ^the  agreement 
being  to  replace  defective  pavers  found  in  pavement  after  a  period 
of  three  years. 

Early  in  1911  a  standard  rattler  was  installed  at  the  Eastern 
stone  yard  and  many  tests  made  from  all  shipments  of  brick  for 
Detroit  streets,  although  the  per  cent  loss  was  not  fixed.  Much 
criticism  of  the  department  was  made  because  of  the  purchase  of 
"rotten"  brick  which  failed  in  the  streets,  the  character  of  failure 
being  in  some  instances  a  complete  shattering  of  the  brick,  but  in 
the  greatest  number  of  cases  the  incipient  wearing  of  ruts  by  the 
excessive  wear  of  one  or  more  bricks  here  and  there  in  the  pave- 
ment. 

Criticism  was  made  of  a  section  of  Grand  River  avenue  near 
Humboldt  avenue,  where  the  brick  showed  a  tendency  to  fail 
but  a  standard  rattler  test  gave  a  loss  of  16.15  per  cent.  This 
pavement  was  laid  in  1907  and  the  traffic  is  not  heavy. 

In  order  to  get  a  line  on  the  behavior  of  brick  under  known  traf- 
fic, both  as  to  number  of  loads  and  weight  of  loads,  tire  width,  etc., 
the  speaker  located  an  ideal  place  for  this  observation  in  the  private 
alley  of  the  Willis  avenue  Edison  power  plant  on  Willis  avenue 
just  west  of  Woodward  avenue.     Twelve    loads    of  coal   were 
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hauled  into  this  alley  daily  for  eight  months  of  the  year,  the  gross 
weight  being  about  19,000  pounds  and  the  tire  width  being  about 
4  inches.  This  gives  about  1185  xx)unds  per  inch  width  of  tire. 
Willis  avenue  leading  to  the  alley  was  paved  with  Trinidad  asphalt 
in  1904  and  in  1906  the  alley  was  paved  with  brick  on  concrete 
and  sand  cushion  and  grouted  with  1 : 1  sand  and  cement.  The 
coal  was  unloaded  midway  in  the  alley.  The  brick  failed  com- 
pletely under  this  traffic  from  wheel  abrasion,  and  has  since  been 
repaired.  The  asphalt  shows  no  ruts  nor  apparent  damage.  The 
upper  end  of  the  alley  in  question,  paved  when  the  damaged  por- 
tion was  laid,  is  still  in  excellent  condition.  A  rattler  test  made 
from  the  original  brick  taken  from  the  side  of  alley  gave  a  loss  of 
10.44  per  cent. 

The  observations  made  during  1911  led  Commissioner  Haarer 
to  send  the  speaker  to  the  plants  in  Ohio  and  Michigan  to  make 
tests  at  the  plants  and  observe  methods  of  manufacture. 

It  is  not  our  purpose  to  appear  unduly  critical,  but  inasmuch  as 
the  Detroit  department  of  public  works  was  severely  criticised  as 
being  solely  responsible  for  the  apparent  lack  of  service  given  by 
paving  brick  in  Detroit,  a  simple  statement  of  facts  found  will  no 
doubt  be  of  benefit  to  all  parties  concerned. 

In  the  rattler  observations  it  was  noted  that  periodically  one  or 
more  of  the  brick  tested  showed  considerable  loss  in  spots,  which 
really  received  mild  impact  in  the  rattler,  and  it  was  the  speaker's 
desire,  if  possible,  to  find  the  reason  why. 

The  per  cent  loss  being  calculated  from  the  ten  bricks  put  in 
the  test,  it  generally  escapes  notice  and  comment  if  one  or  two 
bricks  have  heavy  loss,  if  the  result  on  the  ten  comes  within  the 
limit  fixed.  It  occurred  to  the  speaker  that  this  indication  found 
in  the  rattler  was  the  primary  cause  of  the  ruts  or  pockets  foimd  in 
brick  pavements.  With  this  belief  a  visit  was  made  to  many 
plants  and  it  was  found  that  the  majority  of  manufacturers  were 
using  material  from  number  five  and  six  formations  without  taking 
proper  care  to  mix  materials  uniformly.  Samples  of  material 
were  taken  from  the  pug  mills  at  intervals  and  analysis  showed  a 
variation  of  about  8  per  cent  in  oxide  of  silica  and  6  per  cent  in 
oxide  of  aluminum,  also  in  the  alkalies.  These  facts  give  a  reason- 
able solution  of  the  lack  of  uniformity  of  the  brick  shown  by  the 
rattler. 
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In  one  instance  this  year  a  paver  which  has  given  excellent 
service  in  Detroit  developed  in  a  few  shipments  pronounced  lack 
of  unifonnity  of  material  imder  the  rattler  tests  and  under  the 
direction  of  Commissioner  Haarer  a  visit  to  the  plant  in  question 
disclosed  a  stratum  of  material  about  10  inches  thick  of  the  follow- 
ing composition: 

Per  Cent 

Silica 48.63 

Alumina 26.40 

Iron  oxide 6.08 

Calcium  oxide 0.31 

Magnesium  oxide 0. 21 

Potassium  oxide 1 .90 

Sodium  oxide 2.74 

Volatile  at  red  heat 14.25 

An  analysis  of  the  main  body  of  clay  gave: 

Per  Cent 
Silica 57.42 

Alumina 27. 20 

Iron  oxide 2. 76 

Calciimi  oxide 0. 25 

Magnesium  oxide 0. 21 

Potassium  oxide 1 .00 

Sodium  oxide 1 .  16 

Volatile  at  red  heat 9.88 

Two  samples  were  made  from  each  of  these  materials  and 
heated  to  the  point  of  vitreous  fusion  with  the  result  that  the  first 
material  reached  2815  and  2806^  F.,  and  the  second  samples 
reached  2784  and  2756°  F.  The  make  up  of  the  first  sample  would 
indicate  that  it  would  fuse  first,  but  an  examination  after  removal 
from  the  electric  furnace  showed  the  first  sample  more  porous  and 
lighter  than  the  second  sample. 

The  foregoing  is  mentioned  in  order  to  indicate  that  the 
brick  manufacturers  can  with  profit  follow  the  methods  of  cement 
manufacturers. 

Careful  inquiry  was  made  into  the  coefficient  of  expansion  of 
brick  used  in  Detroit  and  developed  that  it  ran  from  0.000002  per 
cent  to  0.000006  per  cent,  temperature  range  50°  to  500°. 

The  fact  that  the  brick  that  gave  the  lowest  loss  in  the  rattler 
did  not  consistently  show  best  wear  in  the  streets  led  Commis- 
sioner Haarer  to  instruct  the  speaker  to  design  a  method  of  testing 
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that  would  reproduce  all  the  conditions,  as  near  as  possible,  met 
with  in  street  traflBc.  To  do  this  it  was  necessary  to  construct  a 
pavement  in  the  same  manner  as  laid  in  the  streets,  use  wheels 
loaded  to  any  desired  amount  per  inch  width  of  tire  and  use  the 
horse-shoes.  It  was  e\ddent  that  the  real  test  would  consist  in 
moving  a  load  repeatedly  over  the  pavement,  the  load  and  velocity 
to  be  under  the  control  of  the  operator.  It  was  further  desired 
that  the  means  employed  give  an  opportunity  to  study  the  behavior 
of  several  kinds  of  paving  in  one  test. 

The  machine  is  made  to  revolve  about  a  vertical  shaft  which 
carries,  on  a  bearing,  a  head  which  forms  a  bearing  for  a  steel 
frame,  at  each  end  of  which  are  jointed  T-castings.  These  T-cast- 
ings  carry  the  shafts  upon  which  solid  cast  iron  wheels  are  mounted. 
The  shaft  also  carries  the  cam  plate  which  actuates  the  horse-shoes. 
The  wheels  are  moved  across  the  pavement  by  a  train  of  gears 
shown  below  steel  frame.  The  measurement  from  outside  to 
outside  of  wheels  is  19  feet  8  inches.  The  greatest  wheel  radius  is 
10  feet  10  inches,  and  the  least  radius  of  travel  of  inside  edge  of 
wheel  is  8  feet  7  inches.  It  requires  333  revolutions  about  the 
circle  to  move  the  wheels  across  the  pavement  2  feet,  which  is  the 
limit  of  travel.  Several  inches  of  pavement  is  left  outside  of  the 
wheel  path  to  observe  whether  or  not  the  sand  cushion  would 
flow  under  the  constant  traffic. 

The  test  shown  in  pictures  was  made  at  9  revolutions  per 
minute  about  the  circle,  which  gave  a  travel  of  6.96  miles  per 
hour,  while  the  wheel  speed  when  traveling  on  the  inner  circle 
was  6.51  miles  per  hour.  The  desirability  of  uniform  speed  was 
considered,  but  it  was  deemed  more  desirable  to  provide  for  the 
variable  speed  in  order  to  study  the  effect  of  this  difference  on  the 
actual  wear. 

The  foundation  of  the  pavement  consists  of  8  inches  of  concrete. 
The  paving  is  laid  on  2  inches  of  sand  which  is  packed  by  a  hand 
pounder  until  it  was  firm  and  uniform.  The  concrete  sample  is 
6  inches  thick  and  laid  on  the  foundation. 

All  samples  of  brick  paving  were  carefully  grouted  in  with  a 
mixture  of  2  sand  to  1  of  cement. 

The  cedar  block  is  laid  on  sand  and  filled  between  in  the  usual 
manner  with  gravel.  This  paving  stood  for  sixty  days  before  the 
test  was  made.     High  speed  was  used  to  observe  and  find  the  limit 
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of  speed  for  the  samples  as  well  as  the  behavior  of  the  sand  cushion. 
The  granite  (No.  1)  was  first  to  show  distress,  as  it  soon  loosened 
up  in  the  grouting  under  the  impact  of  the  wheels.  The  creosote 
(No.  2)  next  to  the  granite  shows  the  effect  of  the  movement  of 
the  wheel  over  the  rough  surface  of  the  granite,  as  it  has  been  forced 
down  more  on  the  side  near  the  granite.  The  brick  (No.  3)  next 
to  the  creosote  block  rattles  21  per  cent  on  an  average,  but  shows 
considerable  chipping  and  wear.  The  cedar  block  (No.  4)  is 
badly  compressed  and  forced  into  the  sand.  The  brick  (No.  6), 
following  cedar  block,  is  completely  destroyed,  largely  due  to  fail- 
ure of  cedar  block,  which  induced  the  rut  in  this  brick,  which  usu- 
ally rattles  about  22  per  cent.  The  next  brick  (No.  6)  is  badly 
ground  up,  but  not  wholly  from  failure  of  the  preceding  sample, 
as  it  will  be  noticed  in  the  picture  on  the  inner  part  of  the  circle 
that  the  failure  was  not  started  by  the  previous  sample.  The 
next  sample  is  concrete  (No.  7)  laid  by  the  Wayne  County  road 
commissioners'  specifications.  The  first  few  inches  was  destroyed 
by  shock  due  to  failure  of  last  sample.  The  last  sample  (No.  8) 
was  a  brick  which  tests  in  the  rattler  about  27  per  cent.  It  will  be 
noticed  that  this  brick  shows  uniform  wear,  except  at  the  outer  cir- 
cle, where  it  is  broken  from  a  start  given  by  a  slight  failure  of  the 
concrete. 

In  the  design  of  the  machine  in  question,  which  we  call  a  "pav- 
ing determinator"  as  the  most  suitable  name  to  designate  its 
intended  purpose,  provision  is  made  for  the  use  of  any  t3rpe  of 
wheel.  In  the  first  tests  a  solid  cast  iron  wheel  was  used,  in  order 
that  no  part  of  the  shock  or  impact  would  be  absorbed.  A  defect 
under  one  wheel  does  not  communicate  shock  to  the  other. 

The  determinator  is  expected  to  show  the  following: 

1.  The  comparative  durability  of  various  kinds  of  paving 
materials. 

2.  The  best  manner  to  lay  paving  to  obtain  best  results. 

3.  Means  to  compare  actual  wear  of  brick  paving  against  the 
rattler  method. 

4.  The  best  method  for  cushioning  of  pavements. 

5.  The  safe  limit  of  load  and  speed  for  paving. 

6.  The  proper  mixtures  for  concrete  roads. 

The  forgoing  may  look  like  a  rather  large  job,  but  I  wish  to 
say  that  the  Universal  Portland  Cement  Company  has  arranged 
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for  the  use  of  the  machine  for  the  purpose  of  securing  accurate 
data  on  concretes  under  wheel  abrasion. 

Commissioner  Haarer  is  endeavoring  to  solve  the  paving 
troubles  for  Detroit.  One  peculiar  fact  remains,  and  that  is  that 
under  the  guarantee  system,  streets  paved  with  brick  of  relative 
high  rattler  loss  have  had  comparatively  few  repairs.  In  Detroit 
we  are  inclined  to  doubt  the  general  belief  that  a  low  abrasion  loss 
as  indicated  in  the  rattler  insures  a  lasting  pavement,  even  when 
construction  in  both  cases  is  Above  criticism. 

It  will  be  noticed  in  the  pictures  that  the  sand  has  shifted  from 
under  the  wheel  load,  forcing  up  the  material  inside  and  outside  of 
the  wheel  path — ^the  greatest  amount  at  the  outside,  due  to  higher 
velocity  and  greater  wheel  impact. 

The  behavior  of  the  sand  cushion  lead  us  to  investigate  its 
characteristics  under  frost.  The  sample  shown  in  plate  No.  9 
is  river  sand.  The  cast  iron  box  is  8|x7}  inches  x  2^  inches 
deep;  the  cubical  content  being  166.4  cubic  inches.  This  box 
was  filled  with  sand  and  packed  firmly  and  struck  off,  leaving  the 
pan  flush  full.  This  sand  absorbed  51.5  cubic  inches  of  water, 
which  weighed  29.75  ounces.  The  sample  was  then  frozen  in 
a  temperature  about  2^  below  zero.  It  will  be  seen  from  the  plate 
No.  11  that  the  dilation  occurs  at  the  center  of  the  box.  By 
measurement  the  volume  had  increased  4  cubic  inches.  By  cal- 
culation the  increased  volume  should  have  been  5J  cubic  inches 
— 4^  for  the  water  and  about  1  inch  for  shrinkage  in  volume  of 
the  pan  under  low  temperature.  The  sand  after  freezing  was 
dry  at  the  surface  owing  to  freezing  in  a  dry  atmosphere. 

This  no  doubt  accounts  for  longitudinal  cracks  between  car 
tracks  and  curbs  and  near  the  center  of  streets  with  no  car  tracks, 
at  times.  It  seems  that  the  restraint  of  curb  and  car  tracks  forces 
the  dilation  to  about  midway.  Plate  No.  14  shows  a  brick  pave- 
ment broken  in  this  manner.  It  is  well  to  remember  that  brick 
and  concrete  are  due  for  shrinkage  while  the  frozen  sand  is 
expanding. 

Plate  No.  11  shows  the  same  sand  as  in  plate  No.  9  after  drjdng 
out  for  three  days  after  the  freezing  test.  This  sand  was  placed 
on  the  testing  machine  and  a  load  of  53,240  pounds  put  on  the  sand 
area  of  66.55  square  inches,  or  a  load  of  800  pounds  per  square 
inch.  The  compression  was  0.0625  inches,  or  2^  per  cent  of 
volume. 


Fio  3.    Metropolitan  Brick  a 


FiQ.  4.    Cedar  Block  a 


Fio.  5.    TowNSEND  Bkick  after  Test 


Fia.  6.    Medal  Brick  aitbh  Test 


Fig.  7.    Concrete  Pavement  after  Test 


Chaupion  Brick  after  Test 


Frozen  Sand  in  Ihon  Box 


FiQ.  10.    After  Drying  foh  Tbbee  Days  af^ 


Fkj.  11.    CoMpRESsiXQ  Sa.vd  IN  Iron  Box 


Fio.  12.    Sand  after  Couprebsion  Fia.  13.    After  Shock 


Fig.  14.    Crack  in  Foundation  Probablt  Due  to  Fbeezino  Sdbboil 
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Plate  No.  12  shows  view  of  sand  after  test  with  load  placed 
in  center  of  sand.  This  test  was  made  after  test  shown  in  plate 
No.  11,  wherein  a  uniform  load  of  800  pounds  per  square  inch  was 
put  on  the  sand.  A  strip  with  30.625  square  inches  surface  was 
used  to  take  the  load.  At  4600  pounds,  or  105  pounds  per  square 
inch,  the  sand  flowed  perceptibly.  At  11,000  poimds,  or  362.4 
pounds  per  square  inch,  the  strips  sank  into  the  sand  to  a  depth  of 
J  inch.  At  14,500  pounds,  or  about  473  pounds  per  square  inch, 
the  strips  had  been  forced  to  a  depth  of  i  inch.  At  this  point  the 
sand  column  broke  and  flowed  over  the  box  as  shown  in  the  plates. 

Plate  No.  13  shows  the  effect  of  sand  after  shock  from  five 
blows  of  a  weight  of  6  pounds  dropped  five  times  through  a  space 
of  five  feet.  It  will  be  seen  that  the  displacement  is  about  the 
same  as  foimd  in  plate  No.  12,  when  load  was  increased  uniformly. 

It  would  appear  from  the  foregoing  that  the  life  of  a  brick 
pavement  is  greatly  dependent  on  the  thoroughness  of  the  grouting 
and  the  distribution  of  the  load  on  the  sand. 

With  a  load  of  say  5000  pounds  per  wheel,  which  may  be 
concentrated  on  a  single  brick,  and  which  would  be  about  145 
pounds  per  square  inch  on  the  average  paver,  the  sand  would  be 
of  material  support  to  the  pavement,  as  the  load  is  well  inside  the 
point  where  flow  begins  even  without  surface  restraint.  However, 
the  element  of  shock  changes  the  complexion  of  the  problem,  as 
the  sand  appears  very  unstable  under  shock. 

Plate  No.  14  is  a  view  of  pavenient  on  Chnton  Street  near 
Rivard.  The  foundation  is  excellent  concrete,  cushion  l\  inch 
sand.  The  bricks  are  well  grouted.  The  width  of  the  crack  in 
foundation  averages  §  inch  and  is  in  about  the  center  of  the  street, 
although  at  another  point  on  this  street  there  are  two  cracks  on 
each  side  of  center  of  street.  The  subsoil  is  largely  sand  and  holds 
over  20  per  cent  water  by  volume.  The  volumetric  dilation  of 
subsoil  imder  this  pavement  was  great. 

Plates  No.  15  and  No.  16  are  taken  from  rattled  brick  and  are 
the  same  brand  shown  in  plate  No.  17.  It  will  be  seen  that  the 
pavement  shown  in  this  plate  is  excellent,  except  for  the  rut 
started  from  four  brick  which  are  not  uniform  material. 

Plate  No.  18  shows  the  asphalt  and  brick  pavement  mentioned, 
over  which  coal  is  hauled  to  the  Willis  Avenue  Edison  Plant. 
The  brick  shown  was  renewed  last  year,  the  former  brick  being 
destroyed  from  wheel  abrasion. 
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The  first  test  made  by  the  "paving  determinator"  indicates 
to  us  that  failure  was  started  in  the  brick  samples  that  were  the 
hardest.  A  reason  for  this  may  lie  in  the  inability  of  the  hard  brick 
to  hold  the  grout  as  well  as  the  softer  brick. 

The  brick  shown  in  plate  No.  8,  a  27  per  cent  one  by  the  rattler, 
did  not  flow  the  sand  cushion  within  50  per  cent  of  the  other  brick. 
The  following  figures  give  the  depression  of  sand  in  the  several 
samples  of  paving  tested.  Granite,  J  inch;  Creosote  Block,  f 
inch;  Metropolitan,  1}  inch;  Cedar,  IJ  inch;  Townsend,  IJ  inch; 
Medal,  1  inch;  and  Champion,  i  inch. 

It  would  appear  that  the  problem  presented  in  the  construc- 
tion of  a  brick  pavement  is  that  we  are  to  construct  a  simple  beam 
built  up  with  one  member  of  concrete,  which  should  be  considered 
as  being  in  tension,  while  the  member  which  carries  the  load  direct 
would  appear  to  be  in  compression.  Between  these  two  members 
we  have  a  shifting,  unstable  material  (sand).  It  might  be  worth 
while  to  consider  the  construction  of  a  foundation  reinforced 
laterally  and  built  up  to  take  the  brick  surface  at  the  curb  in  re- 
straint. Temperature  measurements  indicate  that  internal  stress 
from  temperature  change  would  not  destroy  either  member. 

The  work  to  date  in  Detroit  has  been  more  to  find  a  proper 
starting  point.  It  is  the  intention  of  Commissioner  Haarer  to 
continue  his  investigation  of  paving  materials  along  strictly  prac- 
tical lines,  with  the  object  of  obtaining  from  first  class  materials 
unexcelled  pavements  for  the  city  of  Detroit. 

Detroit  hopes  to  have  some  interesting  experimental  data  to 
submit  to  this  organization  within  the  next  year. 

DISCUSSION 

Mr.  Blair:  Almost  every  principle  shown  in  that  experiment 
was  tried  out  and  discredited  about  thirty-five  years  ago.  Such 
men  as  Professor  Ogden  and  some  other  eminent  scientists  and 
students  discredited  all  of  those  suggestions.  The  last  effort  along 
the  line  of  testing  materials  of  this  character  was  undertaken 
about  four  years  ago,  and  a  report  of  that  has  already  been  incor- 
porated in  your  proceedings.  A  more  careful  report  has  been 
submitted  to  the  American  Society  for  Testing  Materials.  A 
reprint  of  that  can  be  obtained  if  anyone  cares  to  go  into  that 
question. 


Fio.  13.    R&TTLED  Bbick 


Fio.  16.    Rattled  Brick,  Same  Make  as  Sh( 


Fig.  17.    Hole  Started  f 


Fio.  18.    Asphalt  and  Brick  Driveway  at  Willib  Avenue  Edison  Plant 


THE  FALLACY  OF  THE  INDISCRIMINATE  USE  OF  CON- 
CRETE IN  CONSTRUCTION 

By  SIDNEY  G.  GEORGE,  C.E.,  Assistant  Professor  of  Civil  Engineering, 

Cornell  University 

So  much  has  been  made  of  the  many  imdisputed  advantages 
of  Portland  cement  concrete  as  a  structural  material,  so  many 
are  the  examples  of  its  use  in  various  common  and  peculiar  con- 
structions, so  appalling  in  scope  and  in  minute  modifications  of 
mixture,  reinforcement  and  placing,  has  our  information  become, 
so  enormous  in  the  bulk  of  the  literature  detailing  its  constituents, 
tests  and  applications  in  construction,  and  yet  so  common  in 
examples  before  our  very  eyes  or  recorded  in  current  periodicals 
are  the  instances  of  the  injudicious  choice  of  concrete  for  certain 
purposes  or  in  certain  applicatioas,  that  a  few  points  deserve  care- 
ful consideration  in  order  that  the  proper  place  of  concrete  among 
the  materials  useful  in  engineering  works  may  be  plainly  apparent. 
The  merits  of  concrete  should  be,  usually  are,  clearly  in  mind, 
but  with  these,  one  by  one,  separate  and  distinct,  must  be  recorded 
those  specific  disadvantages,  those  lacking  or  negative  properties, 
characteristic  of  this  peculiar  material. 

It  is  not  at  all  the  intention  of  the  writer  to  recall  well  known 
facts  relating  to  the  care  required  for  the  proper  choice  of  the 
chemical  constituents  of  cement,  nor  to  dwell  upon  the  peculiar 
manufacturing  operations  in  the  fusion  of  these  materials  and  in 
their  subsequent  grinding.  Nor  is  it  necessary  here  to  discuss 
the  proper  "ageing"  of  the  cement,  the  need  of  special  protection 
from  moisture  before  use,  and  the  varied  questions  of  vital  interest 
concerned  with  the  selection  of  materials  used  as  aggregate  which 
enter  with  cement  in  making  good  concrete.  All  these  consider- 
ations are  assumed  to  be  common  knowledge. 

On  the  other  hand,  the  purpose  of  this  discussion  is  to  present 
certain  specific  kinds  of  misbehavior  of  the  material  in  the  ordinary 
circumstances  of  its  use,  with  the  idea  of  indicating  how  numerous 
are  the  conditions  that  have  led  to  failure  in  its   employment, 
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and  bow  at  certain  times  it  has  been  chosen  for  structures  for 
which  other  materials  were  eminently  fitted. 

Builders  do  not  permit  themselves  to  consider  as  conclusive 
the  failures  of  concrete  in  pavements  and  in  pipes  set  forth  by  the 
manufacturers  of  brick  and  tile  products,  any  more  than  they 
allow  themselves  to  be  held  in  terror  by  the  possibility  of  a  shower 
of  bricks  scattered  abroad  by  an  earthquake,  as  is  the  unhappy 
future  predicted  by  some  cement  enthusiasts.  It  is  impossible 
to  be  partisan  in  such  a  controversy. 

The  fundamental  question  that  calls  for  answer  is  simply 
stated:  Does  this  materal,  concrete,  supply  those  properties  which 
combine  to  produce  a  suitable  structure  of  the  special  type  under 
consideration?  Therefore,  let  us  summarize  the  facts  before  us. 
Concrete,  like  cast  iron,  is  eminently  easy  to  cast  in  various  pecul- 
iar forms;  it  is  cheap  when  employed  in  suitable  positions,  mainly 
to  resist  compression,  and  it  is  invitingly  simple  to  use.  This  last 
advantage  is  more  imaginary  than  real.  Opposed  to  these  advan- 
tages, concrete  has  the  disadvantage  of  being  brittle,  weak,  almost 
worthless  in  tension  and  shear,  heavy,  subject  to  shrinkage  and 
temperature  cracks  and  to  seams  of  weakness  on  surfaces  separat- 
ing new  from  older  concrete.  It  is  often  pervious  to  water  or 
subject  to  chemical  disintegration.  It  is  generally  unsightly  in 
color  or  surface  markings;  it  looks  '* cheap"  when  placed  to  imitate 
other  materials.  Concrete  is  also  liable  to  a  great  variety  of 
freakish  performances  of  considerable  importance  due  to  a  number 
of  apparently  trivial  causes.  For  successful  application  in  many 
common  structures,  concrete  must  be  placed  continuously  in 
extremely  large  quantities,  as  in  the  construction  of  water  tanks 
and  towers,  in  dams,  arches,  walls,  beams,  floors,  sidewalks  or 
pavements.  This  requires  a  costly  bunching  of  the  work  of  con- 
struction. In  other  applications,  concrete  must  have  its  lacking 
qualities  supplied  through  combination  with  other  materials  pos- 
sessing these  qualities,  as  for  example,  reinforcing  steel  for  tension, 
metal  webs  for  impervious  joints,  clay  or  asphalt  for  similar  pur- 
poses or  for  expansion  joints,  and  surfacing,  facing,  or  special 
coloring  to  satisfy  still  other  requirements. 

A  more  extended  discussion  of  these  summarized  advantages 
and  disadvantages  will  now  be  presented.  As  its  special  advantage, 
concrete  is  particularly  easy  to  cast  in  various  useful  and  often 
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artistic  shapes.  The  main  item  controlling  this  advantage  is 
obviously  the  mold  or  fonn  into  which  the  ''molten"  concrete, 
if  it  may  be  so  termed,  is  poured,  and  which  must  quietly  and 
firaily  hold  the  concrete  until  it  is  set,  that  is  for  a  period  of  not 
less  then  twenty-four  hours  under  average  temperature  conditions. 
The  advantage  of  this  quality  of  concrete  so  far  as  cost  is  con- 
cerned can  only  be  reaUzed  by  the  use  of  very  cheap  forms,  or 
by  such  designs  of  forms  as  will  permit  their  repeated  use.  The 
importance  of  this  item  is  witnessed  by  the  several  recent  types 
of  building  construction  involving  separately  molded  beams,  slabs, 
columns,  walls,  lintels,  sills,  building  blocks  and  pipes,  and  piles 
for  foundation  and  for  sheeting.  Separately  molded  buildings  and 
those  having  mortar  walls,  etc.,  plastered  upon  metal  in  various 
forms  fastened  to  steel  skeleton  frames  are  certainly  active  competi- 
tors of  all  building  structures  of  concrete  molded  in  place.  The 
writer  has  long  believed  that  concrete  should  be  generally  used 
for  manholes  and  flush  tanks  for  sewer  work  4  feet  or  slightly 
more  in  inside  diameter,  fairly  cylindrical  in  .shape,  with  a  flat 
reinforced  concrete  slab  with  a  hole  to  take  the  ordinary  cast 
iron  manhole  frame  and  cover.  The  walls  of  the  manholes  in 
ground  suited  particularly  to  this  method  should  have  inside 
movable  forms,  preferably  of  steel,  while  the  outside  form  should 
consist  of  the  adjacent  sides  of  the  excavation,  one  and  one  half 
feet  greater  than  the  inside  diameter  of  the  manhole.  In  caving 
or  loose  ground  the  excavation  should  be  much  larger,  8  feet  in 
diameter  as  a  common  maximum,  while  the  outside  forms  should 
be  removable  and  allow  the  tamping  of  the  earth  in  place.  The 
covers  should  be  cast  in  a  yard  and  hauled  and  set  like  ordinary 
stone  covers. 

Turning  to  the  second  advantage  claimed  for  concrete,  the 
types  of  structures  specially  adapted  to  the  use  of  this  material 
are  dams,  arch  bridges,  foundations,  retaining  walls,  piers  and 
basement  columns.  Most  underground  masonry  structures  are 
lately  made  of  concrete,  while  those  above  ground  to  which  the 
material  has  a  special  application  are  of  a  massive  character. 

Recently,  the  tendency  in  the  emplojmtient  of  concrete  for  the 
exterior  of  large  buildings  and  employing  a  smooth  finish  for  the 
surface  has  been  to  define  the  massive  character  of  the  construction 
by  heavy  paneling,  large  projections,  and,  in  general,  by  a  pro- 
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vision  for  broad  shadow  effects.  Where  this  is  impossible,  a  slap 
dash  treatment,  left  as  rough  as  possible,  that  is,  with  projections 
of  1  inch  or  more,  is  believed  to  give  a  pleasing,  truly  genuine 
and  characteristic  surface  to  the  material.  Notwithstanding  the 
arguments  of  some  architects  to  the  contrary,  the  presence  of 
conspicuous  board  or  other  form  marks  is  an  eyensore  to  a  major- 
ity of  people. 

Concrete  has  the  very  valuable  property  of  being  simple  to 
use.  It  is  a  natural  assumption  that  the  really  skilful  feature  of 
the  task  has  been  completed  when  the  cement  is  at  hand  in  a  fit 
condition  for  use.  Still,  evidence  accumulates  that  a  great  share 
of  the  dissatisfaction  with  certain  concrete  structures  is  a  result 
of  an  ignorance  or  carelessness  concerning  many  little  items  which 
are  hidden  by  the  bulk  of  the  labor  and  material  so  obvious  during 
the  mixing  and  placing  of  concrete.  To  some  carpenters,  the 
construction  of  forms  means  the  enclosmg  of  certain  empty 
spaces.  The  feeling  or  sensing  of  those  future  conditions  when 
the  heavy,  plastic  material  shall  be  placed  in  the  forms,  and  shall 
exert  its  enormous  pressures  upon  them,  is  not  a  possession  of 
even  our  skilled  workmen,  unless  they  come  by  it  after  a  season 
of  training.  Many  workmen  have  no  conception  of  the  chemical 
changes  during  setting  or  hardening,  and  fail  to  correlate  time 
period,  quantity  of  water,  protection  from  disturbance  during  set 
with  temperature  conditions.  Exammations  and  reports  on  phases 
of  concrete  structures  are  particularly  unsatisfactory  by  reason 
of  the  broad  field  of  possible  contingencies,  any  one  of  which,  or 
any  combination  of  several,  may  be  assumed  with  reason  to 
have  been  the  proximate  cause  of  failure. 

Concrete  and  cement  mortar  when  well  applied  are  used  with 
great  success  in  rust  protection.  Examples  in  substantiation  of 
this  statement  are  so  common  that  one  may  be  expected  to  supply 
them  from  his  own  experience.  There  are  cases  in  plenty,  never- 
theless, which  have  resulted  in  futile  attempts  in  such  applications. 
These  failures  have  been  due  to  the  exposure  of  the  concrete  to 
attack  by  certain  agents  against  which  it  has  feeble  qualities  of 
resistance.  Shrinkage  and  temperature  cracks,  or  shattering  due 
to  blows,  allow  the  entrance  of  air  and  water,  whereupon  the  con- 
ditions favorable  to  rusting  are  complete.  Attention  should  be 
directed   more   closely   to   certain    of   these   feeble   qualities   of 
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concrete  which  are  inherent  and  which  become  prominent  on 
subjection  of  the  material  to  conditions  calling  for  the  special 
employment  of  these  qualities. 

In  the  first  place,  concrete  is  brittle  and  is  weak  in  its  resistance 
to  direct  pull  and  shearing  action.  Consequently,  to  overcome 
the  resulting  failures  or  surface  breaks,  the  concrete  must  be  pro- 
tected. This  is  done  by  the  use  of  brick,  asphalt  or  other  surfacing 
in  the  case  of  pavements,  by  metal  edging  or  comer  protection 
for  curbs,  by  chamfering  of  sharp  protruding  edges,  by  the  use 
of  guard  buffers  or  fenders  of  concrete  for  wheels,  and  by  the  use 
of  piles  or  other  timbers  in  the  case  of  docks.  All  these  and  other 
devices  follow  rationally  from  the  premise  that  the  material  is 
brittle  and  therefore,  that  it  must  be  so  placed  or  so  protected  as 
to  insure  safety  from  shocks  and  blows.  Similarly,  on  account 
of  the  low  shearing  and  tensile  resistance,  special  constructions 
and  designs  must  be  employed  to  offset  the  disadvantages  of  th^ 
material  in  these  respects.  Such  designs  in  each  instance  follow 
logically  upon  the  recognition  of  these  particular  negative  quaUties. 

The  excessive  heaviness  of  concrete,  with  its  range  of  values 
from  a  minimum  of  something  like  125  pounds  per  cubic  foot  for 
cinder,  slag  or  lava  concrete  up  to  160  pounds  per  cubic  foot  for 
the  heaviest  aggregates  and  maximum  percentage  of  reinforcement, 
is  likewise  an  importapt  property.  Structures  with  roof  or  floor 
slabs  or  beams  require  special  treatment  in  designing  to  give 
strength  sufficient  to  allow  for  the  dead  weight  of  the  material 
itself.  Particularly  is  this  the  case  with  respect  to  a  great  variety 
of  form  work  and  of  false  supports,  upon  which  the  dead  weight 
of  the  fresh  concrete  constitutes  the  main  load.  Even  though 
the  latter  are  temporary  structures,  excessive  unit  stresses  are  not 
permissible  unless  calculations  of  deflection  show  no  danger  of 
distortion  sufficient  to  impair  the  completed  structure. 

Shrinkage  cracks  in  concrete  work  are  particularly  offensive 
to  the  eye,  and  may  seriously  injure  a  structure  for  its  intended 
service.  The  use  of  extremely  wet  mixtures,  unless  plenty  of 
labor  is  employed  in  puddling  to  remove  the  excess  water  and  to 
(X)nsolidate  the  concrete,  is  a  common  cause  of  this  trouble.  The 
remedy  lies  in  reinforcement  correctly  proportioned  to  distribute 
such  cracks,  or  requires  an  intentional  provision  of  joint  planes 
having  key-ways  to  preserve  the  structure  intact  while  at  the 
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same  time  compelling  the  crack  to  occur  in  a  sightly  place  and 
with  a  straight  break.  This  is  the  main  object  of  the  cross  grooves 
in  side-walk  work.  The  consideration  of  temperature  cracks  is 
of  a  similar  character.  On  the  other  hand,  those  numerous  "  crazy" 
cracks  denoted  by  the  term  "crazing''  which  frequently  disfigure 
the  surface  of  concrete  rich  in  cement,  are  caused  by  surface 
shrinkage.  They  are  not  specially  objectionable  by  reason  of  a 
weakening  effect  upon  the  structure,  but  rather  on  account  of 
the  appearance  of  the  surface.  They  are  prevented  by  any  device 
which  will  provide  plenty  of  water  for  the  initial  set  of  the  con- 
crete during  the  preliminary  chemical  and  crystalizing  changes. 

The  pervious  character  of  ordinary  concrete  gives  occasion  for 
much  further  thought.  The  results  of  its  permeability  in  some 
instances  are  undesirable  leaks  and  often  are  permanent,  white, 
surface  discolorations.  The  precautions  are  several.  The  con- 
crete may  be  mixed  so  as  to  be  very  dense,  with  a  particular  avoid- 
ance of  planes  of  separation;  it  may  be  specially  modified  by  the 
use  of  alum,  soap,  and  the  Uke,  possibly  even  by  the  addition  of 
oil,  as  has  been  suggested,  so  as  to  result  in  a  more  impervious 
mixture;  it  may  be  specially  treated  with  a  waterproof  coat  on 
the  side  next  to  the  source  of  water.  While  it  is  hard  to  believe, 
even  this  last  requirement  is  occasionally  reversed,  with  a  result 
of  having  the  impervious  coat  applied  on  the  side  where  it  is 
seldom  of  any  avail. 

Chemical  disintegration  of  concrete  occurs  generally  with  seep- 
age of  water.  This  may  carry  in  solution  small  quantities  of 
acids  or  alkalies  capable  of  dissolving  portions  of  concrete,  and, 
as  a  consequence,  the  cementing  or  bonding  material  is  progres- 
sively removed.  Finally  a  crumbling  mass  of  sand  and  stone  is 
left  and  the  entire  structure  requires  rebuilding.  Fortunately, 
there  are  few  instances  in  the  east  where  the  natural  waters  contain 
much  of  these  solvent  elements,  and  it  is  only  in  the  storage  of 
peculiarly  corrosive  materials  that  any  considerable  attention 
need  be  directed  to  the  question  of  chemical  disintegration. 

Much  more  attention  should  be  paid  to  surface  appearance. 
One  prerequisite  to  good  surfacing  is  the  construction  of  rigid 
forms.  Wiring  or  bolting  of  forms  should  be  done  tightly  against 
spreaders,  and  the  forms  should  be  lined  truly  before  any  concrete 
is  placed.     If  any  refinishing  of  the  surface  is  to  be  attempted  it 
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must  be  accomplished  while  the  concrete  is  still  somewhat  soft, 
at  as  early  a  stage  as  the  concrete  will  bear  removal  of  forms. 
The  application  of  coloring  materials  is  a  subject  for  special  study 
and  experiment  in  each  case.  Some  few  treatments  of  this  sub- 
ject are  available  in  the  best  current  books  on  concrete,  although 
no  discussion  is  of  any  great  length.  The  treatment  of  wires 
used  for  tying  the  forms  together  is  often  very  careless.  Project- 
ing ends  of  wires  are  dangerous,  unsightly  and  may  cause  disfigur- 
ing rust  streaks  on  exposed  walls.  The  cure  is  to  nip  wires  off 
close  and  then  to  punch  the  bent  end  back  into  the  wall,  finally 
filling  the  small  holes  with  a  suitable  mortar.  Such  puttying 
material  should  not  in  any  case  be  made  of  cement  alone  with- 
out sand.  All  materials  for  patches  should  be  carefully  measured 
to  agree  in  proportion  with  the  mortar  in  the  main  body  of  con- 
crete, and  the  same  materials  must  be  employed  or  a  variation  in 
color  will  make  the  patch  prominent.  Sometimes  patches  of  the 
surfacing  are  pulled  off  on  removal  of  the  forms  or  stone  pockets 
may  be  foimd.  For  broad  flat  patches,  the  successful  method  is 
to  drill  small  holes  with  brace  and  bit  into  which  screws  may  be 
securely  driven.  After  a  large  number  of  screws  are  in  place, 
mortar  may  be  applied  and  will  probably  stay  where  it  is  put.  The 
patching  or  resurfacing  of  old  concrete  is  commonly  unsuccssful 
on  account  of  the  difficulty  of  getting  a  good  bond.  It  is  a  task 
for  an  expert  workman  in  any  case. 

In  this  article,  the  writer  has  attempted  to  point  out  afresh 
the  common,  simple  properties  of  concrete,  and  the  logical  results 
of  a  knowledge  of  those  qualities;  to  suggest  broadly  the  field  open 
to  the  successful  use  of  concrete;  to  indicate  its  specific  disadvant- 
ages; and  finally,  to  call  to  mind  the  very  evident  expense  attend- 
ing the  unskilled  use  of  this  material.  It  is  earnestly  hoped  that 
to  such  a  necessarily  brief  outhne,  the  details  of  many  an  individ- 
ual experience  may  add  a  rounded  completeness  and  may  result 
in  direct  personal  benefit. 
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SPECIFICATIONS 

Adopted  by  the  Society  September  $7^  1911  and  amended  November  IS,  191S 

PART  I.    THE  BRICK 

CHARACTER  OF  BRICK 

Sedtion  1.  All  brick  must  be  strictly  No.  1  pavers  of  the  sizes 
commercially  known  as  "vitrified  block,"  and  "brick,"  the  widths 
of  which  must  not  vary  more  than  one-eighth  (J)  of  an  inch. 
They  must  be  thoroughly  annealed,  tough  and  durable,  regular 
in  size,  shape,  and  evenly  burned. 

When  broken,  the  brick  shall  show  a  dense,  stone-like  body, 
free  from  lime,  air  pockets,  cracks  or  marked  laminations.  Kiln 
marks  must  not  exceed  three-sixteenths  (i^)  of  an  inch,  and  one 
edge  at  least  shall  show  but  slight  kiln  marks.  All  brick  so  dis- 
torted in  burning  as  to  lay  unevenly  in  the  pavement  shall  be 
rejected. 

The  standard  size  of  brick  shall  be  two  and  one-half  (2^) 
inches  in  width,  four  (4)  inches  in  depth  and  eight  and  one-half 
(8^)  inches  in  length;  and  the  standard  size  of  block  three  and 
one-half  (3J)  inches  in  width,  four  (4)  inches  in  depth,  and 
eight  and  one-half  (8^)  inches  in  length.  They  shall  not  vary 
from  these  dimensions  to  exceed  one-eighth  (|)  of  an  inch  in 
width  and  depth,  and  not  more  than  one-half  (^)  inch  in  length. 
If  the  edges  of  the  brick  are  rounded,  the  radius  shall  not  exceed 
three -sixteenths  (^)  of  an  inch.  Only  brick  with  raised  lugs 
on  one  side  not  to  exceed  one-fourth  (J)  inch  in  height  shall 
be  used. 

INSPECTION 

Section  2.  All  brick  shall  be  subject  to  thorough  inspection 
before  and  after  laying  and  rolling,  and  all  rejected  material 
shall  be  immediately  removed  from  the  street. 
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DELIVERY  OF  BRICK 

Section  S.  The  brick  shall  be  hauled,  carefully  unloaded  by 
hand,  and  neatly  piled  on  the  walks  or  outside  of  the  curbs  before 
the  grading  is  finished,  and  in  la3ring  shall  be  carried  from  there 
to  the  pavement. 

BATTLER  TEST  FOR  BLOCK  SIZE 

Section  4-  The  brick  shall  not  lose  of  their  weight  more 
than  22  per  cent  after  being  submitted  to  the  following  tests: 

Samples  of  brick  of  uniform  shape  and  appearance  shall  be 
taken  from  each  car  (estimated  at  10,000  brick).  Brick  having 
a  defect  that  would  cull  them  shall  not  be  used.  Three  grades  of 
samples  shall  be  tested,  one  of  the  softest,  one  of  the  medium 
and  one  of  the  hardest  burned.  If  all  of  the  tests  overrun  the 
above  percentage  of  loss,  the  car  shall  be  rejected.  If  one  or 
two  of  the  tests  overrim,  another  test  of  said  grade  or  grades  shall 
be  made.  Should  only  one  of  these  tests  overrun  the  specified 
percentage  of  loss,  the  contractor  may  cull  said  grade,  provided 
they  do  not  exceed  ten  (10)  per  cent  ojf  the  amount  of  brick  in  the 
car,  and  deliver  the  balance  on  the  improvement.  Otherwise, 
the  whole  car  will  be  rejected. 

In  order  to  prevent  the  continued  shipments  of  inferior  brick, 
only  two  cars  of  two  separate  shipments  of  any  make  of  brick 
will  be  tested.  Should  they  fail  to  meet  the  requirements  stated 
above,  said  make  of  brick  will  be  rejected  for  this  improvemen);. 

NUMBER  AND   CONDITION   OF  BRICK 

Section  5.  Ten  paving  brick  shall  constitute  the  number  to 
be  used  in  a  single  test.  The  brick  shall  be  thoroughly  dried  for 
at  least  three  (3)  hours,  in  a  temperature  of  one  hundred  (100)° 
Fahr.,  before  testing. 

TESTS  BEFORE  UNLOADING 

Section  6.  The  contractor  shall  notify  the  proper  city  official 
of  the  location  and  car  number  of  each  carload  of  brick  received. 
Samples  from  such  car  shall  be  taken  and  tested  by  the  city,  and 
no  brick  shall  be  delivered  on  or  adjacent  to  any  improvement  on 
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which  the  brick  are  to  be  used  until  a  written  statement  has  been 
received  from  the  engineer  or  his  authorized  representative,  that 
the  samples  have  passed  the  required  tests.  Decision  relative  to 
each  carload  will  be  made  within  twenty-four  (24)  hours  of  notice. 
Permission  to  deliver  brick  on  the  line  of  work  shall  not  be  con- 
sidered a  final  acceptance  in  any  respect. 

MAKING  THE  RATTLER  TEST 

Section  7.  The  Rattier.  The  machine  shall  be  of  good  me- 
chanical construction,  self-contained,  and  shall  conform  to  the 
following  details  of  material  and  dimensions,  and  shall  consist 
of  barrel,  frame  and  driving  mechanism  as  herein  described. 

The  barrel.  The  barrel  of  the  machine  shall  be  made  up  of  the 
heads,  headliners  and  staves. 

The  heads  shall  be  cast  with  trunions  in  one  piece.  The 
trunion  bearings  shall  not  be  less  than  two  and  one-half  (2^) 
inches  in  diameter  or  less  than  six  (6)  inches  in  length. 

The  heads  shall  not  be  less  than  three-fourths  (|)  inch 
thick  nor  more  than  seven-eights  (|)  inch.  In  outline  they 
shall  be  a  regular  fourteen-sided  (14)  polygon  inscribed  in  a  circle 
twenty-eight  and  three-eights  (28|)  inches  in  diameter.  The 
heads  shall  be  provided  with  flanges  not  less  than  three-fourths 
(f)  inch  thick  and  extending  outward  two  and  one-half  (2^) 
inches  from  the  inside  face  of  head  to  afiford  a  means  of  fastening 
the  staves.  The  flanges  shall  be  slotted  on  the  outer  edge,  so 
as  to  provide  for  two  (2)  three-fourths  (J)  inch  bolts  at  each 
end  of  each  stave,  said  slots  to  be  thirteen-sixteenths  (ft)  inch 
wide  and  two  and  three-fourths  (2})  inches  center  to  center. 
Under  each  section  of  the  flanges  there  shall  be  a  brace  three- 
eights  (I)  inch  thick  and  extending  down  the  outside  of  the 
head  not  less  than  two  (2)  inches.  Each  slot  shall  be  provided 
with  recess  for  bolt  head,  which  shall  act  to  prevent  the  turning 
of  the  same.  There  shall  be  for  each  head  a  cast  iron  headliner 
one  (1)  inch  in  thickness  and  conforming  to  the  outline  of  the 
head  but  inscribed  in  a  circle  twenty-eight  and  one-eight  (28J) 
inches  in  diameter.  This  liner  or  wear  plate  shall  be  fastened 
to  the  head  by  seven  (7)  five-eights  (f )  inch  cap  screws,  through 
the  head  from  the  outside.     These  wear  plates,  whenever  they 
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become  worn  down  one-half  (i)  inch  below  their  initial  surface 
level,  at  any  point  of  their  surface,  must  be  replaced  with  new. 
The  metal  of  which  these  wear  plates  are  to  be  composed  shall 
be  what  is  known  as  hard  machinery  iron,  and  must  contain 
not  less  than  one  (1)  per  cent  of  combined  carbon.  The  faces 
of  the  polygon  must  be  smooth  and  give  imiform  bearing  for  the 
staves.  To  secure  the  desired  uniform  bearing  the  faces  of  the 
head  may  be  ground  or  machined. 

The  staves.  The  staves  shall  be  made  of  six  (6)  inch  medium 
steel  structural  channels  twenty-seven  and  one-fourth  (27})  inches 
long  and  weighing  fifteen  and  five-tenths  (15.5)  pounds  per  lineal 
foot. 

The  channels  shall  be  drilled  with  holes  thirteen-sixteenths 
di)  inch  in  diameter,  two  (2)  in  each  end,  for  bolts  to  fasten 
same  to  head,  the  center  line  of  the  holes  being  one  (1)  inch  from 
either  end  and  one  and  three-eighths  (If)  inches  either  way  from 
the  longitudinal  center  line. 

The  spaces  between  the  staves  will  be  determined  by  the  accu- 
racy of  the  heads,  but  must  not  exceed  five-sixteenths  (^)  inch. 
The  interior  or  flat  side  of  each  channel  must  be  protected  by  a 
lining  or  wear  plate  three-eighths  (|)  inch  thick  by  five  and  one- 
half  (5i)  inches  wide  by  nineteen  and  three-fourths  (19f)  inches 
long.  The  wear  plate  shall  consist  of  medium  steel  plate,  and 
shall  be  riveted  to  the  channel  by  three  (3)  one-half  (J)  inch  rivets, 
one  of  which  shall  be  on  the  center  line  both  ways  and  the  other 
two  on  the  longitudinal  center  line  and  spaced  seven  (7)  inches 
from  the  center  each  way.  The  rivet  holes  shall  be  counter-sunk 
on  the  face  of  the  wear  plate  and  the  rivets  shall  be  driven  hot  and 
chipped  off  flush  with  the  surface  of  the  wear  plate.  These  wear 
plates  shall  be  inspected  from  time  to  time,  and  if  foimd  loose  shall 
be  at  once  reriveted,  but  no  wear  plate  shall  be  replaced  by  a  new 
one  except  as  the  whole  set  is  changed.  No  set  of  wear  plates  shall 
be  used  for  more  than  one  hundred  and  fifty  (150)  tests  under  any 
circumstances.  The  record  must  show  the  date  when  each  set  of 
wear  plates  goes  into  service  and  the  number  of  tests  made  upon 
each  set. 

The  staves  when  bolted  to  the  heads  shall  form  a  barrel  twenty 
(20)  inches  long,  inside  measurement,  between  wear  plates.  The 
wear  plates  of  the  staves  must  be  so  placed  as  to  drop  between  the 
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wear  plates  of  the  heads.  These  staves  shall  be  bolted  tightly  to 
the  heads  by  four  (4)  three-fourths  (|)  inch  bolts,  and  each  bolt 
shall  be  provided  with  lock  nuts,  and  shall  be  inspected  at  not  less 
frequent  intervals  than  every  fifth  (5th)  test  and  all  nuts  kept 
tight.  A  record  shall  be  made  after  each  such  inspection,  showing 
in  what  condition  the  bolts  were  found. 

The  frame  and  driving  mechanism.  The  barrel  shall  be  mounted 
on  a  cast-iron  frame  of  sufficient  strength  and  rigidity  to  support 
same  without  undue  vibration.  This  shall  rest  on  a  rigid  founda- 
tion and  be  fastened  to  same  by  bolts  at  not  less  than  four  (4) 
points. 

It  shall  be  driven  by  gearing  whose  ratio  of  driver  to  driven 
shall  not  be  less  than  one  (1)  to  four  (4).  The  counter  shaft  upon 
which  the  driving  pinion  is  mounted  shall  nor  be  less  than  one  and 
fifteen-sixteenths  (IH)  inches  in  diameter,  with  bearings  not 
less  than  six  (6)  inches  in  length  and  belt  driven,  and  the  pulley 
shall  not  be  less  than  eighteen  (18)  inches  in  diameter  and  six  and 
one-half  (6})  inches  in  face.  A  belt  of  six  (6)  inch  double-strength 
leather,  properly  adjusted  so  as  to  avoid  unnecessary  slipping, 
shall  be  used. 

THE  ABRASIVE   CHARGE 

Section  8.  The  abrasive  charge  shall  consist  of  two  sizes  of 
cast-iron  spheres.  The  larger  size  shall  be  three  and  seventy-five- 
hundredth  (3.75)  inches  in  diameter  when  new  and  shall  weigh 
when  new  approximately  seven  and  five-tenths  (7.5)  poimds 
(3.40  kilos)  each.    Ten  shall  be  used. 

These  shall  be  weighed  separately  after  each  ten  (10)  tests, 
and  if  the  weight  of  any  large  shot  falls  to  seven  (7)  poimds  (3.175 
kilos)  it  shall  be  discarded  and  a  new  one  substituted;  provided, 
however,  that  all  of  the  large  shot  shall  not  be  discarded  and  sub- 
stituted by  new  ones  at  any  single  time,  and  that  so  far  as  possible 
the  large  shots  shall  compose  a  graduated  series  in  various  stages 
of  wear. 

The  smaller  size  spheres  shall  be,  when  new,  one  and  eight 
hundred  seventy-five-thousands  (1.875)  inches  in  diameter  and 
shall  weigh  not  to  exceed  ninety-five-hundredths  (0.95)  pound 
(0.430  kilo)  each.  Of  these  spheres  so  many  shall  be  used  as  will 
bring  the  collective  weight  of  the  large  and  small  spheres  most 
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nearly  to  three  hundred  (300)  pounds,  provided  that  no  small 
sphere  shall  be  retained  in  use  after  it  has  been  worn  down  so  that 
it  will  pass  a  circular  hole  one  and  seventy-five-hundredths  (1.75) 
inches  in  diameter,  drilled  in  cast-iron  plate  one-fourth  (})  inch 
in  thickness,  or  weigh  less  than  seventy-five-hundredths  (0.75) 
pound  (or  0.34  kilo).  Further,  the  small  spheres  shall  be  tested 
after  every  ten  tests,  by  passing  them  over  such  an  h-on  plate 
drilled  with  such  holes,  or  by  weighing,  and  any  which  pass 
through  or  fall  below  the  specified  weight  shall  be  replaced  by  new 
spheres;  provided,  further,  that  all  of  the  small  spheres  shall  not 
be  rejected  and  replaced  by  new  ones  at  any  one  time,  and  that  so 
far  as  possible  the  small  spheres  shall  compose  a  graduated  series 
in  various  stages  of  wear.  If  at  any  time  any  sphere  is  foimd  to 
be  broken  or  defective  it  shall  at  once  be  replaced. 

The  iron  composing  these  spheres  shall  have  a  chemical  com- 
position within  the  following  limits: 

Percent 

Combined  carbon — ^not  less  than 2.60 

Graphitic  carbon — ^not  more  than 0 .  10 

Silicon — ^not  more  than 1 .00 

Manganese — not  more  than 0.60 

Phosphorus — ^not  more  than 0. 25 

Sulphur — not  more  than 0.08 

For  each  new  batch  of  spheres  used  the  chemical  analysis  must 
be  furnished  by  the  maker,  or  be  obtained  by  the  user,  before 
introduction  into  the  charge;  and  unless  the  analysis  meets  the 
above  specifications,  the  batch  of  spheres  shall  be  rejected. 

THE  TEST 

Section  9.  The  rattler  shall  be  rotated  at  a  rate  of  not  less  than 
29i  nor  more  than  30J  revolutions  per  minute,  and  1800  revolu- 
tions shall  constitute  the  standard  test.  A  counting  machine  shall 
be  attached  to  the  rattler  for  counting  the  revolutions. 

A  margin  of  not  to  exceed  ten  revolutions  will  be  allowed  for 
stopping.  In  case  a  charge  is  allowed  to  run  several  minutes 
beyond  its  proper  termination,  and  the  loss  incurred  is  still  within 
the  prescribed  limits,  then  the  test  shall  not  be  discarded,  but  the 
fact  shall  be  entered  on  the  record. 
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Stopping  and  starting.  Only  one  start  and  stop  per  test  is 
regular  and  acceptable.  If  from  accidental  causes  a  test  is  stopped 
and  started  twice  extra,  and  the  loss  exceeds  the  maximum  per- 
missible, the  test  shall  be  disqualified  and  another  made. 

THE  RESULTS 

Section  10.  The  loss  shall  be  calculated  in  percentage  of  the 
original  weight  of  the  dried  brick  composing  the  charge.  In 
weighing  the  rattled  brick,  any  piece  weighing  less  than  one  (1) 
pound  shall  be  rejected. 

THE  RECORD 

Section  11.  Description.  The  operator  shall  keep  an  official 
book,  in  which  the  alternate  pages  are  perforated  for  removal. 
The  record  shall  be  kept  in  duplicate,  by  use  of  a  carbon  paper 
between  the  first  and  second  sheets,  and  when  all  entries  are 
made  and  calculations  are  completed,  the  original  record  shall  be 
removed  and  the  carbon  duplicate  preserved  in  the  book.  All 
calculations  must  be  made  in  the  space  left  for  that  purpose  in 
the  record  blank,  and  the  actual  figures  must  appear.  The  record 
must  bear  its  serial  number  and  be  filled  out  completely  for  each 
test  and  all  data  as  to  dates  of  inspections,  weighing  of  shot,  and 
replacement  of  worn  out  parts  must  be  carefully  entered,  so  that 
the  records  remaining  in  the  book  constitute  a  continuous  one. 
In  event  of  further  copies  of  a  record  being  needed,  they  may  be 
furnished  on  separate  sheets, '  but  in  no  case  shall  the  original 
carbon  copy  be  removed  from  the  record  book. 

The  blank  form  upon  which  the  record  of  all  official  brick  tests 
is  to  be  kept  and  reported  is  as  follows: 

REPORT  OF  STANDARD  RATTLER  TEST  OF  PAVING  BRICKS 
IDENTIFICATION  DATA  (Serial  No.       ) 

Name  of  firm  furnishing  sample 

Name  of  the  firm  manufacturing  sample 

Street  or  job  which  sample  represents 

Brands  or  marks  on  the  brick 

Quantity  furnished Drying  treatment 

Date  received Date  tested 

Length Breadth Thickness 
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Siandardisation  data 
Number  of  charges  tested  since  last  inspection . 


Weight  of  charge  (after  standardization) 

Condition  of  locknuts  on  staves 

Condition  of  scales 

10  large  spheres 

small  spheres 

Total 

Number  of  charges  tested  since  stave  linings  were  renewed 

Repairs  (Note  any  repairs  affecting  the  condition  of  the  barrel) 


Beginning  of  test 
Final  reading 


Running  data 


Time  readlngii 


Revolution 
counter  readlnca 


Running  notes, 
stopa,  eto. 


Weights  and  calculations 

Initial  weight  of  10  bricks 

Final  weight  of  same 

Loss  of  weight Percentage  Loss. . . 

(Note :  The  calculations  must  appear) 


Number  of  broken  bricks  and  remarks  on  same 

I  certify  thqit  the  foregoing  test  was  made  under  the  specifications 

of and  is  a  true  record. 

Signature  of  Tester 

Date  Location  of  Laboratory. 


PART  IL    CONSTRUCTION  OF  THE  PAVEMENT 


FOUNDATION 


Section  12,  The  cement  used  shall  conform  to  the  require- 
ments specified  in  Section  21.  The  fine  aggregate  shall  consist  of 
any  material  of  siliceous  or  igneous  origin,  free  from  mica  in  excess 
of  five  per  cent,  and  other  impurities,  uniformly  graded,  the  par- 
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tides  ranging  in  size  from  i  inch  to  that  which  will  pass  a  No.  100 
standard  sieve.  The  coarse  aggregate  shall  be  sound  gravel, 
broken  stone  or  slag,  having  a  specific  gravity  of  not  less  than  2.6. 
It  shall  be  free  from  all  foreign  matter,  uniformly  graded,  and  shall 
range  in  size  from  }  inch  up,  the  largest  particles  not  to  exceed  in 
any  dimension  one-half  the  thickness  of  the  concrete  in  place. 

In  preparing  the  concrete,  the  cement  and  aggregate  shall  be 
measured  separately  and  then  mixed  in  such  proportions  that  the 
resulting  concrete  shall  contain  fine  aggregate  amounting  to  one- 
half  of  the  volume  of  the  coarse  aggregate;  and  that  seven  cubic 
feet  of  concrete  in  place  will  contain  ninety-four  poimds  of 
cement. 

The  ingredients  of  the  concrete  shall  be  thoroughly  mixed, 
sufficient  water  being  added  to  obtain  the  desired  consistency, 
and  the  mixing  continued  until  the  materials  are  uniformly  dis- 
tributed, and  each  particle  of  the  fine  aggregate  is  thoroughly 
coated  with  cement,  and  each  particle  of  the  coarse  aggregate  is 
thoroughly  coated  with  mortar. 

When  a  mechanical  concrete  mixer  is  used,  the  materials  must 
be  proportioned  dry,  and  then  deposited  in  the  mixer  all  at  the 
same  time.  The  mixer  must  produce  a  concrete  of  uniform  con- 
sistency and  color,  with  the  stones  thoroughly  mbced  with  the 
water,  sand  and  cement. 

The  materials  shall  be  mixed  wet  enough  to  produce  a  concrete 
of  a  consistency  that  will  flush  readily  under  light  tamping,  but 
which  can  be  handled  without  causing  a  separation  of  the  coarse 
aggregate  from  the  mortar. 

Be-tempering,  that  is,  remixing  with  additional  water,  mortar 
or  concrete  that  has  partially  hardened,  will  not  be  permitted. 

The  concrete  shall  be  deposited  in  a  layer  on  the  sub-grade  in 
such  quantities  that,  after  being  thoroughly  rammed  in  place,  it 
will  be  of  the  required  thickness,  and  the  upper  surface  shall  be 
true,  uniform  and  parallel  with  the  surface  of  the  finished  pave- 
ment. 

In  conveying  the  concrete  from  the  place  of  mixing  to  the  place 
of  deposit,  the  operation  must  be  conducted  in  such  a  manner  that 
no  mortar  will  be  lost  and  the  concrete  must  be  so  handled  that 
the  foundation  will  be  of  uniform  composition  throughout,  showing 
no  excess  nor  lack  of  mortar  in  any  place. 
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The  foundation  shall  be  6  inches  in  thickness,  with  its  upper 
surface  finished  parallel  to  and  5}  inches  below  the  grade  of  the 
finished  pavement. 

When  complete,  the  foundation  shall  be  kept  moist  for  not  less 
than  2  day^  and  it  shall  be  protected  from  traffic  until  the  con- 
crete has  thoroughly  set. 

No  concrete  shall  be  mixed  while  the  air  temperature  is  below 
32^  F.,  and  in  no  case  shall  any  material  containing  frost  be  used; 
and  if  this  temperature  is  reached  at  any  time  before  the  foun- 
dation shall  have  been  thoroughly  set,  it  shall  be  immediately 
provided  with  such  covering  as  will  protect  it  from  aU  damage. 

In  no  event  shall  a  concrete  foimdation  be  laid  on  a  frozen 
sub-grade. 

SAND   CUSHION 

Section  IS.  Over  the  foundation,  which  must  be  thoroughly 
cleaned,  shaU  be  spread  to  a  uniform  depth  of  one  and  one-half 
(1^)  inches  (after  rolling),  a  cushion  of  clean,  sharp  sand,  free  from 
loam  or  foreign  matter.  The  sand  must  pass  a  one-quarter  (J) 
inch  screen. 

The  cushion  shall  be  carefully  shaped  to  a  true  cross-section 
of  the  roadway  by  means  of  a  template  having  a  steel  faced  edge, 
covering  at  least  one-half  (J)  the  width  of  the  brick  work,  and  so 
fitted  with  rollers  as  to  be  easily  drawn  on  the  curb  and  guide 
timbers  or  rail. 

Section  I4,  Template.  The  template  shall  be  built  in  sub- 
stantial accordance  with  the  plan  accompanying  these  specifi- 
cations. 

Section  15.  Guide  timbers.  Guide  timbers  shall  be  one  and 
one-half  (IJ)  inches  by  four  (4)  inches  by  sixteen  (16)  feet,  dressed 
on  two  sides,  laid  to  a  true  surface  in  the  center  of  the  street,  and 
also  next  to*  the  curb  if  the  curb  cannot  be  used. 

Section  16.  Shaping  cushion.  Before  shaping  the  cushion  a 
one-half  {\)  inch  strip  shall  be  laid  on  the  curb,  and  guide  timbers, 
or  rail,  and  the  template  drawn  over  the  same,  after  which  the 
one-half  (i)  inch  strip  shall  be  removed,  the  cushion  slightly 
moistened  and  rolled  over  its  entire  surface  with  a  hand  roller. 
The  roller  shall  not  be  less  than  thirty-six  (36)  inches  in  diameter, 
twenty-four  (24)  inches  in  width,  and  shall  weigh  not  less  than  ten 
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(10)  pounds  per  inch  in  width,  and  have  a  handle  twelve  (12)  feet 
in  length.  After  rolling,  the  template  shall  be  drawn  over  the 
curb  and  guide  timbers  or  rail,  to  complete  the  cushion.  The 
cushion  shall  be  prepared  at  least  fifty  (50)  feet  in  advance  of  the 
brick  la3dng. 

LAYING  THE  BRICK 

Section  17.  The  brick  shall  be  laid  in  straight  lines  on  edge, 
at  right  angles  to  the  curb.  At  intersections  they  shall  be  laid 
as  directed.  Brick  shall  be  laid  with  the  lug  sides  all  in  the  same 
direction.  Brick  must  be  placed  close  together,  both  ends  and 
sides,  breaking  joints  at  least  three  (3)  inches.  At  every  fourth 
course  the  brick  shall  be  driven  together  to  secure  tight  joints  and 
straight  courses,  and  all  thick  brick  shall  be  removed.  Brick 
shall  be  used  with  the  best  edge  up. 

When  any  section  shall  contain  more  than  ten  (10)  per  cent 
of  culls,  the  brick  shall  be  taken  up  and  the  cushion  adjusted. 
Brick  shall  be  laid  from  curb  to  curb,  or  car  track  to  curb. 

No  bats  or  broken  brick  shall  be  used  except  at  curbs  or  at 
street  car  tracks.  Batting  for  closures  shall  immediately  follow 
the  laying. 

Joints  shall  be  cut  square  with  the  top  and  sides  of  the  brick. 
All  joints  must  be  kept  clean  and  open  to  the  bottom  until  filled 
as  specified. 

STREET  CAR  TRACKS 

Section  18.  Along  the  street  car  tracks  the  brick  must  not  be 
laid  within  one-quarter  (J)  of  an  inch  of  the  rail,  and  when  rolled 
shall  be  one-quarter  (J)  inch  below  the  top  of  the  rail. 

The  space  between  the  web  of  the  rail  and  the  brick  shall  be 
filled  with  cement  mortar,  consisting  of  two  (2)  parts  sand  and 
(1)  part  Portland  cement.  The  mortar  shall  be  in  proper  condi- 
tion and  the  edge  constructed  to  a  straight  line  before  the  brick 
are  laid. 

EXPANSION  JOINTS  FOR  CEMENT  GROUT   FILLER 

Section  19.  Expansion  joints  shall  be  placed  parallel  with  and 
at  each  of  the  curb  lines,  and  shall  be  one  and  one-half  (li)  inches 
in  width.     The  joints  shall  be  made  by  placing  together  on,  edge, 
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parallel  with  the  curb,  two  wedge-shaped  strips  six  (6)  inches  in 
width,  and  dressed  on  two  faces.  The  strip  next  to  the  curb  shall 
be  one  (1)  inch  wide  on  top,  beveled  to  a  thickness  of  one-half  (i) 
inch  at  the  bottom,  and  the  strip  next  to  the  brick  shall  be  of  the 
same  dimensions  and  placed  in  a  reverse  position.  The  brick 
shall  be  laid  lightly  against  said  strips.  Soon  after  the  pavement 
has  been  grouted,  and  the  cement  filler  has  set,  and  the  pavement 
is  in  all  other  respects  finished,  the  strips  shall  be  removed,  the 
joints  thoroughly  cleaned  out,  and  immediately  completely  filled 
with  a  bituminous  filler  composed  of  a  material  which,  when  pene- 
trated by  a  No.  2  needle  under  a  weight  of  200  grams  for  one 
(1)  minute  at  a  temperature  of  32°  Fahr.,  will  have  a  penetration 
of  not  less  than  20,  and  when  penetrated  by  a  No.  2  needle  under 
50  grams  for  five  (5)  seconds  in  a  temperature  of  115°  Fahr.,  will 
not  have  a  penetration  of  over  100. 

ROLLING 

Section  20  After  the  brick  in  the  pavement  have  been  passed 
for  rolling  and  the  surface  swept  clean,  the  pavement  shall  be 
rolled  with  a  roller  weighing  not  less  than  three  (3)  nor  more  than 
five  (5)  tons,  in  the  following  maimer:  The  brick  next  the  curb 
shall  be  tamped  with  a  hard  wood  tamper,  to  the  proper  grade. 
The  rolling  shall  then  commence  near  the  curb  at  a  very  slow  pace, 
and  continue  back  and  forth  toward  the  center,  until  the  center 
of  the  street  is  reached;  then,  passing  to  the  opposite  curb,  it  shall 
be  repeated  in  the  same  manner  to  the  center  of  the  street.  After 
this  first  passing  of  the  roller  the  pace  may  be  quickened  and  the 
rolling  continued  until  each  brick  is  firmly  embedded  in  the  sand 
cushion.  The  pavement  shall  then  be  rolled  transversely  at  an 
angle  of  forty-five  (45)  degrees  from  curb  to  curb,  repeating  the 
rolling  in  the  opposite  forty-five  (45)  degree  direction.  Before 
and  after  this  transverse  rolling  has  taken  place,  all  broken  or 
injured  brick  must  be  taken  up  and  replaced  with  perfect  ones. 
The  substitute  brick  must  be  brought  to  the  true  surface  by 
tamping. 

After  final  rolling  the  pavement  shall  be  tested  with  a  ten  (10)^ 
foot  straight  edge,  laid  parallel  with  the  curb,  and  any  depression 
exceeding  one-quarter  (J)  of  an  inch  must  be  taken  out.  If  neces- 
sary, the  pavement  shall  be  again  rolled. 
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PORTLAND   CEMENT  GROUT  FILLER 

Section  21a.  The  filler  shall  be  composed  of  one  part  each  of 
fine,  clean,  sharp  sand  and  Portland  cement. 

The  cement  shall  meet  the  requirements  of  the  standard  speci- 
fications for  Portland  cement  of  the  American  Society  for  Testing 
Materials,  adopted  August  16,  1909,  with  subsequent  amend- 
ments. 

The  sand  shall  pass  a  No.  20  standard  sieve.  Sand  shall  be 
measured  in  a  box  having  the  same  cubical  contents  as  one  sack 
of  cement. 

One  sack  of  cement  with  an  equal  amoimt  of  sand  shall  be 
thoroughly  mixed  together  dry  in  a  box  preferably  about  four  (4) 
feet  eight  (8)  inches  long,  thirty  (30)  inches  wide,  and  fourteen 
(14)  inches  deep,  resting  on  legs  of  different  lengths,  so  that  the 
mixture  will  rapidly  flow  to  the  lower  comer  of  the  box,  the  bottom 
of  which  shall  be  about  three  (3)  inches  above  the  pavement. 
One  box  shall  be  used- for  each  fourteen  (14)  feet  in  width  of  road- 
way, and  at  least  two  (2)  boxes  must  be  used  in  all  cases. 

After  the  cement  and  sand  have  been  thoroughly  mixed  until 
the  mass  assumes  a  uniform  color,  enough  clean  water  shall  be 
added  to  obtain  a  grout  that  will  give  the  best  results.  From 
the  time  the  water  is  applied  until  the  last  drop  is  removed  and 
floated  into  the  joints  of  the  pavement,  the  mixture  must  be  kept 
in  constant  motion.  Before  the  grout  is  applied  the  brick  shall 
be  thoroughly  wet  by  being  gently  sprayed. 

The  grout  shall  be  removed  from  the  box  with  scoop  shovels 
and  applied  to  the  brick  in  front  of  the  sweepers,  who  shall  rap- 
idly sweep  it  lengthwise  of  the  brick  into  the  unfilled  joints,  until 
the  joints  are  filed  to  within  not  more  than  one  (1)  inch  of  the 
top  of  the  brick.  After  the  grout  has  had  a  chance  to  settle  into 
the  joint  and  before  the  initial  set  develops,  the  balance  of  every 
joint  shall  be  filled  with  a  thicker  grout,  and,  if  necessary,  refilled, 
until  the  joints  remain  full  to  the  top. 

After  this  application  has  had  time  to  settle  and  before  the 
initial  set  takes  place,  the  pavement  shall  be  finished  to  a  smooth 
surface  with  a  squegee  or  wooden  scraper  having  a  rubber  edge, 
which  shall  be  worked  over  the  brick  at  an  angle  with  the  brick. 

When  completed  and  the  cement  has  received  its  initial  set, 
the  pavement  shall  be  covered  with  a  one-half  {\)  inch  layer  of 
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sand,  which  shall  be  frequently  sprinkled  in  warm  weather.  No 
travel  shall  be  permitted  on  the  pavement  for  a  period  of  at  least 
seven  (7)  days  after  grouting,  or  longer,  as  the  engineer  may 
require  on  account  of  weather  conditions. 

Ample  barricades  and  watchmen  shall  be  provided  by  the 
contractor  for  the  proper  protection  to  the  grouting. 

COAL  TAR  PAVING   PITCH   FILLER 

Section  21h.  The  joints  or  spaces  between  the  bricks,  and 
those  between  the  bricks  and  the  curb,  railroad  tracks,  around 
manholes,  etc.,  shall  be  filled  with  coal  tar  paving  pitch,  which 
shall  comply  with  the  following  requirements: 

Physical  properties.  When  in  place  in  the  pavement,  it  shall 
be  of  such  character  that  it  will  adhere  firmly  to  the  paving  brick 
and  to  the  curb,  and  shall  be  sufficiently  plastic  to  allow  for  the 
contraction  and  expansion  in  the  pavement  without  developing 
cracks  in  the  joints.  The  filler  shall  be  such  that  it  retain  its 
consistency  under  extreme  temperature.  It  shall  be  proof  against 
action  by  water  and  all  acids  and  alkalis  to  which  the  pavement 
may  be  exposed. 

The  free  carbon  shall  not  be  less  than  25%  nor  more  than  40%. 
The  specific  gravity  shall  not  be  less  than  1.23  nor  more  than  1.30 
at  60°  Fahr. 

MeUing  point.  It  shall  have  a  mielting  point  varying  not  more 
than  5  degrees  from  135°  Fahr.,  determined  by  the  cube  method 
(hereinafter  described). 

Methods  of  use.  The  filler  shall  be  heated  and  poured  into  the 
joints  to  the  full  depth  thereof,  at  a  temperature  of  not  less  than 
300°  Fahr.,  nor  greater  than  350°  Fahr.  All  joints  shall  be  com- 
pletely filled  at  the  top.  The  top  dressing  of  sand  shall  be  spread 
over  the  pavement  immediately  after  the  filler  is  applied  and 
while  it  is  still  soft.  In  cold  weather  the  sand  shall  be  heated  so 
as  to  readily  bond  with  the  pitch.  Extra  care  shall  be  used  at  the 
gutters  and  around  catch  basins,  etc.,  to  effectually  prevent  the 
leakage  of  water  into  the  sub-roadway. 

Test  for  melting  point  of  pitch  filler.  A  clean  shaped  one-half 
(\)  inch  cube  of  the  pitch  is  to  be  formed  in  the  mold  and  sus- 
pended in  the  beaker  so  that  the  bottom  of  the  pitch  to  be  tested 
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is  one  (1)  inch  above  the  bottom  of  the  beaker.  The  pitch  is  to 
remain  for  five  (5)  minutes  in  water  of  a  temperature  of  60**  Fahr. 
before  heat  is  applied.  Heat  is  to  be  applied  in  such  a  manner 
that  the  temperature  of  the  water  is  raised  9**  Fahr.  each  minute. 
The  temperature  recorded  by  the  thermometer  at  the  instant  the 
pitch  touches  the  bottom  of  the  beaker  to  be  considered  the  melt- 
ing point. 

ASPHALT  FILLER 

Section  21c,  The  interstices  of  the  brick  shall  be  completely 
filled  with  an  asphalt  filler  heated  to  a  temperature  of  not  less  than 
350°  Fahr.  nor  more  than  450**  Fahr.  This  asphalt  filler  shall  not 
contain  pitch  nor  any  part  of  coal  tar.  It  shall  contain  at  least 
ninety-eight  (98)  per  cent  of  bitumen  soluble  in  carbon  disulphide. 
It  shall  remain  pliable  at  all  temperatures  to  which  it  may  be  sub- 
jected as  a  street  paving  filler;  it  shall  be  absolutely  proof  against 
water  and  street  liquids;  it  shall  firmly  adhere  to  the  brick  and  be 
pliable  rather  than  rigid.  Care  shall  be  exercised  to  completely 
fill  all  openings  around  street  structures  and  the  street  shall  not 
be  used  for  traffic  until  the  filler  is  completely  set.  A  top  dressing 
of  sand  shall  be  spread  immediately  after  the  filler  is  applied  and 
while  it  is  still  soft. 

The  penetration  shall  conform  to  the  following: 

No.  2  Needle,  5  sec,  100  grams  at  77°  F.,  25  to  60. 

No.  2  Needle,  1  min.,  200  grams  at  32°  F.,  not  below  25. 

No.  2  Needle,  5  sec,  20  grams  at  115°  F.,  not  above  110. 

MAINTENANCE 

* 

Section  22,  The  period  of  guaranty  shall  be  five  (5)  years. 
During  the  period  of  guaranty,  whenever  the  surface  of  a  vitrified 
brick  pavement  becomes  uneven,  holding  water  one-fourth  (})  of 
an  inch  or  more  in  depth  in  a  distance  of  four  feet  or  less,  or  when 
the  pavement  has  settled  over  trenches  existing  previous  to  the 
completion  of  the  pavement,  then  the  brick  shall  be  taken  up  and 
relaid  to  proper  crown  and  grade. 

Any  brick  which  may  be  found  soft,  unsound,  broken  or  dis- 
integrated, and  all  portions  of  the  pavement  which  may  have 
become  rough  by  reason  of  the  chipping  or  breaking  of  the  edges 
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of  the  brick,  so  as  to  produce  joints  exceeding  one-half  (i)  inch 
at  a  point  one-quarter  (i)  inch  below  the  surface  of  the  brick,  shall 
be  removed,  and  properly  replaced  with  sound  material. 

Note  to  Enqinebb:  Section  1.  Whenever  the  word  **  brick"  is  used  in 
these  specifications  it  is  intended  to  refer  to  either  brick  or  block,  which- 
ever may  be  used,  except  in  Section  4. 

Section  4.  Where  medium  or  light  traffic  or  other  conditions  exist  which, 
in  the  opinion  of  the  engineer,  do  not  require  a  brick  capable  of  giving  an 
abrasive  loss  of  only  22  per  cent,  brick  of  a  quality  which  will  give  a  loss 
of  25  per  cent  or  even  28  per  cent  may  be  used. 

Inasmuch  as  the  committee  has  not  made  any  tests  of  the  brick  size, 
it  is  not  prepared  to  recommend  specific  abrasion  loss  for  that  size. 

Section  Bl,  While  the  committee  is  in  favor  of  a  cement  grout  filler, 
it  believes  that  where  conditions  do  not  favor  the  use  of  the  same  a  bitu- 
minous filler  may  be  used,  for  which  it  recommends  Section  21b  or  21c  in 
place  of  21a. 


SPECIFICATIONS  FOR  ASPHALT  PAVEMENT 

RECOMMENDED  BY  COMMITTEE  ON  STANDARD 

SPECIFICATIONS 

Adopted  by  the  Society  September  $7,  1911  and  amended  November  IS^  1919 

GENEBAL  DESCRIPTION 

Upon  the  foundation  prepared  and  laid  as  elsewhere  herein 
specified,  shall  be  laid  the  pavement  proper.    This  shall  consist  of: 

1.  A  binder  course  ....  inches  in  thickness  when  com- 
pressed. 

2.  An  asphalt  wearing  surface  ....  inches  in  thickness 
when  compressed. 

MATERIALS 

The  materials  used  must  comply  with  the  requirements  of 
these  specifications  and  be  suitable  for  use  upon  the  street  or 
streets  to  be  paved.  They  shall  be  mixed  in  definite  proportions 
by  weight,  depending  upon  their  character,  and  the  traffic  upon 
the  street,  and  upon  the  character  of  the  materials  used,  and  such 
materials  and  proportions  must  be  satisfactory  to  the  engineer. 

Methods  of  testing.  All  tests  herein  specified  must  be  conducted 
according  to  oflBcial  methods  on  file  in  the  ofiice  of  the  engineer. 
All  penetrations  at  77°  Fahrenheit  are  expressed  in  hundredths 
of  a  centimeter  and  are  to  be  taken  (except  where  otherwise  speci- 
fied) with  a  No.  2  needle  acting  for  five  seconds  under  a  total 
weight  of  100  grams. 

Refined  asphalts.  The  refined  asphalts  admitted  under  these 
specifications  shall  be  prepared  from  a  natural  mineral  bitumen, 
either  solid  or  liquid,  or  from  combinations  thereof,  by  suitable 
and  approved  methods  of  refining. 

The  preparation  and  refining  of  all  asphalts  admitted  under 
these  specifications  shall  be  subject  to  such  inspection  at  the  paving 
plants  and  refineries  as  the  engineer  may  direct  and  shall  in  all 
cases  be  conducted  after  the  most  approved  maimer.  Every 
refined  asphalt  admitted  under  these  specifications  shall  be  equal 
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in  quality  to  the  recognized  standard  for  its  particular  kind  or 
type  of  asphalt.  If  desired,  the  contractor  may  use  an  asphalt 
cement  prepared  at  the  refinery.  To  be  acceptable,  this  asphalt 
cement  must  comply  with  the  foregoing  general  requirements  for 
refined  asphalt,  as  well  as  requirements  a,  b,  c,  d  and  e  for  asphalt 
cement. 

All  refined  asphalts  admitted  under  these  specifications  must 
also  comply  with  the  following  requirements: 

a.  All  shipments  of  refined  asphalt  of  any  one  kind  shall  be 
uniform  in  consistency  and  composition  and  shall  not  vary  more 
than  15  points  in  penetration  at  77°  F. 

6.  Ninety-eight  and  one-half  per  cent  of  the  total  bitumen  of 
all  refined  asphalts  shall  be  soluble  in  carbon  tetrachloride. 

c.  When  made  into  an  asphalt  cement  by  the  use  of  such 
materials  and  methods  as  are  described  in  these  specifications, 
they  must  produce  an  asphalt  cement  complying  with  all  the 
requirements  elsewhere  set  forth  herein  for  asphalt  cements. 

Fluxes.  These  shall  be  the  residues  obtained  by  the  distilla- 
tion of  paraflSne,  asphaltic  or  semi-asphaltic  petroleums.  They 
shall  be  of  such  character  that  they  will  combine  with  the  asphalt 
to  be  used  to  form  an  acceptable  and  approved  asphalt  cement 
complying  with  the  requirements  of  these  specifications.  All  resid- 
uums  must  pass  the  following  general  tests: 

a.  They  must  have  a  penetration  greater  than  350  with  a  No.  2 
needle  at  77°  F.  under  50  grams  weight  for  five  seconds. 

6.  They  shall  have  a  specific  gravity  at  60°  F.  between  0.92 
and  1.04. 

c.  When  heated  for  five  hours  at  325°  F.  in  a  tin  box  2§  inches 
in  diameter  after  the  manner  officially  prescribed,  they  shall  not 
lose  more  than  5  per  cent  by  weight  and  the  residue  left  after  such 
heating  shall  flow  at  77°  F. 

d.  They  shall  not  flash  below  350°  F.  when  tested  in  a  New 
York  State  closed  oil  tester. 

e.  They  shall  be  soluble  hi  carbon  disulphide  to  the  extent  of 
not  less  than  99.5  per  cent. 

Binder  stone.  This  shall  be  clean,  hard  stone,  free  from  any 
particles  that  have  been  weathered,  or  are  soft.  It  shall  all  pass 
a  l}-inch  screen.  Not  less  than  85  per  cent  of  the  stone  shall 
pass  this  screen  in  its  largest  dimension,  and  of  the  remaining  16 
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per  cent,  no  piece  shall  have  a  larger  dimension  than  two  inches. 
The  stone  shall  be  so  graded  from  coarse  to  fine  as  to  have  the 
following  mesh  composition  (sieves  to  be  used  in  the  order  named) 
Passing 


10    mesh  15  to  35% 
2    mesh  and  retained 
on  10  mesh,  10  to 
35% 
1    mesh  and  retained 
on  2  mesh,  20  to 
60% 
1}  inch  mesh  and  re- 
tained on  1  mesh, 
15  to  55% 


> 


Total  passing  2  mesh, 
25  to  50%. 


^  Total  passing  1  mesh, 
46  to  85% 


Total  passing  IJ  inch 
mesh,  50  to  75% 


The  above  limits  as  to  mesh  composition  are  intended  to  pro- 
vide for  such  permissible  variations  as  may  be  rendered  necessary 
by  the  available  sources  of  supply  and  the  character  of  the  work 
to  be  done.  The  mesh  composition  and  character  of  the  stone 
may  be  varied,  within  the  limits  above  specified,  at  the  discretion 
of  the  engineer,  depending  upon  the  kind  of  asphalt  used  and  the 
traffic  conditions  u^n  the  street  or  streets  to  be  paved. 

Sand.    The  sand  shall  be  hard,  clean  grained  and  moderately 
sharp.    On  sifting  it  shall  have  the  following  mesh  composition, 
(sieves  to  be  used  in  the  order  named) : 
Passing 


200  mesh  0  to  5% 

100  mesh  and  retained  on  200 

mesh,  10  to  25% 
80  mesh  and  retained  on  100 

mesh,  6  to  20% 


Total  passing  80  mesh  and  retained 
on  200  mesh,  20  to  35% 


50  mesh  and  retained  on  80  mesh, 

15  to  40% 
40  mesh  and  retained  on  50  mesh, 

10  to  30% 
30  mesh  and  retained  on  40  mesh, 

8  to  25% 
20  mesh  and  retained  on  30  mesh, 

5  to  15% 
10  mesh  and  retained  on  20  mesh, 

.  2  to  10% 
8  mesh  and  retained  on  10  mesh, 
0  to  5% 


ASPHALT  PAVEMENT  SPECIFICATIONS  219 

On  very  light  traffic  streets  a  coarser  sand  may  be  used  with  the 
approval  of  the  engineer,  but  in  no  case  shall  a  sand  be  employed 
that  contains  less  than  a  total  of  15  per  cent  passing  an  80  mesh 
sieve,  such  total  to  contain  not  more  than  5  per  cent  (calculated 
on  the  original  sand)  passing  a  200  mesh  sieve,  or  a  mixture  of  75 
per  cent  of  sand  of  the  character  above  specified  and  25  per  cent 
of  stone  screenings  passing  a  J-inch  screen  and  retained  on  a  No.  10 
screen  may  be  employed. 

The  above  limits  as  to  mesh  composition  are  intended  to 
provide  for  such  permissible  variations  as  may  be  rendered  neces- 
sary by  the  available  sources  of  supply  and  the  character  of  the 
work  to  be  done.  The  mesh  composition  and  character  of  the 
sand  may  be  varied,  within  the  limits  above  specified,  at  the 
discretion  of  the  engineer,  depending  upon  the  kind  of  asphalt  used 
and  the  traffic  conditions  upon  the  street  or  streets  to  be  paved. 

Filler.  This  shall  be  thoroughly  dry  limestone  dust  or  dust 
from  other  equally  satisfactory  stone  or  Portland  cement,  the 
whole  of  which  shall  pass  a  30  mesh  per  linear  inch  screen  and  at 
least  66  per  cent  of  which  shall  pass  a  200  mesh  per  linear  inch 
screen.  The  surface  mixture  shall  contain  from  6  to  20  per  cent 
of  this  filler,  depending  upon  the  kind  of  sand  and  asphalt  used 
and  the  traffic  conditions  upon  the  street  or  streets  to  be  paved. 

Samples,  One  pound  samples  of  the  refined  asphalt,  petroleum 
flux  and  asphalt  cement  that  the  contractor  proposes  to  use  in  his 
work,  together  with  a  statement  as  to  the  source,  character  and 
proportions  of  the  materials  composing  them,  must  be  handed  in 
with  his  bid  and  no  contract  shall  be  awarded  to  any  bidder  whose 
samples  do  not  comply  in  every  respect  with  these  specifications. 
No  asphalt  other  than  that  specified  in  his  bid  shall  be  used  by 
any  contractor  except  with  the  written  consent  of  the  engineer. 

In  addition  to  the  samples  submitted  with  the  bid,  other  sam- 
ples taken  from  and  actually  representative  of  the  refined  asphalt, 
petroleum  flux,  sand  and  filler  to  be  used  upon  the  street  shall  be 
submitted  to  the  engineer  before  the  use  of  such  materials  in  the 
work  is  permitted.  Except  at  his  option,  no  work  on  binder  or  sur- 
face shall  be  commenced  within  three  weeks  from  the  date  when 
such  samples  were  submitted  and  in  no  case  shall  they  be  used 
until  they  have  been  examined  and  approved  by  him.  .  Whenever, 
during  the  course  of  the  work,  new  deliveries  of  paving  materials 
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are  received  by  the  contractor,  samples  of  these  shall  at  once  be 
submitted  to  the  engineer  and  their  use  in  the  work  will  not  be 
permitted  until  they  have  been  examined  and  approved  by  him. 

ASPHALT  CEMENT 

Preparation,  The  asphalt  cement  shall  be  composed  of  refined 
asphalt,  or  asphalts  and  flux,  where  flux  is  required,  of  the  char- 
acter elsewhere  herein  specified  and  must  be  of  a  suitable  d^ree 
of  penetration. 

The  proper  proportions  of  the  refined  asphalt,  or  asphalts  and 
flux,  shall  be  melted  together  and  thoroughly  agitated  by  suitable 
appliances  until  they  are  completely  blended  into  a  homogeneous 
asphalt  cement.  The  asphalt  cement  must  never  be  heated  to  a 
temperature  exceeding  350^  F.  If  the  asphalt  cement  contains 
material  that  will  separate  by  subsidence  while  it  is  in  a  molten 
condition,  it  must  be  thoroughly  agitated  before  drawing  from 
storage  and  while  in  use  in  the  supply  kettles.  Approved  methods 
of  agitation,  which  will  not  injure  the  cement,  must  be  used. 

The  refined  asphalt  or  asphalts  and  flux  comprising  the  asphalt 
cement  shall,  when  required,  be  weighed  separately  in  the  presence 
of  the  authorized  inspectors  or  agents  of  the  engineer. 

Requiremenls,  The  asphalt  cement  shall  comply  with  the  fol- 
lowing requirements: 

a.  It  shall  be  thoroughly  homogeneous  and  the  various  bitum- 
inous ingredients  contained  in  it  shall  be  in  a  state  of  complete 
solution.     It  shall  not  be  oily  to  the  touch. 

b.  It  shall  have  a  penetration  between  40  and  75  at  77®  F., 
depending  upon  the  sand  and  asphalt  used  and  the  traffic  upon  the 
street  on  which  the  pavement  is  to  be  laid. 

c.  It  shall  not  flash  below  300°  F.  when  tested  in  a  New  York 
State  closed  oil  tester. 

rf.  When  heated  in  an  open  tin  at  a  temperature  of  325°  F. 
for  five  hours  in  a  hot  air  oven,  it  must  not  show  a  loss  by  volatili- 
zation of  over  5  per  cent  and  the  penetration  at  77°  F.  of  the  residue 
left  after  such  heating  must  not  be  less  than  one-half  the  penetra- 
tion at  77°  F.  of  the  original  sample  before  heating. 

e.  When  the  pure  bitumen  of  the  asphalt  cement  is  brought  to 
a  penetration  at  77°  F.  of  50  and  made  into  a  briquette  having  a 
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cross  section  of  1  sq.  cm.,  it  shall  have  a  ductility  of  not  less  than 
20  cms.  at  77®  F. ;  the  two  ends  of  the  briquette  to  be  pulled  apart 
at  the  uniform  rate  of  5  cm.  per  minute. 

When  the  asphalt  cement  as  used  has  a  penetration  greater 
than  50  at  77**  F.,  an  increased  ductility  of  2  cms.  shall  be  required 
for  every  5  points  in  penetration  above  50  penetration. 

BINDER 

Preparaiio7i,  The  binder  shall  be  composed  of  stone  and 
asphalt  cement  of  the  character  elsewhere  herein  specified  and 
mixed  in  proper  proportions.  If  the  stone  does  not  contain  the 
proper  amount  of  material  passing  the  i-inch  screen,  the  deficiency 
may  be  made  up  by  the  addition  of  gravel  or  sand.  The  stone 
and  the  asphalt  cement  shall  be  heated  separately  to  such  a  tem- 
perature as  will  give,  aftei  mixing,  a  binder  mixture  of  the  proper 
temperature  for  the  materials  employed.  The  stone  when  used 
must  be  at  a  temperature  between  200  and  325®  F.  The  asphalt 
cement  when  used  must  be  at  a  temperature  between  250  and 
350®  F.  The  asphalt  cement  and  stone  shall  be  thoroughly  mixed 
by  machinery  in  such  proportions  that  the  resulting  binder  shall 
have  life  and  gloss  without  an  excess  of  asphalt  cement  and  the 
mixing  shall  be  continued  until  a  homogeneous  mixture  is  pro- 
duced in  which  all  the  particles  are  thoroughly  coated  with  asphalt 
cement. 

Laying,  The  binder  mixture  prepared  in  the  manner  above 
described  shall  be  brought  to  the  street  in  wagons  at  a  tem- 
perature between  200®  F.  and  325®  F.  and  shall  be  covered  with 
canvas  covers  while  in  transit.  The  temperature  of  the  binder 
mixture  within  these  limits  shall  be  regulated  according  to  the  tem- 
perature of  the  atmosphere  and  the  working  of  the  binder.  On 
reaching  the  street  it  shall  at  once  be  dumped  on  the  concrete 
and  then  be  deposited  roughly  in  place  by  means  of  hot  shovels 
after  which  it  shall  be  uniformly  spread  by  means  of  hot  iron 
rakes  and  then  at  once  be  thoroughly  compacted  by  tamping  or 
rolling.  The  depth  of  the  finished  binder  shall  at  no  place  be  less 
than  one  inch  or  more  than  three  inches  and  its  upper  surface 
shall  be  parallel  to  the  surface  of  the  pavement  to  belaid.  The 
surface,   after  compression,  shall  show  at  no  place  an  excess  of 
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asphalt  cement  and  any  spot  covering  an  area  of  one  square  foot 
or  more  showing  an  excess  of  asphalt  cement  shall  be  cut  out  and 
replaced  with  other  material.  Smaller  spots  may  be  dried  by  the 
use  of  stone  dust  and  smoothers.  All  binder  that  shows  lack  of 
bond  or  that  is  in  any  way  defective  or  which  may  become  broken 
up  before  it  is  covered  with  wearing  surface  must  be  taken  up 
and  removed  from  the  street  and  replaced  by  good  material  prop- 
erly laid  in  accordance  with  these  specifications,  at  the  expense 
of  the  contractor.  No  more  binder  shall  be  laid  at  any  one  time 
than  can  be  covered  by  two  days'  run  of  the  paving  plant  on  sur- 
face mixture.  Binder  when  laid  shall  be  followed  and  covered 
with  wearing  surface  as  soon  as  is  practicable  in  order  to  eflFect  the 
most  thorough  bond  between  the  binder  and  the  wearing  course. 
The  binder  course  shall  be  kept  as  clean  and  as  free  from  traffic 
as  is  possible  under  working  conditions.  If  necessary  it  must  be 
swept  off  immediately  before  laying  the  wearing  surface  on  it. 

No  binder  shall  be  laid  when  in  the  opinion  of  the  engineer  the 
weather  conditions  are  unsuitable  or  unless  the  concrete  on  which 
it  is  to  be  laid  is  dry  and  has  set  a  sufficient  length  of  time. 

Requirements.  The  finished  binder  must  contain  from  5  to  8 
per  cent  of  bitumen  soluble  in  cold  carbon  disulphide  and  from 
15  to  30  per  cent  of  material  passing  a  10  mesh  screen,  the  percent- 
age of  bitumen  to  be  regulated  in  accordance  with  the  mesh  com- 
position and  character  of  the  mineral  aggregate  of  the  binder  and 
the  percentage  of  material  passing  a  10  mesh  screen  to  be  regulated 
in  accordance  with  the  traffic  conditions  upon  the  street  or  streets 
to  be  paved. 

WEARING  SURFACE 

Preparation.  The  wearing  surface  shall  be  composed  of  sand, 
filler  and  asphalt  cement  of  the  character  elsewhere  herein  spec- 
ified and  mixed  in  proper  proportions.  The  sand  and  the  asphalt 
cement  shall  be  heated  separately  to  such  a  temperature  as  will 
give,  after  mixing,  a  surface  mixture  of  the  proper  temperature 
for  the  materials  employed.  The  sand  when  used  must  be  at  a 
temperature  between  250°  F.  and  375°  F.  The  asphalt  cement 
when  used  must  be  at  a  temperature  between  250°  F.  and  350°  F. 
The  filler  shall  be  added  to  the  hot  sand  in  the  required  proportions 
and  the  two  thoroughly  mixed.  The  asphalt  cement  in  the  proper 
proportions  shall  then  be  added  and  the  mixing  continued  for  at 
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least  one  minute  in  a  suitable  apparatus  until  a  homogeneous 
mixture  is  produced  in  which  all  the  particles  are  thoroughly  coated 
with  asphalt  cement.  The  weights  of  all  materials  entering  into 
the  composition  of  the  wearing  surface  shall  be  verified  in  the 
presence  of  inspectors  as  often  as  may  be  required  and  the  engineer 
or  his  representative  shall  have  access  to  all  parts  of  the  plant  at 
any  time. 

Laying,  The  surface  mixture  prepared  in  the  manner  above  de- 
scribed shall  be  brought  to  the  street  in  wagons  at  a  temperature  be- 
tween 230°  F.  and  350**  F.  and  shall  be  covered  with  canvas  covers 
while  in  transit.  The  temperature  of  the  surface  mixture  within 
these  limits  shall  be  regulated  according  to  the  temperature  of  the 
atmosphere  and  the  working  of  the  mixture,  and  the  character 
of  the  materials  employed.  On  reaching  the  street,  it  shall  at 
once  be  dumped  on  a  spot  outside  of  the  space  on  which  it  is  to 
be  spread.  It  shall  then  be  deposited  roughly  in  place  by  means 
of  hot  shovels,  after  which  it  shall  be  uniformly  spread  by  means 
of  hot  iron  rakes  in  such  a  manner  that  after  having  received  its 
final  compression  by  rolling,  the  finished  pavement  shall  conform 
to  the  established  grade  and  have  a  thickness  of  not  less  than  .  .  . 
inches.  Before  the  surface  mixture  is  placed,  all  contact  surfaces 
of  curbs,  manholes,  etc.,  must  be  well  painted  with  hot  asphalt 
cement.  After  raking,  the  surface  mixture  shall  at  once  be  com- 
pressed by  rolling  or  tamping,  after  which  a  small  amount  of  cement 
shall  be  swept  over  it  and  it  shall  then  be  thoroughly  compressed 
b}'  a  steam  roller  weighing  not  less  than  200  pounds  to  the  inch 
width  of  tread,  the  rolling  being  continued  until  a  compression  is 
obtained  which  is  satisfactory  to  the  engineer.  Such  portions  of 
the  completed  pavement  as  are  defective  in  finish,  compression 
or  composition,  or  that  do  not  comply  in  all  respects  with  the  re- 
quirements of  these  specifications,  shall  be  taken  up,  removed 
and  replaced  with  suitable  material,  properly  laid  in  accordance 
with  these  specifications,  at  the  expense  of  the  contractor.  When- 
ever so  ordered  by  the  engineer,  a  space  of  12  inches  next  the  curb 
shall  be  coated  with  hot  asphalt  cement  which  shall  be  ironed  into 
the  pavement  with  hot  smoothing  irons. 

No  wearing  surface  shall  be  laid  when  in  the  opinion  of  the 
engineer  the  weather  conditions  are  unsuitable  or  unless  the  binder 
on  which  it  is  to  be  placed  is  dry.    The  finished  pavement  must 
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be  well  protected  from  all  traffic  by  suitable  barricades  until  it 
is  in  proper  condition  for  use. 

Requirements,  The  finished  pavement  shall  contain  between 
9.5  and  12.5  per  cent  of  bitumen  soluble  in  cold  carbon  disulphide, 
depending  upon  its  mesh  composition  and  the  character  of  the 
sand  used  and  the  traffic  to  which  it  is  to  be  subjected,  but  in  all 
cases  sufficient  asphalt  cement  must  be  used  to  properly  coat  all 
the  particles  of  the  mineral  aggregate.  It  must  also  contain  not 
less  than  10  per  cent  of  mineral  matter  passing  a  200  mesh  sieve 
and  not  less  than  a  combined  total  of  25  per  cent  passing  the  200, 
100  and  80  mesh  sieves.  On  streets  of  light  traffic,  when  the 
engineer  has  approved  the  use  of  a  coarser  sand  or  mixture  than 
that  specified  for  general  use,  the  surface  mixture  must  contain 
not  less  than  6  per  cent  of  mineral  matter  passing  a  200  mesh  sieve 
and  not  less  than  a  combined  total  of  18  per  cent  passing  the  200, 
100  and  80  mesh  sieves.  The  maximum  amoimt  of  200,  100  and 
80  mesh  material  in  the  pavement  will  be  regulated  according  to 
the  kind  of  sand  and  asphalt  used  and  the  traffic  upon  the  street 
on  which  the  pavement  is  to  be  laid  subject  to  the  maximum  re- 
quirements elsewhere  herein  specified  under  sand  and  filler. 

The  above  Umits  as  to  mesh  composition  and  per  cent  of 
bitumen  are  intended  to  provide  for  such  permissible  variations 
as  may  be  rendered  necessiary  by  the  raw  materials  used  and  by 
the  character  of  the  work  to  be  done.  The  composition  of  the 
wearing  surface  may  be  varied  within  the  limits  above  specified 
at  the  discretion  of  the  engineer,  depending  upon  the  kind  of 
sand,  filler  and  asphalt  used  and  the  traffic  conditions  upon  the 
street  or  streets  to  be  paved. 

CONDITION  AT  EXPIRATION  OF  GUARANTEE 

In  addition  to  the  proper  maintenance  of  the  pavement  during 
the  period  of  guarantee,  the  contractor  shall,  at  his  own  expense, 
just  before  the  expiration  of  the  guarantee  period,  make  such 
repairs  as  may  be  necessary  to  produce  a  pavement  which  shall: 

a.  Have  a  contour  free  from  depressions  of  any  kind  exceeding 
three-eights  of  an  inch  in  depth  as  measured  between  any  two 
points  four  feet  apart  on  a  line  conforming  substantially  to  the 
original  contour  of  the  street. 

b.  Be  free  from  cracks  showing  disintegration  of  the  surface 
mixture. 
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c.  Contain  no  disintegrated  surface  mixture. 

d.  Not  have  been  reduced  in  thickness  more  than  three-eighths 
of  an  inch  in  any  part. 

e.  Have  a  foundation  free  from  such  cracks  or  defects  as  will 
cause  disintegration  or  settling  of  the  pavement  or  impair  its 
usefulness  as  a  roadway. 

REPAIRING 

Repairs,  except  as  provided  for  below,  shall  in  all  cases  be 
made  by  cutting  out  the  defective  binder  and  wearing  surface 
down  to  the  concrete  and  replacing  them  by  new  and  freshly  pre- 
pared binder  and  wearing  surface  made  and  laid  in  strict  accord- 
ance with  these  specifications. 

Whenever  any  defects  are  caused  by  the  failure  of  the  founda- 
tion, the  pavement,  including  such  foundation,  shall  be  taken  up 
and  relaid  with  freshly  prepared  material  made  and  laid  in  strict 
accordance  with  these  specifications. 

In  all  cases  the  surface  of  the  finished  repair  shall  be  at  the 
grade  of  the  adjoining  pavement  and  in  accordance  with  the  con- 
tour of  the  street. 

The  surface  heater  method  of  repairing  may  be  used  only  in 
those  cases  where  the  repairs  are  nor  rendered  necessary  by: 

a.  Failure  of  concrete. 

b.  Failure  of  the  binder. 

c.  Failure  caused  by  the  disintegration  of  the  lower  portion 
of  the  wearing  surface. 

Whenever  the  surface  heater  method  is  employed,  all  defective 
surface  shall  be  removed  before  replacing  it  with  new  material. 
In  all  cases  the  old  surface  shall  be  removed  to  a  depth  of  not  less 
than  one-quarter  inch  and  the  new  surface  must,  when  compressed, 
be  not  less  than  one-half  inch  in  thickness.  The  heat  shall  be 
applied  in  such  a  manner  as  not  to  injure  the  remaining  pavement. 
All  burnt  and  loose  material  shall  at  once  be  completely  removed 
and,  while  the  remaining  portion  of  the  old  pavement  is  still  warm, 
shall  be  replaced  by  new  and  freshly  prepared  wearing  surface 
made  and  laid  in  strict  accordance  with  these  specifications. 

Note  to  Engineers  :  Filler.  As  Portland  cement  is  more  expensive 
than  lime  dust,  the  specification  should  distinctly  state  which  kind  of 
filler  is  desired. 


SPECIFICATIONS  FOR  CREOSOTED  WOOD  BLOCK 

PAVEMENT 

RECOMMENDED  BY  COMMITTEE  ON  STANDARD 

SPECIFICATIONS 

Adopted  by  the  Society  November  IS,  191t 
MATERIALS 

TIMBER 

The  wood  to  be  treated  shall  be  commercial  yellow  pine,  Norway 
pine  or  tamarack,  only  one  kind  of  wood,  however,  to  be  used  in 

0 

any  one  contract.  The  blocks  must  be  cut  from  good  grade  tim- 
ber; namely,  all  timber  must  be  sound  and  free  from  red  heart, 
well  manufactured,  saw-butted,  all  square  edge,  and  shall  be  free 
from  the  following  defects:  unsound,  loose  and  hollow  knots,  worm 
holes  and  knot  holes,  through  shakes  and  round  shakes  that  show 
in  the  surface.  In  yellow  pine  timber  the  annual  rings  must  not 
average  l^s  than  six  to  the  inch  measured  radially  from  the  heart 
so  as  to  include  the  greatest  number  of  rings  possible  and  in  no 
case  in  any  1  inch  of  this  radius  shall  there  be  less  than  four  annual 
rings.  Wherever  in  any  1  inch  of  this  radius  there  are  less  than 
five  annual  rings,  the  cross  sectional  area  of  each  resin  ring  shall 
not  be  less  than  20  per  cent  of  the  total  cross  sectional  area  of 
its  corresponding  annual  ring.  The  blocks  must  average  80  per 
cent  of  heart  wood  and  no  one  block  shall  be  accepted  that  con- 
tains less  than  50  per  cent  of  heart  wood. 

SIZE   OF  BLOCKS 

The  blocks  shall  be  from  5  to  10  inches  long,  but  shall  average 
8  inches;  they  shall  be  ...  .  inches  in  depth.  They  may 
be  from  3  to  4  inches  in  width,  but  all  blocks  in  one  street  shall 
be  of  uniform  width.  In  no  case  shall  the  width  and  depth  of 
the  blocks  be  the  same.  A  variation  of  t^  inch  shall  be  allowed 
in  the  depth  and  \  inch  in  the  width  of  the  blocks  from  that  spec- 
ified. 
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TREATMENT 

The  blocks  shall  be  treated  with  a  preservative  oil  complying 
with  the  specifications  given  below.  The  exact  method  of  treating 
the  blocks,  while  not  being  definitely  described,  shall  comply  with 
the  following:  the  blocks  shall  not  at  any  time  be  heated  to  a 
temperature  higher  than  250®  Fahrenheit.  When  treated  with 
oil,  the  blocks  shall  be  completely  immersed  therein  and  the  oil 
shall  be  forced  into  the  blocks  under  a  sustained  pressure  of  not 
less  than  100  pounds  per  square  inch  until  the  charge  as  a  whole 
has  absorbed  an  amount  of  oil  equivalent  to  20  pounds  for  each 
cubic  foot  of  wood  contained  in  that  particular  charge. 

The  blocks  after  treatment  must  show  satisfactory  penetra- 
tion of  the  preservative  oil  throughout.  All  blocks  that  are  in 
any  way  defective  or  that  have  been  badly  warped  or  checked  in 
the  process  of  treating  shall  be  rejected. 

OIL 

The  oil  shall  be  a  coal  tar  product,  free  from  adulteration  of 
any  kind  whatever,  and  shall  comply  with  the  following  require- 
ments: 

1.  The  specific  gravity  shall  be  1.08  to  1.14  at  a  temperature 
of  38®  C. 

2.  On  distillation,  which  shall  be  made  exactly  as  described 
in  Bulletin  No.  65  of  the  American  Railway  Engineering  and 
Maintenance  of  Way  Association,  the  distillate  shall  not  exceed 
2  per  cent  up  to  150®  C.  and  be  not  less  than  30  per  cent  nor  more 
than  50  per  cent  at  315®  C;  the  mean  of  three  determinations  to 
be  taken. 

3.  Not  more  than  4  per  cent  of  the  oil  shall  be  insoluble  in 
hot  benzol  and  chloroform. 

The  manufacturer  of  the  oil  shall  permit  full  and  complete 
inspection  and  sampling  at  the  factory  at  which  the  oil  is  produced, 
of  all  materials,  either  crude  or  refined,  entering  into  the  manufac- 
ture of  the  finished  product,  as  well  as  the  finished  product  itself, 
in  order  that  the  material  used  can  be  determined  to  be  in  accord- 
ance with  the  foregoing  requirements.  He  shall  also  submit  sat- 
isfactory proof  of  the  origin  of  all  material  entering  into  the  com- 
position of  the  finished  product. 
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Oil  samples  taken  by  the  inspector  from  the  treating  tank 
during  the  process  of  the  work  shall  at  no  time  show  an  accumula- 
tion of  more  than  2  per  cent  of  foreign  matter,  such  as  sawdust 
and  dirt.  Due  allowance  shall  be  made  for  such  accumulation 
of  foreign  matter  by  injecting  an  additional  quantity  of  oil  into 
the  block. 

INSPECTION 

The  manufacturer  of  the  blocks  shall  equip  his  plant  with  all 
the  necessary  gauges,  appliances  and  faciUties  to  enable  the  in- 
spector to  satisfy  himself  that  the  requirements  of  the  specifica- 
tions are  fulfilled.  He  shall  allow  an  authorized  representative 
of  the  city  to  inspect  all  materials  and  all  parts  of  the  plant  during 
the  manufacture  of  the  paving  block. 

After  delivery  upon  the  street  the  blocks  shall  be  subjected  to 
a  further  inspection  and  blocks  that  do  not  comply  in  all  respects 
with  the  specifications  shall  be  rejected  and  removed  from  the 
street  by  the  contractor. 

LAYING  THE  BLOCKS 

CUSHION  A.   SAND 

The  blocks  shall  be  laid  on  a  sand  cushion  1  inch  in  thickness 
spread  on  the  concrete  foundation.  The  sand  cushion  shall  be 
struck  by  templates  to  a  surface  parallel  to  the  grade  and  contour 
of  the  finished  pavement  in  such  a  manner  that  when  the  blocks 
are  set  and  properly  bedded  in  the  sand,  the  tops  shall  conform 
accurately  to  the  finished  grade  of  the  pavement.  The  sand  used 
in  this  sand  cushion  shall  all  pass  a  quarter  inch  screen  and  shall 
be  clean  and  sharp. 

CUSHION  B.   MORTAR 

Upon  the  concrete  foundation  shall  be  spread  a  layer  of  mortar 
1  inch  in  thickness  and  made  of  one  part  of  Portland  cement,  of 
the  character  provided  for  use  in  the  foundation,  and  three  parts 
of  sand.  Only  sufficient  water  shall  be  added  to  this  mixture  to 
insure  a  proper  setting  of  the  cement,  the  intention  being  to  pro- 
duce a  granular  mixture  which  may  be  raked  to  the  desired  grade. 
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The  mortar  shall  be  thoroughly  mixed  and  shall  be  spread  in 
place  on  the  fomidation,  immediately  in  advance  of  the  block 
laying,  to  such  a  thickness  that  when  the  blocks  are  set  and  prop- 
erly bedded  in  the  mortar,  their  tops  shall  conform  accurately  to 
the  finished  grade  of  the  roadway.  The  concrete  foundation  shall 
be  cleaned  and  swept  and  shall  be  thoroughly  dampened  immedi- 
ately in  advance  of  placing  the  mortar  bed.  The  mortar  bed 
shall  be  struck  by  templates  to  a  surface  parallel  to  the  grade  and 
contour  of  the  finished  pavement. 

LAYING   BLOCKS 

Upon  the  bed  thus  prepared  the  blocks  shall  be  carefully  set 
with  the  fiber  of  the  wood  vertical  in  straight  parallel  courses  at 
right  angles  to  the  curb,  except  that  one  row  of  block  shall  be 
placed  parallel  with  the  curb  and  three-quarters  of  an  inch  there- 
from. The  space  thus  formed  between  the  curb  and  this  row  of 
blocks  shall  be  filled  with  a  bituminous  filler  having  a  penetration 
between  30  and  40  when  tested  at  77°  Fahrenheit.  On  streets 
50  feet  or  more  in  width,  a  second  row  of  blocks  parallel  to  the 
first  row  along  the  curb,  and  f  inch  therefrom,  shall  be  laid  and 
the  space  between  the  two  rows  filled  with  a  bituminous  filler  as 
above,  thus  forming  a  double  expansion  joint. 

When  deemed  advisable  by  the  engineer  on  streets  for  heavy 
traffic  the  row  or  rows  of  blocks  parallel  with  the  curb  and  the 
expansion  joint  may  be  dispensed  with. 

The  blocks  shall  be  laid  by  setting  them  loosely  together  on 
the  cushion  coat,  but  no  joint  shall  be  more  than  ^  inch  in  width. 
Nothing  but  whole  blocks  shall  be  used,  except  in  starting  a 
course  or  in  such  other  cases  as  the  city  may  direct,  and  in  no 
case  shall  less  than  one-third  of  a  block  be  used  in  breaking  joints. 
Closures  shall  be  carefully  cut  and  trimmed  by  experienced  men. 
The  portions  of  the  blocks  used  for  closure  must  be  free  from  check 
or  other  fracture,  and  the  cut  end  must  have  a  surface  perpendicu- 
lar to  the  top  of  the  block  and  cut  to  the  proper  angle  to  give  a 
close  tight  joint. 

After  the  blocks  are  placed,  they  shall  be  rolled  by  a  small 
steam  roller  until  the  surface  becomes  smooth  and  is  brought  truly 
to  the  grade  and  contour  of  the  finished  pavement.  When  laid 
on  a  mortar  bed,  the  rolling  shall  be  completed  before  the  mortar 
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ham  set  and  all  nwrur  th^  has  »t  before  the  buxis  Joe  in  piaee 
j(&d  n>iM  ^h^  be  fSseanied  ana  replaced  br  fresh  mortar. 

Aft^  the  birjeka  hare  been  tLorouchly  roGecL  the  joints  between 
them  ^hall  be  filled  by  sweepour  into  them  fizie.  dean,  dry  samd. 
all  of  wfai«rfa  «hall  pas  a  ten  mes^  aeve. 

After  inspection  by  the  proper  city  officul,  the  surface  of  the 
wood  bloek  pavement  ^hall  be  covered  to  a  depth  of  about  } 
ineh  with  fine  screened  sand.  This  sand  is  to  be  left  upon  the 
pavement  for  «iich  time  as  may  be  directed  by  the  proper  city 
official,  after  which  it  shall  be  swept  up  and  taken  away  by  the 
contractor. 

NV/rc  TO  ExGiSEEKi.  Blocks  mar  be  used  either  3)  or  4  inches  in 
d^t.h.  tkr,fifj>rdin%  to  traffic,  and  erm  3  inches  on  streets  of  li^t  traffic. 
Th»  iii  to  be  detemnned  by  the  engineer  in  advance  and  stated  in  the  apeci- 
ficatirm.  Kit  her  a  sand  or  a  mortar  cushion  maj  be  used,  to  be  determined 
bjr  the  enipneer  in  advance,  and  the  paragraph  A  ot  B  used  aecordin^y. 


BUSINESS  PROCEEDINGS 

OP  THE 

Nineteenth  Annual  Convention  of  the  Ameri- 
can Society  of  Mnnicipal  Improvements 

TUESDAY,  NOVEMBER  12,  1912 

MORNING  SESSION 

The  convention  was  called  to  order  in  the  Avditorium  of  the 
Chamber  of  Commerce^  Ddliasy  Tex,,  at  eleven  o'clock  by  President 
E.  A.  Kingsley. 

The  President:  Let  us  stand  while  Rev.  Dr.  Truett,  pastor 
of  the  First  Baptist  Church  of  Dallas,  offers  the  invocation. 

(Invocation  by  Dr.  Truett.) 

The  President:  I  now  desire  to  introduce  to  you  Mayor  Hol- 
land, who  is  going  to  address  to  us  a  few  words  of  welcome. 

The  Mayor:  Mr.  Chairman,  ladies  and  gentlemen:  In  extend- 
ing to  this  convention  a  few  words  of  welcome  this  morning,  I  do 
not  consider  it  a  mere  formality,  for  I  appreciate  that  the  delegates 
to  this  convention,  like  myself  and  other  city  officials  working 
for  municipal  improvements,  are  co-workers;  that  we  are,  so  as  to 
speak,  soldiers  of  the  common  good.  The  city  of  Dallas  feels 
especially  glad  because  of  the  fact  that  such  a  large  percentage 
of  the  delegates  to  this  convention  are  eminent  engineers.  We 
have  learned  the  lesson  that  many,  in  fact,  a  majority,  of  the 
great  problems  confronting  the  cities,  especially  those  of  a  physi- 
cal nature,  are  engineering  ones.  The  world  has  appreciated  that. 
We  here  in  Texas  have  learned  to  appreciate  that  an  ounce  of 
prevention  is  worth  more  the  the  proverbial  pound  of  cure.  We 
appreciate  that  organzations  such  as  these  are  doing  a  great  work 
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along  that  line;  that  in  furnishing  for  cities  abundant  and  whole- 
some water,  free  from  typhoid  and  other  disease  germs,  in  dis- 
posing of  sewage  in  a  scientific  and  proper  manner,  in  looking 
after  the  proper  sanitation  and  drainage  of  cities,  the  engineer  is 
doing  a  work  more  important  for  the  city  than  is  the  health  officer. 
We  realize  it  is  much  better  to  prevent  these  difficulties  and  mis- 
fortunes than  to  have  a  big  and  elaborate  health  department  to 
take  care  of  them  after  they  once  come  upon  us.  We  appreciate 
the  fact  that  today  the  big  problems,  especially  in  America,  are 
the  city  problems,  and  America  is  to  be  congratulated  upon  the 
fact  that  there  exists  a  society  such  as  this,  composed  of  intelligent 
and  patriotic  men  who  give  their  valuable  time  and  travel  hundreds 
and  perhaps  thousands  of  miles  to  attend  such  a  convention  as 
this,  without  profit  to  themselves,  in  order  to  better  conditions 
in  American  municipalities. 

We  in  Dallas  claim,  and  believe  we  can  say  without  being 
accused  of  immodesty,  that  while  we  have  not  one  of  the  largest, 
yet  we  have  one  of  the  most  progressive  cities  in  the  United  States. 
(Applause.)  We  are  carrying  on  now,  for  its  size,  as  much  import- 
ant municipal  work  as  any  other  city  in  any  other  state.  We  are 
just  now  completing  a  water  supply  system  which  is  large  enough 
for  a  city  more  than  twice  our  present  size.  We  have  begun  work 
recently  on  a  filtration  plant  in  order  that  the  people  may  have 
good  water  as  well  as  abundant  water.  Much  preliminary  work 
has  been  done  by  our  city,  assisted  by  a  great  engineer  from  New 
York,  on  a  sewage  disposal  system.  We  have  done  much  street 
paving,  and  our  contractors,  I  believe,  are  giving  us  good  work 
here.  That  remains,  however,  for  you  to  say.  We  are  doing 
considerable  work  along  the  line  of  public  building.  As  an  example 
I  point  to  our  new  municipal  building.  We  have  signed  the  con- 
tract for  an  uptodate  city  hospital;  I  desire  to  say  also  in  that 
connection  that  our  city  government  has  realized  its  duty  towards 
the  indigent  consumptive,  and  we  shall  sign  up,  in  a  very  short 
time,  a  contract  for  an  uptodate  tuberculosis  hospital. 

We  appreciate  your  visit  here,  and  consider  it  a  high  honor 
to  entertain  you.  I  know  the  reception  committee  will  see  to  it 
that  your  stay  here  is  a  pleasant  one;  your  program  assures 
that  it  will  be  a  most  instructive  one.  It  will  be  to  us  a  very 
beneficial  one.     I  thank  you. 
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The  President:  Mr.  Mayor  and  citizens  of  Dallas:  It  gives 
us  pleasure  to  hear  these  words  of  welcome  from  you.  Knowing 
your  city  as  some  of  us  do,  it  gives  us  double  pleasure  to  have 
our  meeting  this  year  in  Dallas.  Some  of  us  learned  long  ago 
that  Dallas  was  a  city  of  big  things,  and  we  have  endeavored  to 
make  this  meeting  in  your  midst  one  of  the  big  things,  not  only 
for  us  but  for  Dallas.  We  are  exceedingly  gratified  at  the  recep- 
tion thus  far,  gratified  not  only  with  the  reception  that  your  recep- 
tion committee  and  your  people  have  given  us,  but  gratified  that 
your  weather  bureau  has  favored  us  also,  and  we  trust  that  it  may 
for  three  or  four  days  at  least  continue  with  this  beautiful  Texas 
autumn  weather.  We  are  glad  of  the  things  we  have  seen;  we 
trust  we  may  see  more  of  your  city  and  more  of  your  people.  We 
trust  your  people  may  feel  that  these  meetings  are  open  meetings. 
This  is  a  mutual  benefit  affair,  a  sort  of  cooperative  organization. 
We  like  to  meet  with  you  and  have  you  meet  with  us.  What  is 
good  for  you  is  good  for  us.  We  trust  therefore  that  your  people 
may  feel  that  all  of  our  meetings  are  open  meetings,  all  of  our 
meetings  are  their  meetings,  and  we  trust  that  many  of  them  may 
meet  with  us,  that  we  may  have  the  pleasure  of  their  coming  here, 
and  that  they  may  benefit  by  meeting  with  us. 

I  now  desire  to  read  the  President's  annual  address. 

PRESIDENT'S  ANNUAL  ADDRESS 

Gentlemen  of  the  Convention  and  Visitors. — ^Three  years  ago 
this  month  we  gathered  in  the  southwest  for  the  first  time.  Today 
I  greet  you,  in  opening  our  nineteenth  session  for  the  second 
time  in  the  great  southwest.  This  is  our  first  mingling  with 
our  Texas  brethren  and  our  first  glimpse  of  the  metropolis  of  the 
great  "Lone  Star"  state. 

As  I  look  back  upon  the  eighteen  years  since  the  founding 
of  our  Society,  I  am  filled  with  pride  at  the  wonderful  growth  we 
have  had  and  at  the  strength  which  has  come  to  us  as  a  body. 
Depending  as  we  do  for  our  membership  on  the  individual  rather 
than  municipalities,  we  are  to  be  congratulated  upon  the  number 
of  older  members  retained  upon  our  rolls.  Especially  is  this  true 
of  the  older  active  members  and  officials.  Few  organizations  can 
boast  of  the  circumstance  happening  near  the  close  of  our  last 
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meeting  and  which  will  bear  repeating  now.  Of  the  presiding 
officers  chosen  during  our  last  ten  years,  but  one  who  was  living 
was  absent  from  the  meeting.  Nine  men,  eight  past  presidents 
and  the  present  incumbent,  were  photographed  together  at 
Grand  Rapids.  Many  men  were  there  also  who  had  attended  a 
great  many  of  the  previous  meetings.  I  see  before  me  today  man 
after  man  whose  face  would  be  missed  were  he  not  present  today. 

Happenings  of  this  kind  speak  well  for  our  Society  when  we 
consider  that  many  of  our  active  members  hold  their  official  posi- 
tions subject  to  the  turn  of  the  political  wheel.  Our  organization 
is  essentially  and  altogether  a  municipal  organization,  as  its  name 
implies.  Today  the  member  may  be  a  city  engineer  or  other 
municipal  official.    Next  week  he  may  be  out. 

Eighteen  years  ago  a  few  men  conceived  the  idea  of  organizing 
the  municipal  engineers  and  authorities  into  a  national  organ- 
ization for  the  purpose  of  better  acquaintance  and  fellowship  and 
for  the  better  personal  interchange  of  ideas  and  broadening  of 
views.  For  a  time  the  Society's  growth  was  slow.  But  men  like 
Folwell,  Brown,  Tillson  and  the  famous  Newark  bunch  do  not 
become  easily  discouraged.  Once  each  year  the  Society  has  met 
in  various  parts  of  the  country,  following  the  first  convention  at 
Buffalo  in  1894.  '*The  next  meeting  was  in  Cincinnati,  then  in 
turn  Chicago,  Nashville,  Washington,  Toronto,  Canada,  Mil- 
waukee, Niagara  Falls,  Rochester,  Indianapolis,  St.  Louis,  Mont- 
real, Canada,  and  in  1906  Birmingham,  Ala.  The  next  year  at 
Detroit  only  a  few  of  the  faithful  gathered  and  after  considerable 
discussion  Atlantic  City,  N.  J.  was  chosen  for  the  1908  meeting 
place.  Although  the  Detroit  meeting  was  small,  the  faithful  ones 
were  there  and  sufficient  enthusiam  was  stirred  up  to  breathe  into 
the  Society  a  new  life.  The  present  secretary  was  selected  and 
began  a  campaign  for  increased  membership  and  renewed  inter- 
est. The  next  year  the  results  of  Mr.  Folwell's  energy  in  behalf 
of  the  Society  bore  good  fruit.  Each  succeeding  meeting,  Little 
Rock  in  1909,  Erie  in  1910,  and  Grand  Rapids  last  year  have 
been  better.  Today  we  find  the  Society  on  a  firm  basis,  going 
forward  with  an  impetus  that  will  keep  it  to  the  front.  Its  life 
and  its  continued  healthy  growth  are  now  assured  beyond  any 
question  of  doubt.  It  has  become  not  only  a  pleasure  but  an 
honor  to  be  classed  as  a  member  of  the  American  Society  of  Munic- 
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ipal  Improvements.  Not  only  is  this  true  of  the  active  members, 
but  our  associate  members  feel  equally  as  proud  of  their  member- 
ships and  your  president  can  conceive  of  no  greater  honor  to  be 
conferred  upon  a  municipal  engineer  than  that  he  be  selected  as 
president  of  the  American  Society  of  Municipal  Improvements. 
I  count  it  the  crowning  honor  of  my  municipal  work  to  have  been 
permitted  to  serve  you  for  a  term  as  your  chosen  president. 

In  the  little  pamphlet  gotten  out  by  the  secretary,  Mr.  Folwell 
says  in  part,  "This  Society  aims  to  be  of  direct  advantage  to  all 
municipal  officials  and  it  is  believed  that  it  attains  this  end  to  a 
higher  degree  than  any  other  national  society  of  any  kind."  Brief- 
ly this  expresses  the  aim  of  the  society.  Its  object  is  to  do  good 
in  promoting,  in  the  first  place,  fellowship  amongst  mimicipal 
engineers  and  authorities.  Included  in  the  latter  term,  authori- 
ties, we  are  pleased  to  class  our  friends  and  at  times  our  able  assist- 
ants, the  material  men  and  contractors.  We  feel  that  it  is  good 
for  us  to  get  together  occasionally  as  men  rather  than  as  officials 
and  contractors.  In  these  annual  meetings  we  do  get  together 
and  fellowship  one  with  the  other.  The  fellowship  is  the  cement 
(Puritan  brand),  which  binds  us  together  and  fills  the  breaks, 
leaving  a  minimum  of  voids.  Our  Society  (with  due  apologies) 
is  so  proportioned  as  to  secure  inherent  stability,  density,  freedom 
from  voids,  and  resistance  to  displacement.  As  a  mixture  when 
the  cement  is  applied  we  form  a  structure  with  an  inherent  stabil- 
ity;  one  in  which  the  largest  pieces  (the  engineer)  and  smallest 
pieces  (the  contractor)  are  associated  with  each  other  indiscrim- 
inately, the  cement  permeating  the  whole  and  uniting  the  various 
sized  particles  into  one  homogeneous  body.  Those  of  us  who  have 
attended  the  meetings  miss  the  privilege  of  nearly  a  week's  asso- 
ciation, friendship  and  fellowship  each  year  when  we  are,  by  force 
of  circumstances,  not  permitted  to  attend  the  annual  session. 

In  the  second  place,  the  Society  aims  to  be  of  vast  benefit  to 
its  members  in  an  educational  way,  partially  through  the  clear- 
ing house  conducted  by  the  secretary,  and  partially  through  an 
exchange  of  ideas  at  the  annual  meetings.  Each  year  these  meet- 
ings are  becoming  more  and  more  instructive  and  of  greater  ben- 
efit. Gradually  the  secretary's  clearing  house  is  being  taken  ad- 
vantage of  more  and  more  and  is  producing  more  ready  responses 
and  splendid  results. 
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At  our  annual  meetings  we  have  the  advantage  of  listening 
to  papers  and  talks  by  men  who  are  experts  in  their  various  lines, 
paving,  sewerage,  electric  lighting,  and  other  branches  of  munic- 
ipal work.  Probably  this  is  taking  advantage  of  the  expert's 
opinions  without  adequately  reimbursing  him  in  dollars  and  cents. 
Yet  the  speaker  believes  that  these  same  experts  are  amply  repaid 
by  the  friendly  spirit  and  fellowship  obtainable  at  our  meetings. 

The  work  now  being  done  by  the  society  is  settling  down  to 
a  systematic  basis.  We  are  attempting  to  carry  out  this  work 
through  various  and  sundry  committees,  these  committees  work- 
ing more  or  less  during  the  entire  year,  and  reporting  the  results 
at  each  annual  meeting.  The  committees  during  1911  and  1912 
have  been  working  on  street  paving,  street  traffic,  on  street  light- 
ing, water  works  and  water  supply,  sewerage,  sanitation,  garbage 
disposal  and  street  cleaning,  municipal  legislation,  finance,  and 
municipal  data  and  statistics.  In  addition  to  these  committees 
on  special  lines  of  work,  several  years  ago  there  was  started  a 
committee  on  standard  specifications,  the  chairman  of  which  has 
been  Charles  Carroll  Brown.  Mr  Brown  has  with  him  four  past 
presidents,  making  five  in  all  forming  the  standard  specification 
committee.  This  committee  has  been  at  work  for  several  years 
not  only  through  our  own  society  but  has  been  working  in  a 
large  measure  with  the  association  formed  three  years  ago  at 
Chicago  for  the  purpose  of  standardizing  paving  specifications. 
Our  committee  is  a  little  broader  in  its  scope  than  the  latter  organ- 
ization, in  that  it  does  not  confine  itself  altogether  to  paving. 

Mr.  Brown's  committee  has  selected  six  sub-committees  from 
various  sections  of  the  country  and  divided  these  sub-committees 
into  those  on  wood  block  paving,  brick,  bituminous,  concrete,  and 
asphalt  paving  and  sewers.  Good  work  has  been  done  in  the  past 
by  these  various  committees  and  your  president  is  confident  that 
this  year's  meeting  will  prove  no  exception  to  the  past  meetings. 

Our  specifications  are  now  referred  to  in  a  great  many  cities 
and  many  material  men  and  contractors  can  be  found  who  are 
oflfering  material  and  work  according  to  the  "specifications  of 
the  American  Society  of  Municipal  Improvements." 

At  this  meeting  of  our  society  we  shall  take  up  the  question 
of  amalgamation  with  the  Association  for  Standardizing  Paving 
Specifications.     This  question  has  been  before  the  Executive  Com- 
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mittee  a  number  of  times  and  at  the  last  meeting  of  the  associa- 
tion at  New  Orleans  the  latter  organization  was  instructed  to 
appoint  a  committee  to  confer  with  out  society.  Our  past  pres- 
ident and  their  past  president,  Mr.  Tillson,  was  appointed  chair- 
man, and  your  president,  vice-chairman  of  this  committee.  Mr. 
Tillson  has  worked  out  a  plan  of  amalgamation  which  will  be 
submitted  to  our  society  at  this  meeting.  Your  president  desire? 
to  commend  heartily  this  plan  and  urge  its  adoption.  It  has  the 
hearty  approval  of  Captain  Hardee  of  New  Orleans,  the  president 
of  the  Association  for  Standardizing  Paving  Specifications.  If 
adopted  by  our  Society  we  feel  sure  of  its  adoption  by  the  Associa- 
tion for  Standardizing  Paving  Specifications  at  Pittsburgh  in 
January.  I  would  recommend  that  a  committee  be  appointed 
to  confer  with  a  like  committee  at  Pittsburgh  to  attempt  to  effect 
a  consolidation  of  the  two  great  municipal  associations. 

Probably  the  greatest  thing  before  us  at  the  present  time  is 
the  question  of  standardizing  as  far  as  possible  our  specifications 
and  work.  As  Mr.  Tillson  said  two  years  ago  in  New  York  City 
regarding  paving,  "We  have  been  laying  pavement  in  this  country 
for  over  three  hundred  years  and  not  a  mile  of  standard  pavement 
existed  thirty-five  years  ago.  I  feel  also  that  this  work  (stand- 
ardizing) is  not  complete.  I  feel  that  we  have  not  arrived  at 
the  best  pavement.  We  have  only  taken  one  step  towards  the 
solution  of  the  problem.  We  have  still  to  adapt  to  the  street 
the  best  material  that  it  needs  most.  I  want  to  say,  gentlemen, 
that  in  this  Borough  of  Manhattan  one  of  the  very  hardest  things 
to  do  is  not  only  to  get  the  best  pavement,  but  to  have  the 
best  pavement  in  the  right  place." 

Gentlemen  of  the  convention,  these  words  have  often  been 
recalled  to  your  president.  Truly,  indeed,  has  Mr.  Tillson  spoken. 
Not  only  are  we  oft  times  at  our  wits  end  which  of  several  pave- 
ments proposed  is  the  best,  but  which  for  the  conditions  would 
be  best  to  use.  The  question  of  standardizing  has  only  just  begun 
and  it  must  seem  that  there  is  nothing  more  important  before 
our  Society  than  the  all  important  question  of  standardizing  not 
only  materials,  workmanship,  and  methods,  but  standardizing  for 
results  obtainable  under  every  condition. 

In  opening  this,  our  nineteenth  meeting,  I  desire  to  thank 
most  heartily  those  who  have  cordially  welcomed  us  to  this  beau- 
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tiful  city  and  the  fair  state  of  Texas  and  to  commend  Mr.  Dalton 
and  his  associates  for  their  mitiring  efforts  in  endeavoring  to 
make  6ur  stay  in  DaUas  a  pleasure  and  our  meeting  a  success. 
Mr.  Dalton  informs  me  that  a  great  deal  of  credit  is  due  to  the 
efforts  of  Mr.  Preston,  the  city  engineer,  and  to  Mr.  Johnson,  the 
president  of  the  Texas  Bitulithic  Company,  who  have  both 
labored  with  Mr.  Dalton  and  spent  time  and  money  to  give  us  a 
good  time.  I  wish  to  thank  the  various  committee  chairmen  and 
members  who  have  so  kindly  consented  to  aid  me  in  various  capac- 
ities during  the  present  year  and  to  congratulate  the  Society 
upon  the  results  attained.  These  remarks  would  not  be  complete 
without  a  reference  to  the  attention  given  the  work  by  our  two 
municipal  journals,  the  editors  of  both  of  which  have  exerted  them- 
selves in  behalf  of  the  Society  and  its  interests.  Neither  would 
I  dare  close  without  commending  to  you  the  untiring  efforts  of 
our  secretary,  Mr.  Folwell.  Without  Mr.  Folwell,  our  Society 
would  be  lacking  considerable,  and  a  great  deal  of  our  growth 
is  directly  traceable  to  the  personal  efforts  of  our  noble  secretary. 
Members  of  the  association,  visitors  to  Dallas  and  to  our 
meeting,  and  Dallas  friends,  our  nineteenth  annual  convention  is 
now  in  session  and  you  are  earnestly  requested  and  urged  to  meet 
With  us  at  one  and  all  sessions.  We  ask  you  to  enjoy  all  of  our 
privileges  with  us  that  we  may  all  have  a  good  time  and  a  good 
meeting  together.    I  thank  you. 

The  President:  The  next  order  of  business  will  be  the  report 
of  the  secretary. 

REPORT  OF  THE  SECRETARY 

The  Society  continues  to  grow  in  membership,  thanks  to  the 
efforts  of  a  number  of  our  members;  but  these  efforts  are  confined 
to  too  few,  and  the  secretary  again  urges  that  every  member 
make  an  effort  during  the  year  to  bring  in  at  least  one. or  two. 
He  believes  that  this  will  be  a  benefit  to  those  who  join  and  secure 
the  advantages  of  the  Society;  and  also  to  the  present  members, 
since  these  advantages  increase  to  all  as  the  membership  increases. 
Since  the  report  for  1910-1911  was  presented,  91  members  have 
been  admitted,  15  during  the  Grand  Rapids  convention  and  76 
during  the  year.     Three  were  transferred  from  active  to  associate 
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and  one  from  active  to  aflGdiated.  Fifteen  have  resigned  and  29 
were  dropped  for  non-payment  of  dues.  Two  members  have 
died,  Atwell  Thompson,  city  engineer  of  Jackson,  Tenn,,  and 
Ulrich  E.  Taubenheim,  manager  of  Water  Works  of  Archangel, 
Russia.  The  membership  at  present  comprises  327  active  mem- 
bers, 73  associate  and  one  aflBiliated. 

The  sale  of  Proceedings  has  been  even  greater  than  last  year, 
$144.50  having  been  received  from  this.  The  other  receipts  were 
as  follows:  Advertisements  in  Proceedings,  $354;  sale  of  specifica- 
tion pamphlets,  $33.30;  sale  of  certificates  and  buttons  $7.50; 
balance  from  Exhibit  Committee,  $68.90,  and  dues  $1714. 

The  expenses  may  be  classified  as  follows:  Publishing  and  dis- 
tributing Proceedings,  $957;  convention  expenses,  $265.08;  pub- 
licity, $217.65;  postage,  $121.53;  office  assistants,  $120.80;  other 
office  expenses,  $200.83;  standard  form  investigation,  $78.50; 
clearing  house,  $9.90;  engrossing  membership  certificates,  $4.25. 
The  total  receipts  were  $2,322.20;  the  total  expenditures  $2,289.69; 
leaving  a  balance  in  the  treasury  of  $1,209.03. 

The  following  is  the  list  of  members  admitted  since  the  prev- 
ious convention: 

MEMBERS  ADMITTED   DURING  THE   YEAR    1911-1912 
(Includes  also  those  admitted  during  the  remaining  days  of  the  convention) 

Active  members 

Aldridge,  William,  Chief  Computor  &  Estimator,  333  McGee  Street,  Win- 
nipeg. Man.,  Canada. 

Ashley,  Charles  S.,  Mayor,  New  Bedford,  Mass. 

Astley,  John  W.,  Engineer  of  Construction,  714  Broadway,  Winnipeg,  Man.. 
Canada. 

Baltzer.  August,  City  Engineer,  783  Market  Street,  Kenosha,  Wis. 
Bean,  W.  Irving,  City  Engineer^  Terrell,  Tex. 
Blanchard,  A.  C.  D.,  City  Engineer,  Lethbridge,  Alta.,  Canada. 
Bradshaw,  H.  J.,  City  Engineer,  Abilene,  Tex. 

Bull.  Irving  C,  Chemist,  Care  of  Bull  A  Roberts,  100  Maiden  Lane,  N.  Y. 
City. 

Crayton,  G.  A.,  City  Engineer,  Lima,  O. 

Crook.  J.  W.,  City  Engineer,  1704  Lamar  Ave.,  Paris,  Tex. 
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Danford,  W.  P.,  City  Engineer,  Durant,  Okla. 
Dickey,  A.  T.,  City  Engineer,  Galveston,  Tex. 
Douthitt,  M.  J.,  City  Engineer,  City  Hall,  Waukegan,  111. 
Drowne,  Henry  B.,  Principal  Assistant  Professor  Highway  Engineering, 
Columbia  University,  N.  Y.  City 

English,  Jos.  E.,  Assistant  Engineer  Street  Department,  Trenton,  N.  J. 

Fetherston,  John  Turney,  Engineer  of  Street  Cleaning,  New  Brighton, 

N.  Y. 
Fewell,  J.  H.,  Engineer  and  Superintendent,  Jackson,  Miss. 
Flenniken,  John  W.,  Commissioner  Streets  and  Public  Improvement.  Knox- 

ville,  Tenn. 

Gardiner,  W.  H.  R.,  Superintendent  Public  Works,  Calgary,  Alta.,  Canada 
Gillespie,  Richard  H.,  Chief  Engineer  Sewers  and  Highways,  Bronx,  N. 

Y.  City 
Goodfellow,  J.  J.,  City  Engineer,  San  Angelo,  Tex. 

Hammett,  W.  S.,  Mgr.  Pitts.  Testing  Laboratory,  Dallas,  Texas 
Hawley,  John  Blackstock,  Hoxie  Building,  Forth  Worth,  Texas. 
Hoff,  Carl  P.,  Assistant  City  Engineer,  St.  Joseph,  Mo. 
Hottel,  Howard  C,  City  Chemist,  City  Hall,  Trenton,  N.  J. 
Hubbard,  George  W.,  Superintendent  Water  Works,  Elberton,  Ga. 
Hudson,  Leo,  Consulting  Engineer,  McKeesport,  Pa. 
Hughes,  T.  C,  City  Engineer,  Tulsa,  Okla. 

Kirkpatrick,  Walter  G.,  City  Engineer,  Birmingham,  Ala. 

Klausman,  Henry  W.,  City  Civil  Engineer,  City  Hall,  Indianapolis,  Ind. 

Klodt,  B.  G.,  Designing  and  Constructing  Engineer,  San  Antonio,  Tex. 

Lea,  Lucian  D.,  City  Engineer,  Lead,  S.  D. 

Lenderink,  Andrew,  City  Engineer,  Kalamazoo,  Mich. 

Lewis,  J.  E.,  General  Superintendent  of  Fred  A.  Jones  Company,  Dallas 

Tex. 
Lovewell,    Maurice   N.,   Assistant   Engineer  South  Park  Commissioners, 

Chicago.  111. 
Lowry,  J.  W.,  Superintendent  Water  and  Electric  Light  Plant,  Grenada, 

Miss. 

MesiroflF,  J.  A.,  City  Engineer,  City  Hall,  Milwaukee,  Wis. 

Mitchell,  J.  W.,  Mayor,  City  Hall,  Calgary,  Alta. 

Murphy.    M.    D.,    Director   Street   and    Sewer   Department, Wilmington, 

Del. 
Myprs.  (jJeo.,  City  Engineer,  P^t.  Smith,  Aik. 
McCahe.  John  C.  City  Boiler  Inspector,  City  Hall,  Detroit.  Mich. 
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Osboume,  E.  M.,  Superintendent  Light  and  Water  Commission,  Talladega, 
Ala. 

Parsons,  Maurice  G.,  Eng^ieer  with  Harbor  Commissioners,  Los  Angeles, 

Cal. 
Pay  ton,  Lyle,  City  Civil  Engineer,  Moline,  111. 
Perry,  Charles  E.,  Canajoharie,  N.  Y. 
Petersen,  E.  F.,  Consulting  Engineer,  Muskogee,  Okla. 
Pierce,  John  Irvin,  City  Engineer,  Jackson,  Miss. 
Pillet,  Frederick  Fischer,  City  Engineer,  Wilmington,  N.  C. 

Reed,  Merle  H.,  City  Engineer,  Fort  Smith,  Ark. 

Rich,  D.  H.,  Water  and  Light  Commissioner,  Red  Cloud,  Neb. 

Rudolph,  Charles  A.,  Street  and  Sewer  Director,  Wilmington,  Del. 

Sharp,  John  C,  Engineer  of  Sewers,  Portland,  Ore. 

Sloan,  M.  S.,  Birmingham,  Ala. 

Sparks,  George  W.,  President  Street  and  Sewer  Board,  Wilmington,  Del. 

Spencer,  George  C,  Superintendent  Water  and  Light  and  City  Engineer, 
Marianna,  Fla. 

Stallings,  Robert,  Civil  Engineer,  Little  Rock,  Ark. 

Stevenson,  John  D.,  Assistant  Engineer  Bureau  of  Construction,  Pitts- 
burgh, Pa. 

Thomas,  J.  Fred,  Borough  Engineer,  Farrell,  Pa. 
Thum,  William,  Mayor,  Pasadena,  Cal. 

Van  Zuben,  Frank  J.,  Acting  City  Engineer,  Fort  Worth,  Tex. 

Waite,  H.  M.,  Chief  Engineer,  Cincinnati,  O. 
Welborn,  M.  C,  Chief  Engineer  of  Sewers,  Austin,  Texas. 
Whitman,  Ezra  B.,  Water  Engineer,  Baltimore,  Md. 

Whyman,  R.  O.,  Soliciting  Engineer,  O'Neill  Engineering  Company,  Dal- 
las, Tex. 
Wills,  Joe.  B.,  Chief  Sanitary  Inspector,  City  Hall,  Dallas,  Tex. 
Wilson,  James,  Superintendent  Water  Works,  Calgary,  Alta. 

A  total  of  67  active  members 

Affiliaied  members 
Norman,  W.  H.,  Constructing  Engineer,  Dallas,  Texas. 

Assodaie  members 

Blackmer  A  Post  Pipe  Company,  St.  Louis,  Mo. 

Briddel,  York,  General  Superintendent  Graves  Matthews  Paving  Company, 

Birmingham,  Ala. 
Burns,  Bob,  3120  San  Jacinto,  Dallas,  Tex. 
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Cullman,  H.  F.,  Houston,  Tex. 

Cutter,  Frank  G.,  Representative  Warren  Brothers,  1349  Otis  Building, 

Chicago,  m. 
Curless,  Theo.  A.,  Cement  Engineer,  Seattle,  Wash. 

Doane,  S.  £.,  Chief  Engineer,  4411  Hough  Ave,,  Cleveland,  O. 
Dodge,  C.  P.,  Mfr.  Municipal  supplies,  Texas  Company,  Houston,  Tex. 

Foote  Concrete  Machinery  Company,  H.  B.  Franklin,  Vice-President,  108 

S.  La  Salle  St.,  Chicago 
Fuller,  Claude  E.,  Superintendent  Buffalo  Brick  Company,  Buffalo,  Kan. 

Greene,  S.  G.,  Superintending  Engineer  El  Paso  Gas  and  Electric  Company, 

4010  Simpson  St.,  Dallas,  Tex. 
Griffith,  O.  J.,  Treasurer  and  General  Superintendent  Little  Rock  Railway 

and  Electric  Company.,  Little  Rock,  Ark. 

Horton,  D.  C,  Jacksboro,  Texas 

Kemp,  L.  W.,  Salesman,  Texas  Company.,  216  N.  Haskill  Ave.,  Dallas, 
Tex. 

Peebles  Paving  Brick  Company,  Sales  Mgr.,  Portsmouth,  O 

Rudd,  A.  E.,  Secretary  and  Treasurer,  General  Construction  Company, 

143  Cambridge  St.,  Guelph,  Ont.  Canada 
Stubbs,  R.  C,  1418.  Praetorian  Building,  Dallas,  Tex. 

Thurston,  Geo.  W.,  Secretary  Western  Paving  Brick  Manufacturers'  Asso- 
ciation, 500  Ridge  Building,  Kansas  City,  Mo. 

Whitley,  Frank,  Representative  Ockander  Brothers,  Hillsboro,  Tex. 
Wright,  G.  W.,  President  Okla.  Glazed  Cement  Pipe  Company,  Tulsa, 
Okla. 

A  total  of  20  associate  members. 

The  Secbetary:  The  Proceedings  of  the  society  are  in  much 
greater  demand  by  colleges,  universities  and  places  of  that  sort 
than  formerly,  which  shows  that  the  knowledge  that  is  brought 
here  is  disseminated  much  more  over  the  coimtry  than  has  here- 
tofore been  the  case.  I  think  this  is  one  of  the  most  encouraging 
features  of  our  work. 

The  President:  The  next  will  be  the  treasurer's  report. 
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TREASURER'S  REPORT 

NawABK,  N.  J.,  November  1,  1912. 

Receipts 

Balance  on  hand  September  26,  1911 $1,176.52 

October  10,  1911,  A.  P.  Folwell 260.00 

November  1,  1911,  A.  P.  Folwell 275.95 

February  9,  1912,  A.  P.  Folwell. . . , 400.00 

February  28,  1912,  A.  P.  Folwell 260.00 

May  6,  1912,  A.  P.  Folwell. 309.80 

August  17,  1912,  A.  P.  Folwell 204.00 

October  31.  1912,  A.  P.  Folwell 622.45 

$3,498.72 

Disbursements 

October   9,  1911,  S.  E.  Tate  Printing  Co.,  illustra- 
tions   $     42.32 

October   9,  1911,  Federal   Printing   Co.,    advance 

papers ' 6.50 

October  10,  1911,  Frank  F.  Lisiecki,  programs 28.75 

October  10,  1911,  A.  P.  Folwell,  convention  expenses  83.51 

October  16,  1911,  Central  Law  Reporting  Co.,  report- 
ing convention 75.00 

November  6,  1911,  National  Surety  Company,  treas- 
urer's bond 8.42 

November  6,  1911,  A.  P.  Folwell,  office  expenses 37.45 

November  9,  1911,  Frank  F.  Lisiecki,  stationery 19.30 

November  9,  1911,  Moss  Photo  Engraving  Co.,  cuts 

for  proceedings 42.02 

December  5,  1911,  A.  P.  Folwell,  office  expenses 75.21 

December  5,  1911,  Merrit  &  Haufling  printing  pam- 
phlets, etc 61.54 

December  5,  191 1,  Downing  Letter  Co.,   duplicate 

letters 3.00 

December  5,  1911,  Frank  F.  Lisiecki,  stationery 40.40 

December  5,  1911,  Moss  Photo  Engraving  Co.,  cuts 

for  proceedings 6.50 

January  20,  1912,  Frank  F.  Lisiecki,  stationery 46.85 

January  20,  1912,  A.  P.  Folwell,  municipal  data  inves- 
tigation    115.64 

February  14,  1912,  Frank  F.  Lisiecki,  stationery 7.75 

February  14,  1912,  A.  P.  Folwell,  office  expenses 69,  .50 

March  5,   1912,  S.   E.   Tate  Printing  Co.,   proceed- 
ings   867.62 

May  10,  1912,  A.  P.  Folwell,  office  expenses 39.95 
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July  30,  1912,  Frank  F.  Lisiecki,  stationery 

October  22,  1912,  A.  P.  Folwell,  salary  and  office  ex- 
penses  

November  1,  1912,  F.  E.  Puffer,  services  standard 

form  investigation 

November  1,  1912,  Downing  Letter  Co.,  circular  let- 
ters  

November  1,  1912,  F.  F.  Lisiecki,  stationery, 

November  1,  1912,  A.  P.  Folwell,  office  expenses 

Total  disbursements 

Balance  November  1,  1912 


$7.00 

382.41 

25.00 

29.50 

139.00 

29.55 


$2,289.69 
1,209.03 

$3,498.72 


The  following  table,  showing  the  receipts,  disbursements  and 
balance  in  the  treasury  for  the  past  three  years  is  interesting  as 
showing  the  financial  growth  of  the  Society  (previous  year's  bal- 
ance omitted  in  "Receipts"  column). 


Yeta 

Receipts 

Disbursements 

Balance 

1909-1910 

$1,631.40 

$1,599.85 

$698.61 

1910-1911 

2,148.95 

1,671.04 

1,176.52 

1911-1912                  2,322.20 

2,289.69 

1,209  03 

Respectfully  submitted, 

Edward  S. 

.  Rankin, 

Treasurer. 

The  President:  I  will  now  ask  the  finance  committee  to 
read  its  report. 

REPORT  OF  THE  FINANCE  COMMITTEE 

Your  Finance  Committee  have  examined  the  financial  accounts 
of  Secretary  A.  P.  Folwell  and  Treasurer  Edward  S.  Rankin  and 
have  found  them  in  agreement  and  correct  as  stated.  They  show 
gross  receipts  for  the  society  year  ending  October  31,  1912,  of 
$2322.20,  exclusive  of  balance  of  $1176.52  in  hand  at  the  begin- 
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ning  of  the  year.  They  show  disbursements  of  $2289.69,  leaving 
a  surplus  for  the  year  of  $32.51,  making  a  total  balance  in  hand 
of  $1209.03  and  no  debts  to  pay. 

Louis  L.  Tribus,  Chairman^ 
Arthur  R.  Denman, 
W.  J.  Parkes. 

The  President:  Considering  the  immense  amount  of  work 
done  and  paid  for  by  the  secretary  during  the  past  year,  we  should 
be  exceedingly  proud,  not  only  because  of  the  growth  of  the  society 
in  membership,  but  because  of  its  financial  standing  and  strength. 
We  will  now  have  the  report  of  the  executive  committee. 

The  Secretary:  The  executive  committee  met  this  morn- 
ing according  to  program,  and  among  other  business  accepted  the 
application  for  membership  of  thirty-five  new  members.  Other 
matters  were  considered.  The  president  has  already  referred  to 
the  proposed  amalgamation  of  this  society  and  the  Association 
for  Standardizing  Paving  Specifications.  There  are  some  proposed 
amendments  to  the  constitution  which  have  been  recommended 
by  the  Executive  Committee,  and  these  amendments  are  as  follows: 

Add  to  Sec.  2  of  Art.  II.  the  second  paragraph:  "Election  shall  take 
effect  upon  the  payment  of  the  dues  to  the  end  of  the  current  year.*' 

Add  to  Sec.  1  of  Art.  Ill:  "The  executive  committee  may  remit  the 
dues  of  a  member  in  whole  or  in  part." 

Add  to  Sec.  4  of  Art.  IV:  "The  secretary  of  the  society  shall  be  the 
chairman  of  the  Committee  on  Convention  Papers,  and  may  name  two  or 
more  additional  members  of  said  committee.'! 

Mr.  Parkes  .  I  move  that  those  amendments  be  made  a  special 
order  of  business  for  eleven  o'clock  tomorrow  morning. 
(Motion  seconded  by  Mr.  Howell  and  carried.) 

The  Secretary:  Continuing  the  report  of  the  executive  com- 
mittee, there  came  before  it  a  communication  from  a  special 
committee  of  the  Association  for  Standardizing  Paving  Specifica- 
tions, which  communication  was  as  follows: 
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New  York,  October  28,  1912. 

The  American  Society  of  Municipal  Improybmentb, 

Oentlemen: 

At  the  last  meeting  of  the  Organization  for  Standardizing 
Paving  Specifications,  held  in  New  Orleans  in  January,  1912,  the  under- 
signed were  appointed  a  committee  to  consider  the  matter  of  the  amalga- 
mation of  the  above  organization  with  the  American  Society  of  Municipal 
Improvements,  provided  a  satisfactory  scheme  of  consolidation  could  be 
worked  out. 

This  committee,  after  carefully  considering  the  subject,  has  decided 
that  it  is  advisable  that  the  amalgamation  should  take  place.  Both  of 
these  organizations  are  made  up  of  city  officials  and  many  officials  belong 
to  both  organizations.  It  does  not  seem  proper  from  any  standpoint  that 
two  sets  of  city  officials  should  be  working  along  the  same  lines  for  the  same 
objects,  but  producing  in  many  cases  different  results.  The  Organization 
for  Standardizing  Paving  Specifications  was  organized  for  the  one  purpose 
only,  while  the  American  Society  of  Municipal  Improvements,  as  its  name 
suggests,  deals  with  ever^^thing  that  relates  to  a  city's  welfare.  It  is  also 
an  older  organization  and  has  a  larger  membership;  consequently  it  seems 
logical,  if  the  two  societies  are  merged,  that  the  younger  and  smaller  should 
join  the  older  and  larger. 

The  committee  therefore  feels  that  it  is  ready  to  recommend  to  its 
Organization  that  it  merge  with  the  American  Society  of  Municipal 
Improvements  on  the  following  conditions : 

1.  That,  if  such  amalgamation  do  take  place,  the  members  of  the  Organ- 
ization shall  be  received  into  the  American  Society  of  Municipal  Improve- 
ments and  their  dues  fixed  at  33.00  per  year  as  long  as  funds  remain  in  the 
treasury  of  the  Organization  to  pay  said  dues;  the  Organization  itself  to 
specify  to  the  Society  just  what  individuals  shall  be  received  under  the 
above  terms. 

2.  Members  of  the  Organization  who  are  at  present  members  of  the 
Society  to  be  received  upon  the  same  basis  as  those  who  are  not  members. 

3.  The  Organization  has 'Standing  committees  on  the  different  kinds 
of  pavements.  Should  the  amalgamation  take  place,  it  will  be  understood 
that  the  members  of  these  conmiittees  shall  form  a  part  of  corresponding 
committees  in  the  society  where  such  exist;  and,  where  not,  that  they  be 
independent  committees.  These  joint  committees  shall  report  at  the  next 
meeting  of  the  American  Society  of  Municipal  Improvements  on  standard 
specifications  for  the  different  pavements,  and  thereafter  all  committees 
shall  be  appointed  as  regular  committees  of  the  Society. 

Should  the  American  Society  of  Municipal  Improvements  agree  to  the 
foregoing  propositions,  the  undersigned  committee  is  prepared  to  recom- 
mend positive  action  upon  the  same  at  the  next  meeting  of  the  Organiza- 
tion for  Standardizing  Paving  Specifications,  which  is  to  be  held  in 
February  or  March  of  1913. 
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The  committee  would  ask,  therefore,  that  the  matter  be  taken  up  at 
the  Dallas  meeting  of  the  society  and  definitely  acted  upon  so  that  final 
action  can  be  taken  by  the  Organization  at  its  Pittsburgh  meeting. 

Respectfully, 

W.  J.  Hardeb,  chairman  ex-ojfficio, 
Geo.  W.  Tillbon,  active  cAatrman, 
E.  A.  KiNGSLET,  vice-chairmar, 
W.  F.  McKbnna,  consulting  engineer, 
C.  E.  P.  Babcock. 

The  President:  If  there  is  no  objection,  we  will  set  this  as 
a  part  of  the  special  order  of  business  for  eleven  o'clock  tomorrow 
morning,  as  it  is  very  closely  connected  with  at  least  one  of  the 
amendments. 

The  next  is  the  report  of  special  committees. 

The  Secretary:  The  society  last  year  instructed  the  sec- 
retary to  undertake  a  certain  work  in  connection  with  the  stand- 
ardizing of  forms  for  the  use  of  municipal  departments,  but  as 
he  has  made  the  result  of  his  efforts  the  subject  of  a  paper  for 
this  evening,  with  the  consent  of  the  society  he  will  postpone 
making  that  report  until  this  evening. 

Mr.  Parkes:  Two  very  valued  associate  members  of  the  soci- 
ety, C.  M.  Cottam  and  J.  D.  Waters  of  the  Barrett  Manufacturing 
Company,  have  been  called  away  by  the  death  of  Mr.  Marcus 
of  their  firm.  I  therefore  move  that  the  secretary  be  instructed 
in  proper  form  to  tender  to  these  two  gentlemen  the  condolence 
and  sympathy  of  this  society. 

{Motion  seconded  by  Mr,  Fisher  and  carried,) 

The  Secretary:  In  line  with  the  motion  just  made,  perhaps 
it  would  be  well  to  have  another  resolution  acted  upon.  This 
society  learns  that  Mr.  Charles  C.  Brown  is  unable  to  be  here 
because  of  illness  in  his  faniily.  Mr.  Brown  is  chairman  of  the 
general  committee  on  standard  specifications,  and  the  excellent 
results  of  last  year  are  largely  due  to  his  efforts.  While  I  hope 
the  work  of  the  various  sub-committees  this  year  will  not  suffer 
because  of  Mr.  Brown's  absence,  I  know  we  shall  miss  him  greatly 
in  connection  with  the  work  of  this  convention.     He  has  lost  a 
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daughter  during  the  year,  and  at  present  his  wife  is  very  sick, 
and  that  prevents  his  attendance  here. 

Mr.  Giddings;  I  move  that  we  send  to  Mr.  Brown  a  message 
of  sjmapathy  and  condolence,  expressing  our  regret  at  his  inability 
to  be  present  with  us. 

(Seconded  by  Mr,  Howell  and  carried,) 

The  Secretary;  I  have  an  invitation  from  Mr.  Samuel  H. 
Hodgden,  president  of  the  League  of  Missouri  Municipalities,  to 
this  society,  to  attend  their  meeting  in  St.  Louis,  December  16, 
17  and  18. 

One  of  our  members,  active  in  committee  work,  chairman  of 
the  committee  on  parks  this  year,  Mr.  Solotaroflf,  I  am  informed 
has  been  too  ill  during  the  past  few  months  to  attend  to  any  work 
for  the  society,  and  I  know  we  regret  very  much  that  he  has 
been  so  afflicted. 

I  have  also  received  from  the  gentleman  who  was  at  the  time 
of  writing  the  acting  city  engineer  of  Jackson,  Tennessee,  a  com- 
munication as  to  the  death  of  Mr.  Atwell  Thompson. 

Mr.  Atwell  Thompson  died  at  his  home  at  6.30  p.m.  January  30,  1912, 
after  three  weeks  of  sickness  from  a  complication  of  diseases.  He  was 
forty-seven  years  of  age;  a  graduate  of  the  Royal  University  of  Ireland  at 
Dublin  also  a  graduate  of  other  English  universities.  At  the  time  of  his 
death  he  wap  city  engineer  of  this  city,  also  vice-president  of  the  Memphis 
to  Bristol  Highway  and  consulting  engineer  for  the  Western  Division  of 
the  same  highway.  He  was  in  times  past  chief  engineer  and  in  charge  of 
Chicamauga  National  Military  Park  near  Chattanooga,  Tenn.,  National 
Military  Park.  He  held  the  office  of  major  of  engineers  in  the  United 
States  army  while  on  these  parks.  He  was  a  Mason,  was  considered  one 
of  the  leading  engineers  in  the  south. 

J.   P.  McMlLLIN. 

Assistant   City  Engineer, 

I  have  also  received  notification  of  the  death  of  our  only  Rus- 
sian member,  Mr.  Ulrich  Taubenheim,  of  Archangel,  Russia.  He 
died  some  time  ago,  but  the  details  I  have  no  information  about. 

We  also  have  a  letter  from  Mr.  Frank  A.  Wolf,  of  the  Bureau 
of  Standards  of  Washington,  D.  C.     This  letter  is  as  follows: 
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Bureau  of  Standards, 
Washington,  D.  C.    October  17,  1912. 

Mr.  a.  Prescott  Folwell,  Secretary 

American  Society  of  Municipal  Improvements, 
50  Union  Square,  New  York,  N.  Y. 

Dear  Sir: 

I  beg  to  submit  for  the  consideration  of  your  Society  a  proposal  having 
for  its  object  the  realization  of  a  comprehensive  co5perative  social  economy 
exhibit  at  the  San  Francisco  Exposition  in  1915.  It  embodies  as  one  of  its 
features  a  municipal  section,  to  illustrate  all  the  lines  of  municipal  activity, 
making  it,  therefore,  of  special  interest  to  your  organization. 

The  aim  and  scope  of  the  project  were  set  forth  in  an  address,  delivered 
at  the  Los  Angeles  meeting  of  the  National  Municipal  League  and  pub- 
lished in  a  slightly  abbreviated  form  in  the  August  issue  of  the  San  Fran- 
cisco "Improver,"  a  copy  of  which  is  being  sent  under  separate  cover. 

The  plan  outlined  is  intended  to  suggest  one  method  of  treatment. 
The  classification  submitted,  and  the  list  of  topics  to  be  illustrated,  are 
also  to  be  considered  as  tentative. 

As  it  appeared  to  me,  the  possibilities  of  the  proposal  lie  not  only  in  the 
exhibit  itself,  and  in  the  topical  reports,  for  the  publication  of  which  the 
federal  government  should  be  urged  to  provide  funds,  but  more  especially 
in  securing  through  its  means,  permanent  federal  recognition  of  the  many 
problems  with  which  organized  society  is  confronted  and  continuing  fed- 
eral assistance  in  their  solution.  Above  all,  the  proposal  can  be  made 
the  means  of  developing  a  great  cooperative  movement,  binding  together 
nations,  states,  municipalities,  civic  and  sociological  organizations  and 
individuals,  all  working  for  the  promotion  of  general  welfare. 

Since  its  inception  the  general  plan  has  received  the  endorsement  of 
the  National  Conference  on  City  Planning  and  tKe  commendation  of  the 
Council  of  the  National  Municipal  League  and  of  the  executive  board  of 
the  American  Civic  Association  as  also  the  hearty  approval  of  numerous 
members  of  these  organizations,  Senators  and  Representatives  in  Congress, 
bureau  chiefs  and  other  officials  in  the  government  service,  municipal 
officials,  individuals  interested  in  civic  and  sociological  matters,  and  rep- 
resentatives of  other  interests  to  whom  the  proposal  has  been  submitted. 
It  has  also  met  with  the  utmost  encouragement  from  the  Panama-Pacific 
Exposition  Company  which  has  practically  committed  itself  to  such  an 
exhibit.  The  success  would  depend  in  a  large  measure  upon  the  assurance 
of  federal  endorsement  and  appropriate  federal  participation,  through 
which  it  would  be  possible  to  develop  cooperation. 

Should  the  project  appear  worthy  of  consideration,  I  would  respect- 
fully suggest  that  it  be  submitted  to  your  organization  for  endorsement, 
and  if  such  action  should  be  taken,  I  would  further  suggest  that  a  copy  of 
the  resolutions  adopted  be  sent  to  Hon.  Charles  Nagel,  Secretary  of  Com- 
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merce  and  Labor,  since  the  Exposition  Company  has  taken  the  stand  that 
the  federal  participation  called  for  should  be  taken  on  the  initiative  of  the 
federal  government. 

Very  respectfully, 

Franx  a.  Wolff. 

They  want  to  have  the  national  government  enter  into  the 
project,  and  to  secure  the  assistance  and  cooperation  of  the 
national  departments,  with  the  idea  of  obtaining  an  exhibit  and 
conference  on  municipal  topics  at  the  San  Francisco  Exposition. 
Their  idea  is  to  have  the  display  classified,  not  by  cities  but  by 
topics,  to  have  one  department  for  engmeering,  another  sociologi- 
cal, etc.  They  want  us  to  endorse  the  project,  and  send  a  formal 
request  to  the  Bureau  of  Labor  asking  the  government  to  enter 
into  the  project. 

The  President:  I  would  suggest  that  the  matter  be  turned 
over  to  the  secretary  for  such  action  as  he  may  deem  best  for 
the  best  interests  of  the  Society. 

Mr.  Christ:  I  move  that  that  be  done. 
(Motion  seconded  by  Mr,  Giddings  and  carried,) 

The  Secretary:  There  is  another  matter  that  may  be  inter- 
esting, and  that  is,  a  sort  of  contest  on  city  planning.  The  National 
Conference  on  City  Planning  has  decided  to  endeavor  to  develop 
an  interest  and  to  obtain  information  on  that  subject  by  estab- 
lishing a  contest.  Their  idea  is  to  select  a  definite  area  or  an 
imaginary  one,  I  am  not  sure  which,  and  submit  a  topographic 
map  of  that  to  planners,  to  prepare  for  that  area  a  city  plan. 
And  they  use  the  term  "city  planning''  in  a  broad  sense,  not 
simply  architecture,  but  also  engineering.  The  contestants  are 
to  work  out  ideal  conditions  for  a  city  on  the  piece  of  topography 
submitted.  Then  the  plans  will  be  compared.  No  prizes  are 
oflfered.  Communications  from  the  secretary  of  that  organization 
describing  this  further  may  be  examined  at  the  secretary's  desk. 

The  President:  I  would  suggest  now  that  the  society  name 
five  members  to  act  as  a  nominating  committee,  and  five  members 
to  act  as  committee  on  next  place  of  meeting. 
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The  following  genilemen  were  nominated  and  elected  a^  the  Nomr- 
inating  Committee:  Messrs,  Fisher,  Parkes,  Giddings,  Dow,  Nicholson. 

The  following  were  nominated  and  elected  as  Committee  on  Next 
Place  of  Meeting:  Messrs.  HoweU,  DaUon,  MacaUum,  Craig  and 
Colby. 

(The  convention  then  adjourned  to  8  p.m.) 


EVENING  SESSION 

Meeting  called  to  order  by  the  President  at  8.16  o^ clock. 

The  President:  The  report  of  the  committee  on  garbage  dis- 
posal and  street  cleaning  will  have  to  be  omitted,  as  the  chairman 
is  not  here.  Mr.  Solotaroflf  has  been  ill,  and  we  shall  have  to 
pass  his  report.  I  will  ask  the  secretary  to  read  Mr.  Nicholson's 
report.     Mr.  Nicholson  is  busy  with  his  committee. 

(The  Secretary  reads  report  of  Committee  on  Municipal  Legisla- 
tion and  Finance.) 

The  President:  I  think  that  was  the  idea  Mr.  Nicholson 
intended  to  bring  out  in  the  paper,  as  to  those  few  cities  that  had 
adopted  that  plan.  The  proposition  of  Staunton,  Virginia,  and 
these  other  cities  mentioned  is  very  similar  to  the  Canadian  plan. 

The  next  is  a  paper  by  Mr.  Tribus,  commissioner  of  public 
works,  Richmond  Borough,  New  York  City,  on  '*The  City  Eco- 
nomic." Mr.  Tribus  is  not  here  and  I  will  ask  the  secretary  to 
read  his  paper. 

(The  Secretary  reads  Mr.  Tribus'  paper.) 

The  President.  We  will  next  have  the  report  of  the  commit- 
tee on  municipal  data  and  statistics,  by  Mr.  Hallock,  chairman. 
(Mr.  Hallock  reads  report.) 

Mr.  Hallock:  I  would  urge  upon  the  society  at  this  con- 
vention to  either  take  up  this  matter  seriously  and  go  into  it 
with  more  vigor  than  we  have  displayed  thus  far,  or  drop  it, 
because  the  appointment  of  a  committee  of  three  year  after  year 
has  produced  no  results.  I  think  the  subject  is  of  such  import- 
ance that  if  we  are  to  do  anything,  it  should  be  done  immediately. 
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The  President:  Perhaps  we  had  better  at  this  time  hear  Mr. 
FolweH's  paper. 

(Mr.  FolweU  reads  his  paper.) 

Mr.  Parkes:  I  do  not  agree  with  the  secretary  that  our  use- 
fulness along  the  line  of  paving  specifications  will  die  in  a  few 
years.  We  haven't  begun  to  take  up  the  matters  of  physical 
improvements  for  which  we  must  make  specifications.  I  do 
know  that  our  specifications  are  recognized  more  than  those  of 
any  other  society.  I  believe  we  have  a  new  field  of  usefulness 
before  us  in  the  creation  of  uniform  blanks  to  be  known  as  the 
uniform  accounting  and  reporting  blanks  of  the  American  Society 
of  Municipal  Improvements.  I  move  you  that  a  committee  to  be 
composed  of  Mr.  Folwell,  Mr.  Hallock  and  Mr.  Nicholson  be 
appointed  to  report  at  this  convention  on  the  committees  that 
would  be  necessary  in  order  to  carry  this  idea  into  effect. 

I  think  the  secretary  is  correct  in  his  idea  that  we  should  put 
into  effect  a  system  of  uniform  blanks  for  accounting  purposes,  to 
be  known  as  the  American  Society  of  Municipal  Improyements 
forms.  In  order  to  do  that,  it  should  be  carefully  considered  and 
not  be  done  hurriedly  on  the  floor.  This  committee  would  con- 
sider this  matter  and  report  back  to  this  body  during  its  sessions 
here  in  Dallas  as  to  what  committees  and  sub-committees  should 
be  appointed  to  put  this  into  effect  and  carry  out  the  idea,  to 
prepare  standard  forms  and  blanks  in  connection  with  municipal 
data  and  statistics. 

Mr.  Rankin:  I  second  that.  All  three  of  these  gentlemen 
have  given  sufficient  time  to  this  already  so  that  they  can  make 
the  report  without  undue  loss  of  time. 

{Moiion  duly  carried.) 

Mr.  Ingram:  These  committees,  when  they  prepare  these 
forms,  to  see  if  their  city  is  getting  value  received  on  contract 
work,  should  not  only  take  into  consideration  the  cost  of  different 
items  such  as  sand,  filler  and  brick  and  things  of  that  sort,  but 
should  also  have  a  column  prepared  for  freights,  because  very 
often  it  is  unfair  to  compare  the  cost  at  one  city  with  that  at 
another  when  the  freights  on  raw  material  are  different.  There 
are  many  things  to  take  into  consideration. 
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The  President:  The  term  "freight"  would  also. carry  with  it 
royalties. 

Mr.  Ingram:  Yes,  sir;  and  also  engineering  features. 

Mr.  Macallum:  This  is  a  big  thing.  While  you  can  get 
standard  forms  to  a  certain  degree  in  paving,  the  cost  of  sand  is 
very  different  from  the  cost  of  rock.  Then  pumping  is  different. 
AU  these  details  tend  to  complicate  any  affair  so  that  you  may 
not  be  able  to  compare  it.  Take  waterworks;  the  cost  of  coal 
you  can  get  all  right,  but  the  grade  of  coal  and  the  firing  have  a 
bearing.  A  good  fireman  or  a  poor  one  will  make  a  difference. 
Is  there  sand  in  the  water?  If  so,  that  will  have  effect  on  pipes 
and  pumps.  The  age  of  the  pumps  and  the  kind  of  pumps  make 
a  difference.  You  may  have  different  degrees  of  slip.  You  can 
determine  that  closely  if  you  have  the  right  kind  of  engine  man, 
but  many  men  cannot  determine  slip.  Then,  turbine  engines  are 
coming  in,  and  that  makes  another  difference,  and  you  have  to 
compare  the  turbine  engine  with  the  other  kinds. 

The  President:  The  committee  was  appointed  to  look  into 
those  things  and  recommend  back  if  the  things  were  feasible,  and 
in  what  way  feasible. 

Mr.  Macallum:  There  are  many  details.  Whether  the  water 
mains  have  a  line  pressure  of  100  feet  or  a  pressure  of  300  feet 
makes  a  big  difference. 

The  Secretary:  When  we  started  to  provide  the  standard 
specifications,  it  was  said  we  could  not  because  there  were  different 
grades  of  sand  in  different  parts  of  the  country,  because  of  dif- 
ferences in  temperature,  etc.,  between  say  Jacksonville  and  De- 
troit. It  is  possible  this  committee  won't  succeed,  but  I  believe 
we  should  try. 

The  President:  If  there  is  no  objection,  we  will  now  adjourn 
until  nine  o'clock  tomorrow  morning. 


WEDNESDAY,  NOVEMBER  13 

MORNING  SESSION 

CanverUion  called  to  order  by  the  President  at  9.15  o'clock. 

The  President:  The  first  thing  this  morning  will  be  the  report 
of  the  Committee  on  Sewerage  and  Sanitation,  by  Mr.  Macallmn, 
Chairman,  and  also  a  pap^  by  him  on  ''Pollution  of  Surface 
Waters." 

Mr.  Macallum:  You  will  see  that  we  have  been  fortunate  in 
getting  a  number  of  papers  on  this  topic. 
{Mr.  Macallum  reads  report  and  paper.) 

Mr.  Fisher:  I  would  suggest  the  other  papers  on  this  subject 
be  read  before  we  take  up  the  discussion. 

The  President:  I  will  ask  the  secretary  to  read  Mr.  Ogden's 
paper  on  "The  Status  of  the  Imhoflf  Tank." 
{The  Secretary  reads  Mr.  Ogden's  paper.) 
{Vice-President  Briggs  assumes  chair.) 

The  Vice  President:  We  will  next  have  the  paper  of  Mr. 
Dalton.  He  is  compelled  to  be  absent  this  morning  and  I  will 
ask  the  secretary  to  read  it. 

{The  Secretary  reads  Mr.  Dalton' s  paper.) 

The  Vice  President:  I  will  now  call  upon  Mr.  Anderson  to 
read  his  paper. 

Mr.  Anderson.  I  will  have  to  beg  the  indulgence  of  the 
society  for  the  first  part  of  the  paper,  which  might  not  be  con- 
sidered appropriate  to  the  question  before  us. 

{Mr.  Anderson  reads  his  paper,) 

{The  President  resumes  chair.) 

254 
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The  President:  We  will  now  take  up  the  matter  that  was 
made  a  special  order  of  business  for  eleven  o'clock  this  morning; 
that  is,  the  report  made  to  the  society  with  reference  to  the  adop- 
tion of  the  suggestion  of  amalgamation  with  the  Association  for 
Standardizing  Paving  Sx>ecifications.  It  has  been  adopted  unani- 
mously by  the  committee  from  that  society  and  recommended  by 
your  executive  committee  for  adoption  by  this  society. 

Mr.  Hallock:  With  due  respect  to  the  members  of  our  execu- 
tive committee  and  the  committee  from  the  other  organization, 
I  think  there  are  some  points  in  that  report  that  should  be  cleared 
up  for  the  benefit  of  the  members  who  are  not  thoroughly  in  touch 
with  it.  It  says  that  the  members  shall  be  admitted  into  this 
society  on  the  payment  of  S3  annual  dues  as  long  as  the  funds  of 
the  organization  last.  That  may  be  a  small  or  it  may  be  a  great 
item.  If  the  funds  of  the  organization  are  large  enough  to  per- 
mit the  members  of  the  organization  who  are  at  the  same  time 
members  of  the  society  to  reduce  their  dues  $2  a  year  for  ten 
years,  it  would  mean  quite  an  item;  if  the  funds  of  the  organi- 
zation are  limited,  and  it  means  the  pa3niient  of  one  or  two  years 
dues  at  that  rate,  it  doesn't  matter  much.  The  majority  of  the 
members  of  the  organization  are  already  members  of  this  society. 

Another  point  I  do  not  get  clearly  fixed  is,  why  an  organiza- 
tion much  younger  than  our  society,  although  it  has  done  good 
work,  should  come  to  us  with  this  proposition  of  amalgamation, 
and  should  dictate  the  appointment  of  the  members  to  our  com- 
mittees. 

The  President:  Being  a  member  of  both  organizations  I 
would  state  that  there  is  not  the  slightest  likelihood  of  the  fimds 
available  being  sufiicient  to  pay  the  dues  for  ten  or  five  or  three 
or  probably  two  years.  The  meeting  at  Pittsburgh  will  in  a  large 
measure  deplete  the  treasury  of  the  association  for  Standardizing 
Paving  Specifications.  So  there  is  not  the  slighest  reason  to  fear 
an3rthing  from  that  source.  As  to  the  possibility  of  their  domi- 
nating our  meetings  or  committees,  we  should  consider  that. 
There  is  a  possibility  of  such  a  thing  happening,  although  not  a 
probability.  When  the  matter  is  sifted  down,  credit  can  be  given 
to  Mr.  Christ  and  Mr.  Tillson  and  a  few  other  members  of  this 
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society  who  are  members  of  the  younger  society,  for  effecting  this 
amalgamation.  It  does  not  come  from  the  organization  direct, 
or,  while  it  comes  from  them,  it  has  been  promoted  indirectly  by 
the  members  and  the  older  and  active  members  of  our  own  organi* 
zation,  and  I  believe  we  are  largely  responsible  for  this  report 
here  today. 

Mr.  Parkbs:  How  many  members  has  the  Society  for  Stand- 
ardizing Paving  Specifications? 

The  President:  The  membership  is  not  individual;  it  is  by 
cities.    I  do  not  know  how  many  cities  are  members. 

Mr.  Christ:  In  the  last  meeting,  about  twenty-one  were 
represented,  but  I  think  there  are  between  forty  and  fifty  cities. 

Mr.  Parkes:  How  many  of  those  individuals  are  members  of 
this  society? 

The  President:  About  65  per  cent,  maybe  more. 

Mr.  Parkes:  By  accepting  this  proposition  we  will  gain  from 
fourteen  to  twenty  new  members. 

The  President:  I  do  not  believe  we  shall  gain  more  than 
twenty-five  new  members. 

Mr.  Parkes:  None  of  whom  have  paid  from  their  own  pockets 
anything  for  membership  in  that  organization.  I  agree  with  Mr. 
Hallock  with  reference  to  those  two  things.  I  see  no  reason  what- 
ever why  any  man  who  has  the  full  privileges  of  an  active  member 
of  this  society  should  not  pay  as  much  as  his  brother.  But  if  we 
have  to  extend  charity,  do  not  let  us  be  niggardly.  Let  us  give 
it  to  them  for  nothing,  for  say  two  or  three  years.  There  is  no 
absolute  necessity  for  our  extending  the  olive  branch.  They  must 
come  to  us.  They  have  about  run  to  the  end  of  their  work. 
They  were  organized  for  a  specific  purpose,  and  when  they  com- 
plete it,  they  must  quit.  I  want  them  in.  I  quite  agree,  how- 
ever, with  Mr.  Hallock.  That  proposition  says  that  where  we 
have  a  committee  appointed  for  preparing  specifications  on  some 
similar  topic,  that  the  membership  will  amalgamate  to  form  a 
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special  committee,  and  where  we  have  no  committee  and  they 
have  one,  they  say  that  becomes  the  committee  of  this  society. 
I  think  we  should  be  permitted  to  add  as  many  members  as  they 
have  on  the  committee. 

The  Secretary:  In  a  way  I  agree  with  all  that  has  been  said. 
I  had  never  studied  the  entire  proposition  imtil  I  came  here,  but 
this  matter  of  reduced  fees  was  telephoned  me  in  New  York,  and 
I  asked  why  they  wanted  some  of  the  dues  remitted,  saying  "If 
your  members  want  to  come  in  imder  that  proposition,  I  think 
we  can  extend  it  to  you,  but  I  should  think  some  of  them  would 
object  to  the  appearance  of  a  bargain  like  that."  I  still  say  that 
if  the  members  of  that  society  want  to  ask  us  to  let  them  in  (Hi 
those  terms,  we  can  let  them  come  in.  Our  finances  are  in  good 
condition,  and  there  has  never  been  a  year  when  the  treasurer 
has  not  reported  a  surplus  in  the  treasury,  and  that  surplus  has 
been  increasing.  I  think  the  financial  side,  therefore,  can  be 
dropped.  Most  of  our  members  that  I  have  talked  with  are 
also  members  of  the  other  society,  and  most  of  them  objected  to 
having  their  dues  reduced.  With  reference  to  the  committees, 
they  do  not  say  how  large  their  committees  are,  but  if  we  want 
to,  we  can  add  other  members  to  our  committees.  Our  consti- 
tution  allows  for  as  many  as  we  please.  We  can  find  out  how 
many  they  are  going  to  send,  and  appoint  sufficient  additional 
members.  After  the  first  year,  the  appointment  of  the  committees 
will  be  regular. 

The  President:  I  think  our  standing  committees  cover  the 
same  ground  as  theirs. 

Mr.  Rankin:  Then  there  will  be  no  new  committees.  Will 
the  three  dollars  dues,  if  we  accept  this  proposition,  cover  one 
member  from  each  city  or  all  the  members?  Newark  has  the 
largest  membership  of  any  one  city  in  this  society.  Will  one 
member  pay  three  dollars  and  the  rest  five,  or  will  all  pay  three? 

Mr.  Craig:  I  see  no  reason  why  the  members  of  the  other 
organization  should  be  admitted  at  reduced  rates,  but  I  believe 
the  almagamation  such  as  proposed  here  is  very  desirable.  I  am 
a  member  of  both  organizations  and  feel  I  can  speak  from  experi- 
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ence.  I  remember  the  first  meeting  of  that  organization.  Your 
chairman  on  paving  specifications,  Mr.  C.  C.  Brown,  came  to  our 
meeting,  and  in  our  discussion  at  that  time  the  question  came  up 
as  to  whether  we  should  have  another  organization.  Mr.  Brown 
was  told  that  this  organization  was  gotten  together  for  a  purpose, 
and  that  was  the  perfection  of  paving  specifications,  and  I  believe 
if  you  will  refer  back  to  your  own  records,  you  will  find  that  very 
little  work  was  done  at  that  time  covering  detailed  paving  specifi- 
cations. You  had  certain  committees,  but  very  httle  was  done 
until  the  next  meeting.  Mr.  Brown  said  to  our  committee  that 
this  was  a  good  thing  and  couldn't  help  but  do  us  all  good.  He 
said,  ''Perhaps  we  have  been  a  little  negUgent  in  not  getting  busy 
along  this  line,  and  it  will  wake  us  up.''  Last  year  I  was  asked 
by  Mr.  Brown  to  meet  with  your  association  at  Grand  Rapids. 
That  was  the  first  meeting  I  had  attended,  and  at  that  time  I 
joined  this  association.  That  meeting  with  you  of  myself  and  one 
or  two  others  was  for  the  purpose  of  discussing  this  matter,  but 
at  that  time  we  could  not  offer  any  suggestions  except  our  good- 
will. I  believe  this  matter  should  be  adjusted  and  that  there 
should  be  an  amalgamation  of  these  two  organizations.  So  far 
as  the  running  out  of  material  by  the  younger  organization  goes, 
they  will  never  run  out  of  material,  but  that  is  no  argument  for 
non-consolidation,  and  I  think  we  should  use  our  best  efforts  to 
consolidate  these  two  organizations.  I  think  we  should  take  out 
the  three  dollar  proposition,  but  that  the  rest  of  the  proposition 
should  go  through. 

Mr.  Hallock:  I  do  not  oppose  the  amalgamation  of  these 
two  organizations,  but  I  do  beUeve  the  society  should  be  better 
informed  before  taking  action  on  the  recommendation  of  the  exec- 
utive committee.  I  would  like  to  move  that  this  society  extend 
to  the  Association  for  the  Standardization  of  Paving  Specifications 
a  most  cordial  invitation  to  amalgamate  with  this  association,  the 
only  conditions  being  that  the  members  of  the  association  who 
are  already  members  of  this  society,  remain  members  of  the  society 
as  they  are,  without  any  change  in  their  status;  and  that  the 
funds  of  the  association  at  the  time  of  the  amalgamation  be  used 
to  pay  the  regular  dues  of  such  members  as  may  desire  to  become 
members  of  the  society. 
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Mr.  Craig:  I  will  second  that. 

Mr.  Iredell:  The  Standardizmg  Association  is  doubtless 
under  obligation  to  those  cities  represented  in  it  to  give  them 
something  for  the  money  they  have  put  in. 

The  Presidbnt:  I  think  that  has  been  done  to  a  very  large 
extent.  Those  cities  I  believe  feel  that  their  money's  worth  has 
more  than  been  secured.  Three  books  have  been  gotten  out  in 
good  shape  and  have  been  distributed  to  the  cities,  and  the  cities 
have  been  repaid  very  well.  I  do  not  think  there  will  be  any 
further  obligation  upon  the  men  who  have  gone  into  the  associa- 
tion for  further  work  for  the  cities.  Unless  there  were  an  addi- 
tional payment,  the  work  could  not  be  continued  much  longer 
than  the  next  session. 

Mr.  Reimer:  Are  the  requirements  for  membership  in  this 
other  organization  practically  the  same  as  in  our  own? 

The  PREsmENT:  They  are  a  Uttle  more  stringent,  but  they 
would  come  in  under  our  own  requirements. 

Mr.  Ewart:  It  seems  scarcely  wise  for  this  society  to  attempt 
to  dictate  how  the  money  of  that  organization  shall  be  spent. 

Mr.  Parkbs:  After  stating  that  the  money  shall  be  used  to 
pay  the  dues,  why  not  add,  "Or  otherwise  disposed  of  as  the  said 
Society  for  Standardizing  Specifications  shall  see  fit?" 

Mr.  Colubr:  I  think  we  should  think  of  the  advantages 
we  are  going  to  get  out  of  this  amalgamation  and  that  we  should 
brush  aside  these  little  matters. 

Mr.  Parkbs:  I  would  like  to  amend  Mr.  Hallock's  motion 
by  striking  out  the  last  part  "and  that  the  funds  of  the  association 
shiall  at  the  time  of  the  amalgamation  be  used  to  pay  the  regular 
dues  of  such  members  as  may  desire  to  become  members  of  the 
Society." 
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Mr.  Ewart:  I  will  second  the  amendment. 

(Amendment  carried,) 

{Vote  taken  on  original  motion  as  amended,  motion  carried,) 

Mr.  Anderson:  How  shall  we  convey  this  information  to  the 
Association  for  Standardizing  Paving  Specifications? 

Mr.  Hallock:  I  move  that  the  chairman  of  this  convention 
appoint  a  committee  of  three  who  are  also  members  of  that  organi- 
zation to  be  present  at  the  Pittsburgh  meeting  and  convey  to  that 
association  our  cordial  invitation  for  amalgamation,  and  that  our 
president  be  one  of  the  committee. 

Mr.  Rankin:  I  think  that  a  copy  of  our  motion  should  be 
forwarded  to  them  at  once,  so  that  their  Executive  Committee 
can  have  it  before  them  before  the  Pittsburgh  meeting.  I  will 
second  the  motion. 

Mr.  Hallock:  I  will  accept  that  recommendation  as  a  part 
of  the  motion. 

{Motion  carried,) 

The  President:  I  will  appoint  Mr.  Craig  and  Mr.  Christ. 

The  Secretary:  I  have  a  letter  here  which  I  would  like  to 
to  read,  from  Mr.  Rust. 

A.  Prbbcott  Folwbll,  Esq., 

Secretary  American  Society  of  Municipal  Improvements ^ 
Oriental  Hotel,  Dallas,  Texas. 

Dear  Mr.  Folwell:  It  is  with  a  great  deal  of  regret  that  I  have  to 
deprive  myself  of  the  pleasure  of  meeting  you  all  this  year.  This  is  the 
first  convention  I  have  missed  since  I  became  a  Member  of  the  Society. 
I  looked  forward  for  months  to  the  pleasure  of  going  to  Dallas,  especially 
as  it  was  largely  through  me  that  you  decided  to  meet  in  Dallas. 

As  you  know,  I  have  only  recently  come  to  Victoria  and  within  the  last 
week  I  have  been  appointed  Water  Commissioner,  which  adds  very  much 
to  my  present  duties,  and  I  feel  I  am  hardly  justified  in  sparing  the  time 
it  would  take  to  attend. 

I  like  Victoria  very  much  indeed.  The  work  so  far  is  very  pleasant  and 
congenial,  and  the  climate  is  delightful. 
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Will  you  please  give  my  kindly  regards  to  all  my  friends.    Wishing  you 
all  a  very  pleasant  and  profitable  meeting,  and  with  kind  regards, 

Yours  very  truly, 

C.  H.  Rust. 

The  President:  On  account  of  the  position  that  Mr.  Rust 
holds  with  us,  and  because  of  the  feeling  each  one  of  us  has  for  him, 
I  think  we  should  take  some  action  and  let  him  know  we  miss  him. 

Mr.  Giddings:  I  move  the  secretary  be  instructed  to  commu- 
nicate the  sentiments  of  the  convention  to  Mr.  Rust,  that  we  regret 
very  much  he  is  unable  to  be  with  us. 

Mr.  Howell:  This  should  be  sent  by  telegram.  I  will  second 
the  motion. 

(Motion  duly  carried,) 

The  President:  The  next  order  of  business  will  be  the  elec- 
tion of  oflScers  for  the  ensuing  year.  You  will  now  listen  to  the 
report  of  the  Nominiating  Committee,  Mr.  Fisher,  Chairman. 

Report  of  Committee  to  nomincUe  Officers  of  the  Society  for  the  com- 
ing  year,  to  the  American  Society  of  Municipal  Improvements: 

Your  nominating  committee  begs  leave  to  report  the  following 
names  for  the  several  positions  indicated  for  your  consideration: 

President B.  E.  Briggs,  Erie,  Pa. 

1st  Vice  President. .  .Edward  H.  Christ,  Grand  Rapids,  Mich. 
2nd  Vice  President.  .William  A.  Howell,  Newark,  N.  J. 
3rd  Vice  President . .  A.  F.  Macalliun,  Hamilton,  Ont. 

Canada. 

Secretary A.  Prescott  Folwell,  New  York  City. 

Treasurer E.  L.  Dalton,  Dallas,  Texas. 

E.  S.  Rankin,  Newark,  N.  J. 
Finance  Committee ...  -{  L.  V.  Christy,  Wilmington,  Del. 

E.  E.  Colby,  Chickasha,  Okla. 

E.  A.  Fisher, 
M.  Nicholson, 
Fred  Giddings, 
Wm.  J.  Parkes, 
A.  W.  Dow, 

Committee, 
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Mb.  Howell:  I  move  that  the  report  be  accepted. 
{Motion  seconded  by  Mr.  Hallock  and  carried.) 

Mr.  Hallock:  I  move  the  secretary  of  the  society  be  in- 
structed to  cast  one  ballot  for  the  nominees  mentioned  in  the  report 
of  the  committee. 

{Motion  seconded  by  Mr.  Macartney,  and  carried,  and  ballot  so 
cast  by  the  Secretary.) 

The  President:  The  next  will  be  the  selection  of  place  of 
meeting  for  the  convention  of  1913.  Mr.  Howell  is  chairman  of 
that  committee  and  we  will  now  hear  his  report. 

Report  of  commiUee  for  the  Selection  of  Place  for  holding  the  1913 
Convention: 

The  following  invitations  have  been  received  and  considered  by 
the  Committee:  An  invitation  from  the  Mayor  of  the  city  of 
Boston,  supplemented  by  telegrams  from  Pawtucket,  R.  I.,  Cam- 
bridge, Mass.,  Springfield,  Mass.,  New  Bedford,  Mass.,  Westfield 
Mass.,  Providence,  R.  I.,  all  urging  the  claims  of  Boston.  Invita- 
tions were  also  received  from  the  Minneapolis  Civic  and  Commerce 
Association,  The  Colorado  Springs  Chamber  of  Commerce,  The 
Washington,  D.  C.  Chamber  of  Commerce,  Buffalo,  N.  Y.  Chamber 
of  Commerce,  Louisville  Convention  and  Publicity  League,  The 
Mayor  of  Niagara  Falls,  N.  Y.,  and  from  the  various  municipal 
bodies  of  the  city  of  Wilmington,  Del.  A  delegation  from  the  city 
of  Wilmington  made  up  of  3  members  of  this  society  appeared 
before  the  Committee  to  urge  the  claims  of  that  city.  An  invita- 
tion from  various  civic  bodies  in  San  Francisco  to  hold  the  1915 
Convention  in  that  city  was  also  received.  The  delegation  from 
the  city  of  Wilmington  presented  such  convincing  arguments  in 
favor  of  their  city  that  the  committee  unanimously  decided  to 
report  in  favor  of  Wilmington  as  the  Convention  City  for  1913. 

Mr.  Craig:  I  move  that  the  report  be  accepted. 
{Seconded  by  Mr.  Reimer  and  carried.) 

Mr.  Reimer:  I  move  that  the  secretary  be  instructed  to  cast 
the  ballot  of  the  society  for  the  city  of  Wilmington,  Delaware,  as 
our  next  convention  city. 

{Motion  seconded  by  Mr.  Rankin,  and  carried.) 


CONVENTION  INVITATIONS  263 

CONVENTION  INVITATIONS 

The  following  letters  and  telegrams  were  received  by  the 
president  and  secretary  of  the  society  and  handed  over  to  the  Com- 
mittee on  Next  Place  of  Meeting,  and  considered  by  them  in  the 
preparation  of  their  report. 

American  Society  of  Municipal  Improvements , 
Dallas  J  Texas. 

Gentlemen : — If  you  will  refer  to  the  printed  record  of  the  Proceedings 
of  the  eighteenth  annual  convention  of  your  society,  you  will  notice  that 
Hon.  George  W.  Sparks,  President  of  the  Board  of  Directors  of  the  Street 
and  Sewer  Department  of  the  city  of  Wilmington,  Del.,  stated  that  an  invi- 
tation would  be  presented  at  this  meeting  for  the  society  to  meet  in  Wilming- 
ton in  1913. 

On  behalf  of  the  Honorable  the  Mayor,  the  Council,  the  Board  of  Health, 
the  Board  of  Police  Commissioners,  the  Board  of  Park  Commissioners,  the 
Board  of  Water  Commissioners,  the  Wilmington  Board  of  Trade,  the  Engi- 
neers Society  of  Delaware  and  the  Board  of.  Directors  of  the  Street  and 
Sewer  Department  of  the  city  of  Wilmington,  Delaware,  we  renew  the  in- 
vitation and  cordially  ask  you  to  meet  in  Wilmington  in  1913.  - 

Respectfully, 

(Signed)    George  W.  Sparks, 
C.  A.  Rudolph, 

M.   D.   MURPHT, 

Board  of  Directors  of  the  Street  and  Sewer  Department. 
Attest  L.  V.  Christy,  Secretary. 

Night  Letter 

E.  A.  KiNGSLEY,  President, 

Am,erican  Society  of  Municipal  Improvements, 

Dallas,  Texas. 
Wilmington  Board  of  Trade  extends  cordial  greeting  to  you  and  through 
you  to  the  delegates  attending  the  nineteenth  convention  of  the  American 
Society  of  Municipal  Improvements  and  expresses  the  sincere  wishes  of  the 
industrial,  conmiercial  and  financial  interests  of  Wilmington  that  you 
select  this  city  for  your  twentieth  convention.  Wilmington  is  ably  repre- 
sented at  your  convention  in  Dallas  by  our  Street  and  Sewer  Directors 
and  their  Secretary  and  we  trust  you  will  honor  this  city  by  accepting  their 
invitations. 

R.  J.  MacLean, 
Business  Manager. 

In  response  to  letters  sent  out  by  the  Wilmington  officials, 
letters  were  received  from  the  following  members  of  the  society 
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expressing  their  desire  that  Wilmington  be  selected  for  the  1913 
convention. 

Henry  C.  Allen,  Nicholas  Hill,  Jr., 

Horace  Andrews,  John  B.  Hittell, 

C.  C.  Brown,  J.  W.  Howard, 

George  A.  Carpenter,  Nelson  P.  Lewis, 

Fred  R.  Charles,  W.  H.  Luster,  Jr., 

S.  Cameron  Corson,  John  McNeal, 

W.  W.  Crosby,  L.  Vincent  Metz, 

L.  D.  Cutcheon,  Joseph  O'Neil, 

Andrew  J.  Gavett,  C.  H.  Rust, 

A.  C.  Gregory,  J.  L.  Slattery, 

Harry  F.  Harris,  George  W.  Tillson, 

J.  N.  Hazlehurst,  Isaac  Van  Trump, 

P.  W.  Henry,  J.  H.  Weatherford, 

Rudolph  Hering,  Linn  White, 

NiSBET  WiNGFIELD. 

November  4,  1912.     . 

To  the  Delegates  to  the  Convention  of  the  American  Society  of  Municipal 
Improvement,  in  Convention  at  Dallas ^  Texas. 

Gentlemen: — The  Chamber  of  Commerce  of  Washington,  D.  C,  Your 
Capital  City  and  the  most  beautiful  city  in  the  world,  extends  to  you  a 
cordial  invitation  to  hold  the  1913  meeting  in  Washington  and  promises 
to  do  everything  in  its  power  to  see  that  the  Convention  is  a  success  from 
every  viewpoint. 

You  cannot  but  recognize  the  advantages  of  Washington  from  a  con- 
ventions standpoint.  It  is,  as  above  stated,  the  Capital  of  the  Nation, 
your  capital  and  your  nation.  It  is  beyond  a  doubt,  the  most  beautiful 
city  in  the  world  and  has  more  to  interest  you  than  any  other  dozen  cities 
in  the  United  States.  Its  magnificient  public  buildings,  its  clean  streets, 
its  beautiful  public  parks,  its  palatial  residences,  and  its  hotel  accomoda- 
tions are  World-famed.  It  abounds  in  points  of  historical  interest  and 
within  very  close  proximity  are  the  battlefields  of  the  decisive  engagements 
of  the  Civil  War.  A  visit  to  Washington  is  an  education.  You  owe  it  to 
yourself  to  come  here  and  it  should  be  a  part  of  the  education  of  your  chil- 
dren to  visit  Washington.  Again,  your  Association  is  undoubtedly  inter- 
ested in  National  Legislation  and  where  could  you  hope  to  get  better  results 
than  right  here  in  Washington  if  it  is  your  pupose  to  work  for  any  certain 
legislation. 

I  trust,  gentlemen,  you  will  see  the  force  of  my  arguments  above,  which 
are  but  a  few  of  the  many  in  favor  of  Washington,  and  that  you  will  vote  to 
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come  here  and  thus  insure  for  the  Association  a  most  successful  and  pleas- 
ant session. 

Very  truly  yours, 

Jno.  Delph, 
Chairman,  Conventions  Committee,  Chamber  of  Commerce. 


July  9,  1912. 
A.  Prescott,  Folwell,  Secretary, 

American  Society  of  Municipal  Improvements, 
New  York  City, 

Dear  Sir: — Buffalo  desires  to  renew  its  invitation  to  your  association 
to  meet  in  this  city,  and  I  am  addressing  this  letter  to  you  to  ask  if  you  will 
be  so  courteous  as  to  present  a  renewed  invitation  at  the  coming  convention 
at  Dallas,  Texas. 

Thanking  you  for  your  attention,  I  am 

Yours  very  truly, 

CONVENTION  BUREAU 

Hbnrt  B.  Saunders, 
Commissioner. 


Mr.  a.  Prescott  Folwell,  Secretary, 

American  Society  of  Municipal  Improvements, 
New  York  City,  N.  Y, 

Dear  Sir: — Would  an  invitation  to  hold  its  next  convention  in  Colorado 
Springs  be  favorably  considered  by  The  American  Society  of  Municipal 
Improvement? 

You  will  recall  previous  correspondence  on  this  subject  of  selecting 
Colorado  Springs  as  a  meeting  place  for  your  convention. 

Wouldn't  your  delegates  welcome  the  opportunity  to  spend  a  few  days 
of  recreation  enjoying  the  wonderful  scenery  of  the  Pikes  Peak  Region? 
They  have  been  meeting  for  years  in  the  big  cities,  which  are  more  centrally 
located  than  Colorado  Springs,  but  don't  you  think  they  would  be  willing 
to  go  a  little  farther  if  they  could  combine  with  the  convention  a  vacation 
in  the  mountains? 

Colorado  Springs  can  provide  your  delegates  with  the  best  of  hotel 
accommodations  at  rates  which  they  will  consider  proportionate  to  the 
services. 

The  crisp,  autumn  months  are  ♦he  most  delightful  of  the  year  in  Col- 
orado. 

Very  truly  yours, 
A.  W.  Henderson, 
Secretary,  Chamber  of  Commerce. 
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Night  Letter 

A.    P.    FOLWELL, 

Secretary  American  Society  of  Municipal  Improvements ^ 
DalUiSf  Texas, 

Your  society  cordially  invited  meet  Niagara  Falls  next.  Principal 
hotels  rebuilt  and  enlarged.  Splendid  service,  reasonable  rates,  central 
location,  best  railroad  rates,  delightful  climate,  enjoyable  side  trips,  new 
water  works,  ideal  filtration,  falls  to  be  illuminated,  new  state  roads  and 
boulevards,  magnificent  scenery,  meeting  place  free  and  liberal  entertain- 
ment. 

P.  J.  Keller, 
Mayor. 
Night  Letter 

E.   A.   KiNOSLEY, 

President  American  Society  of  Municipal  Improvements,  Dallas. 

Spokane  chamber  of  commerce,  eleven  hundred  members,  endorses 
Wilmington  Del.,  for  your  convention  of  nineteen  thirteen  and  extends 
cordial  invitation  to  your  society  to  come  to  the  west  in  nineteen  fifteen. 
Meet  in  Spokane  and  then  visit  other  western  cities  and  Panama  Pacific 
Exposition.    Wilmington  board  of  trade  will  entertain  you  royally. 

H.   C.   WUEBTH, 

Secretary  Chamber  of  Commerce. 

November  7,  1912. 
Mr.  E.  a.  Kingslet, 

President,  American  Society  of  Municipal  Improvements, 
Dallas  Chamber  of  Commerce,  Dallas,  Texas. 

Dear  Sir: — Having  been  informed  of  the  movement  to  have  your  organ- 
ization meet  in  1913  at  Wilmington,  Delaware,  we  are  taking  this  occasion 
to  both  endorse  the  invitation  of  our  Atlantic  Coast  neighbor,  as  well  as 
urge  that  your  organization  hold  its  annual  session  the  following  year  in 
Seattle.  So  far  as  we  can  ascertain,  although  this  is  a  national  organi- 
zation, representative  of  the  East,  South,  North  and  West,  no  convention 
has  ever  been  held  in  the  Northwest  or  on  the  Pacific  Coast.  We  apprehend 
that  were  such  a  meeting  to  be  held  in  Seattle  in  1914,  the  attendance  would 
be  heavy,  not  only  from  Eastern  members  of  the  organization,  but  also  from 
the  membership  west  of  the  Mississippi  River  which  has  heretofore  had 
little  opportunity  to  attend  these  gatherings  on  account  of  the  distance 
necessary  to  travel.  I  can  assure  you  that  Seattle  and  the  other  cities  of 
the  Northwest  will  present  a  showing  of  municipal  improvement  equal,  if 
not  superior  to  any  other  cities  of  like  age  and  size  in  the  United  States. 

Hoping  to  hear  that  you  have  given  this  matter  favorable  consideration 
and  that  I  may  have  the  opportunity  in  1914  of  extending  my  personal 
thanks  on  the  occasion  of  your  convention  in  Seattle,  T  remain, 

Yours  very  truly, 

R.  H.  Mattison, 
Secretary  Chamber  of  Commerce. 
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November  8,  1912. 
Mr.  E.  a.  Kinosley,  President, 

American  Society  of  Municipal  Improvements, 
Dallas  Chamber  of  Commerce,  Dallas,  Texas. 

Dear  Sir: — It  is  my  understanding  that  the  Board  of  Trade  of  Wilming- 
ton, Delaware,  has  issued  an  invitation  to  your  society  to  hold  its  next 
convention  in  that  city.  In  this  connection,  it  gives  me  great  pleasure  to 
assure  you  that  the  fact  that  Mr.  R.  J.  Maclean  is  Manager  of  the  Board 
of  Trade  at  Wilmington  is  a  guarantee  that  your  organisation  would  be 
splendidly  taken  care  of  in  Wilmington,  and  you  would  not  regret  holding 
the  convention  there.  Mr.  Maclean  made  a  reputation  in  the  way  of  secur- 
ing conventions  in  the  city  of  Spokane,  and  you  will  take  no  chances  in 
meeting  in  the  city  of  Wilmington. 

In  this  connection,  permit  me  to  call  your  attention  to  the  fact  that 
the  members  of  your  Society  in  the  Western  country  are  very  few  and  to 
express  the  opinion  that  possibly  this  is  due  to  the  fact  that  you  have  never 
held  a  convention  in  the  West. 

Why  not  consider  it  advisable  of  doing  so,  and  then  going  a  step  further 
and  considering  it  advisable  of  holding  your  1915  convention  in  Sacramento, 
the  Capital  City  of  the  state  of  California,  the  state  which  is  the  richest 
of  all  states  of  the  union  in  resources,  climate  and  scenery? 

Yours  very  truly, 

S.  Glen  Andrus, 
Secretary-Manager,  Sacramento  Chamber  of  Commerce. 


September  3,  1912. 

To  the  Members  of  the  American  Society  of  Municipal  Improvements. 

Gentlemen: — In  behalf  of  the  community  of  San  Francisco,  I  have 
the  honor  to  extend  to  you  herewith  a  cordial  and  sincere  invitation  to 
hold  your  convention  for  the  year  1913  in  San  Francisco.  The  people 
of  this  city  will  be  proud,  indeed,  to  become  your  hosts  upon  that  occasion, 
and  we  feel  that  we  will  be  able  to  entertain  you  in  a  befitting  manner. 
The  great  task  of  building  the  world's  Fair  for  the  year  1915,  when  the  open- 
ing of  the  Panama  Canal  is  to  be  celebrated,  will  then  be  in  progress  and 
it  will  afford  the  members  of  your  Society  an  opportunity  to  view  one  of 
the  greatest  engineering  feats  of  modern  times. 

San  Francisco  will  be  glad  to  throw  her  golden  portals  open  to  you 
and  bid  thrice  welcome,  and  her  people  entertain  the  hope  that  they  may 
soon  learn  of  your  determination  to  honor  them  with  your  presence  here 
in  1913. 

Yours  very  sincerely, 

Fblton  Taylor, 
Secretary,  San  Francisco  Convention  League. 
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August  22, 1912. 
Mr.  a.  p.  Folwbll,  Secretary, 

American  Society  of  Municipal  Improvement,  New  York. 

Dear  Sir: — ^Many  of  the  members  of  your  Association  are  certain* 
in  any  event,  to  visit  San  Francisco  and  California  in  1915.  Would  it  not 
be  worth  while  to  ensure  a  very  large  attendance  by  combining  your  meet- 
ing of  that  year  with  the  attractions  of  the  Exposition? 

The  Congresses  and  Conventions  which  will  be  held  in  San  Francisco 
at  the  time  of  the  Exposition  will  be  the  most  extraordinary  that  the  world 
has  every  witnessed.  Eminent  men  and  women  will  be  brought  here  in 
every  line  of  thought.  One  feature  of  the  1915  Exposition  will  be  the  great 
encampments  on  the  shores  of  the  Golden  Gate,  where  entire  organizations 
may  be  brought  together  under  the  most  charming  conditions  of  tent  life 
and  at  an  expense  that  can  be  made  to  suit  any  purse. 

I  will  be  much  indebted  for  any  expression  of  opinion  or  suggestions 
from  you. 

Yours  truly, 

John  Brisben  Walker, 
Director  of  Congresses,  Panama-Pacific  InterrMtional  Exposition. 

October  28,  1912. 
Mr.  a.  Frescott  Folwell, 

Secretary,  American  Society  of  Municipal  Improvements, 
60  Union  Square,  New  York  City. 

My  dear  Mr.  Folwell: — As  you  probably  know,  a  vital  element  of 
the  Panama-Pacific  International  Exposition,  to  be  held  in  San  Francisco 
in  1915,  will  be  its  Congresses  and  Conventions.  The  Directors  of  the 
Exposition  have  been  so  impressed  with  the  value  of  these  world  gatherings 
that  they  have  set  aside  One  Million  Dollars  for  the  erection  of  a  great 
auditorium  in  which  they  may  be  held. 

Under  separate  cover,  I  am  mailing  to  Dallas  a  formal  invitation  from 
the  Exposition  to  hold  your  1915  meeting  in  San  Francisco. 

One  of  the  great  departments  of  the  Exposition  will  be  that  of  Social 
Economy.  In  connection  with  this  department,  might  it  not  be  well  for 
the  Society  of  Municipal  Improvements  to  consider  holding  its  1915  meet- 
ing in  San  Francisco?  It  seems  to  me  that  you  might  use  the  department 
as  a  sort  of  laboratory,  basing  your  program  for  the  year,  to  a  certain  extent, 
on  the  Exposition  exhibits.  I  enclose  the  tentative  classification  of  the 
Social  Economy  Department.  You  will  understand,  of  course,  that  this 
classification  is  still  under  consideration,  but  will  be  adopted  in  its  final 
form  at  an  early  date.  I  trust  that  you  will  go  over  it  carefully  and  con- 
sider both  the  plan  and  the  possibilities  of  meeting  in  San  Francisco,  in 
1915,  at  your  Convention  to  be  held  on  November  12th  at  Dallas,  Texas. 

Should  your  Society  decide  to  meet  in  this  city  in  1915,  we  shall  be 
glad  indeed  to  arrange  for  suitable  halls  for  the  session,  either  in  the  audi- 
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torium  or  elsewhere,  as  may  be  most  convenient  for  you.    We  shall  expect, 
of  course,  to  furnish  meeting  places  without  expense  to  the  Society. 

I  am  sure  that  very  many  of  your  members  will  wish  to  visit  California, 
in  1915,  and  for  that  reason  it  would  be  desirable  to  combine  your  annual 
meeting  with  the  activities  of  the  Exposition. 

I  will  say  that  forty-six  organizations  have  already  formally  voted  to 
meet  in  this  city  in  1915.  Fully  three  hundred  other  learned  societies  and 
other  organizations  are  considering  the  matter  with  considerable  favor. 

Trusting  that  your  coming  Convention  may  be  a  most  profitable  one, 
and  awaiting  your  reply,  I  am, 

Very  sincerely  yours. 

Jab.  a.  Barr, 
Manager  Panama-Pacific  International  Exposition. 

NIGHT  LETTERS 

November  12 
Mr.  E.  a.  Kingslet, 

President  American  Society  of  Municipal  Improvements, 

Oriental  Hotel,  Dallas^  Tex. 
The  undersigned  join  in  a  cordial  invitation  to  your  association  to 
select  Boston  for  your  convention  city  of  1913.  We  can  assure  you  a  cordial 
welcome  and  we  have  many  public  works  which  will  be  of  interest  to  your 
members.  Your  association  has  never  visited  New  England  and  the  selec- 
tion of  Boston,  the  principal  New  England  city,  should  result  in  a  large 
and  increased  membership.  We  trust  you  will  honor  us  by  accepting  this 
invitation. 

John  F.  Fitzgerald, 

Mayor  of  Boston y  Mass. 
Louis  K.  Rourke, 
Commr.  of  Public  Works,  Boston,  Mass. 

November  13 
£.  Kingslet, 

President  American  Society  of  Municipal  Improvements, 

Oriental  Hotel,  Dallas,  Tex. 
Boston  Chamber  Commerce  cordially  invites  your  society  to  meet  in 
Boston  next  year. 

Joseph  B.  Russell, 
President. 

November  13,  1912. 

E.   A.   KiNOSLEY, 

American  Society  of  Municipal  Improvements, 

Oriental  Hotel,  Dallas  Texas. 
Greetings  from  Connecticut.     I  hope  you  are  having  a  profitable  meet- 
ing and  before  you  conclude  deliberations  you  will  vote  to  hold  next  con- 
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vention  at  Boston,  Mass.    New  England  needs  you.    Simply  swell  chorus 
from  New  England  by  extending  to  your  convention  a  hearty  welcome. 

James  H.  McDonald, 
State  High  Way  Commisnoner. 

President  A.  Kingblet,  November  12, 1912. 

Oriental  Hotels  DaUaSj  Texas. 

Your  society  is  urged  to  hold  convention  in  Boston.  There  are  many 
things  here  your  members  could  easily  see,  especially  various  kinds  and 
character  of  road  construction,  state  highways,  parkways,  city  streets 
and  parks.  The  Highway  commission  will  be  glad  to  do  what  it  can  to 
help. 

Wm.  D.  Sopher. 

November  12,  1912. 

E.   A.   KiNOSLET, 

President  American  Society  of  Municipal  Improvements j 

Oriental  Hotel,  Dallas,  Tex, 
The  Massachusetts  Highway  Association,  composed  of  three  hundred 
street  superintendents,  city  and  town  engineers,  park  superintendents  and 
other  live  road  men,  urge  that  your  society  hold  its  nineteen  hundred  and 
thirteen  convention  at  Boston,  the  lovliest  and  most  interesting  convention 
city  in  the  country.    Why  not  come? 

J.  M.  McCarthy, 
Secretary. 

November  12,  1912 

E.   A.    KiNGSLEY, 

American  Society  of  Municipal  Improvements, 

Convention  Hall,  Dallas,  Texas, 
Cambridge  cordially  joins  with  Boston  inviting  your  society  to  meet 
in  Boston  next  year.  Cambridge  is  the  home  of  Harvard  University, 
Institute  of  Technology,  rich  in  historical  associations.  Lately  has  been 
opened  the  finest  subway  in  the  world.  Has  excellent  parks  and  play- 
grounds. 

J.  Edward  Barry, 

Mayor. 

November  11,  1912. 

E.   A.   KiNGSLEY, 

President  American  Society  Municipal  Improvements, 

Oriental  Hotel,  Dallas,  Texas, 
Believe  your  society  will  profit  in  membership  and  attract  interest  in 
New  England  by  holding  next  meeting  in  the  east.    Hope  society  will 
accept  Boston's  invitation  for  nineteen  thirteen. 

Giles  W.  Easterbrooks, 
Mayor  of  Pawtucket,  R,  I. 
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E.   A.   KiNOSLET, 

President  American  Society  of  Municipal  Improvements ^ 

Oriental  Hotel,  Dallas,  Texas, 
I  respectfully  urge  acceptance  of  Boston's  invitation  to  hold  nineteen 
thirteen  convention  there.    Interest  in  good  road  movement  throughout 
New  England  would  certainly  be  stimulated. 

E.  H.  Lathrop, 
Mayor  of  Springfield,  Mass. 

November  12,  1912. 

E.   A.   KlNGSLGT, 

President  American  Society  of  Municipal  Improvements, 

Oriental  Hotel,  Dallas,  Texas. 
I  hope  your  society  will  designate  Boston,  the  principal  city  of  New 
England,  for  your  convention  of  nineteen  thirteen.  The  city  of  Newton  has 
many  miles  of  highways  and  other  municipal  improvements  which  should 
be  of  interest  to  your  members  which  you  are  cordially  invited  to  inspect. 

Charles  E.  Hatfield, 
Mayor  of  Newton, 

November  12. 

E.    A.  KiNOBLBT, 

President  American  Society  of  Municipal  Improvements, 

Oriental  Hotel,  Dallas,  Tex. 
I  believe  convention  for  next  year  should  be  held  in  Boston.    All  New 
England  interested. 

Chas.  S.  Ashley, 
Mayor  of  New  Bedford,  Mass. 

November  13, 1912. 

E.   A.   KlNQSLEY, 

Oriental  Hotel,  Dallas. 

Heartily  endorse  holding  your  1913  convention  in  Boston  and  trust 
you  will  decide  to  accept  city's  invitation. 

John  L.  Hydbs, 
Tovm  Engineer  of  Westfield,  Mass, 

November  12. 

E.   A.   KlNGSLEY, 

President  American  Society  of  Municipal  Improvements, 

Oriental  Hotel,  Dallas,  Tex. 
Would  urge  as  of  great  interest  to  New  England  cities  that  Boston  be 
selected  for  your  nineteen  hundred  and  thirteen  meeting. 

Henry  Fletcher, 
Mayor  of  Providence,  R.  I, 
Walter  F.  Slade, 
Commr,  of  Public  Works. 
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November  11,  1912. 

E.   A.   KiNGSLBT, 

President  American  Society  Municipal  Improvements, 

Oriental  Hotel,  Dallas ,  Texas. 
Have  already  expressed  a  choice  for  Wilmington,  Del.,  for  nineteen 
thirteen  convention,  but  if  that  city  is  not  selected  would  favor  Boston  as 
second  choice. 

Geo.  a.  Carpenter, 
City  Engineer,  Pawtucket,  R,  I. 

The  President:  We  will  now  hear  the  report  of  the  secretary 
on  the  constitutional  amendments  proposed. 

The  Secretary:  One  of  the  amendments  suggested  yesterday 
was  amending  the  constitution  so  as  to  permit  the  adoption  of  the 
proposed  consolidation,  that  is,  permitting  the  members  of  the 
A.  S.  P.  S.  to  come  in  and  pay  two  dollars  instead  of  five  dollars. 
After  what  we  have  done,  that  is,  of  course,  unnecessary.  The 
next  was  that  we  add  to  Section  II,  Article  2,  a  provision  that 
"election  shall  take  effect  upon  the  payment  of  the  dues  to  the  end 
of  the  current  year. "  There  have  been  cases  where  gentlemen  have 
signed  application  blanks  requesting  membership  in  the  society, 
their  requests  have  been  accepted  by  the  Executive  Committee, 
their  names  appeared  upon  the  rolls  of  the  society  as  members,  and 
they  have  received  the  publications  of  the  society  for  two  years, 
and  have  not  paid  one  cent  to  the  society,  either  at  the  time  they 
entered  or  any  other  time.  That  does  not  seem  right,  and  while 
the  money  does  not  mean  so  much  to  the  society,  yet  it  does  mean 
something.  Last  year  you  may  have  noticed  we  dropped  twenty- 
nine  members  for  non-payment  of  dues,  and  quite  a  number  had 
never  paid  a  cent.  Our  rule  is  to  drop  a  member  when  he  is  two 
years  back  in  his  dues.  If  we  adopt  this,  we  shall  be  able  to 
reduce  this  somewhat  bad  showing  of  dropping  members  for  non- 
payment of  dues. 

Mr.  Smith  :  I  move  that  this  amendment  be  adopted. 
{Motion  seconded  by  Mr,  Giddings  and  carried.) 

Secretary:  At  the  previous  convention  we  provided  for  a 
Committee  on  Convention  Papers,  the  purpose  of  which  was  to 
examine  all  papers  to  be  submitted  at  the  convention  and  elimi- 
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nate  any  objectionable  matter  in  such  papers^  if  there  was  any 
such,  in  the  way  of  advertising  or  personalities  or  anything  of 
that  kind  that  might  be  objectionable.  Such  a  committee  was 
appointed.  One  of  the  members  of  the  committee  lives  in  the  far 
Northwest  where  it  takes  two  weeks  to  get  a  paper  to  him  and 
back  again;  another  is  in  Brookljni  and  another  in  Newark — 
fortunately  close  together  and  close  to  the  secretary.  It  was  also 
provided  that  the  secretary  publish  before  the  convention  as  many 
papers  as  possible,  and  we  hold  that  open  as  long  as  possible  to 
get  as  many  papers  as  we  can  and  still  be  able  to  send  out  the 
pamphlet  a  week  in  advance  of  the  convention.  To  hold  that 
open  as  long  as  possible,  and  still  to  get  the  papers  before  the 
Committee  on  Convention  Papers  means  close  connections  between 
the  secretary  and  that  committee.  This  year  Mr.  Tillson  had 
obtained  the  consent  of  Mr,  Rust  and  Mr.  Sherrerd  to  represent 
the  committee  in  passing  on  these  papers.  Mr.  Tillson  was  close 
to  me  and  I  would  send  a  messenger  over  with  the  papers,  and 
he  would  send  them  right  back.  There  is  this  year  the  additional 
difficulty  that  there  is  not  a  member  of  that  committee  at  the 
convention.  So  it  was  thought  desirable  by  the  Executive  Com- 
mittee to  amend  that  provision  so  as  to  make  the  secretary  of 
the  society  the  chairman  of  the  Committee  on  Convention  Papers. 

Mb.  Craig:  I  move  the  adoption  of  that  amendment. 
{Motion  seconded  by  Mr,  Rankin  and  carried,) 
Meeting  adjourned  to  2  'p.m. 


AFTERNOON  SESSION 

Meeting  called  to  order  by  the  President  at  2,80  o'clock. 

The  President:  We  will  finish  up  this  morning's  papers. 
I  will  ask  the  secretary  to  read  Mr.  Hazlehurst's  paper,  on  "The 
City  Engineer  and  Health  Board." 

(The  Secretary  reads  Mr,  HazlehursVs  paper,) 

The  President:  We  will  next  have  the  paper  of  Mr.  Baum- 
gartner,  city  engineer  of  Dubuque,  Iowa,  on  "Method  of  Support- 
ing Sewers  in  Deep  Fills." 

{The  Secretary  reads  Mr.  Baumgartner's  paper.) 
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The  Pbesident:  We  will  next  have  the  paper  of  Mr.  T.  C. 
Huf^ieSy  city  engiiieer  of  Tulsa,  Okla. 
(Jfr.  Hughes  reads  his  paper.) 

Mr.  Craig:  It  has  come  to  our  notice  that  the  wife  of  Mr. 
Lenderink,  of  Kalamazoo,  has  been  takm  ack  and  is  at  the  hos- 
pitaL  I  move  we  convey  to  the  husband  of  Mrs.  Lenderink  our 
sympathies  and  that  we  present  her  with  a  bouquet  of  flowers. 

(Moiion  seconded  by  Mr.  Myers  and  carried,) 

The  President:  We  will  next  have  the  report  on  Standard 
Specifications.  I  will  ask  Mr.  Fisher  to  preside  over  the  delib- 
erations of  the  committee. 

(Mr.  Fisher  reads  report  of  committee,) 

REPORT  OF  GENERAL  CO>tNnTTEE  ON   STANDARD 

SPECIFICATIONS 

Your  special  committee,  appointed  by  the  president  to  act  at 
this  convention  in  the  absence  of  the  chairman  of  the  committee  on 
standard  specifications,  begs  leave  to  present  a  communication 
from  Charles  C.  Brown,  chairman  of  said  committee,  unavoidably 
detained  by  sickness  in  his  family,  and  also  a  report  from  the  sub- 
committee on  standard  sewer  specifications,  signed  by  E.  J.  Fort, 
A.  J.  Provost,  Jr.,  and  Rudolph  Bering,  all  the  members  of  said 
committee.  Also  a  report  from  Linn  White,  chairman  of  the 
sub-committee  on  bituminous  paving.  Also  a  report  of  the  sub- 
committee on  concrete  paving  specifications,  signed  by  Fred  R. 
Charles,  chairman.  Also  a  letter  from  William  W.  Southgate 
relative  to  bituminous  pavements  not  infringing  on  patented  pave- 
ments. 

A.  W.  Dow  will  present  the  report  of  the  sub-committee  on 
wood  block  specifications. 

E.  H.  Christ  has  some  minor  suggestions  relative  to  the  brick 
specifications  heretofore  adopted. 

George  W.  Craig,  chairman  of  the  sub-committee  on  asphalt 
paving,  will  suggest  some  corrections  in  the  specifications  adopted. 

Your  general  committee  recommends  the  presentation  of  the 
foregoing  reports  to  this  convention,  and  further  suggests  that 
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the  committee  on  standard  specifications,  together  with  all  sub- 
committees, be  continued,  to  the  end  that  the  matters  may  be 
further  considered  both  by  the  sub-committees,  the  standard 
committee  and  the  society  itself,  especially  in  view  of  the  pro- 
posed amalgamation  of  the  ABsociation  for  Standardizing  Paving 
Specifications  with  this  society. 

E.  A.  Fisher,  Temporary  Chairman^ 

E.  H.  Christ, 

Geo.  W.  Craig. 

The  President:  If  there  is  no  objection,  the  report  will  be 
accepted  and  placed  on  file. 

Mr.  Fisher:  The  first  sub-committee  is  that  on  Brick  Paving. 
Mr.  Christ  is  chairman. 
(Mr.  Christ  reads  report.) 

REPORT  OF  sub-committee   ON  BRICK   PAVEMENT    SPECIFICATIONS 

Your  Committee  on  Brick  Specifications  have  but  a  few 
changes  to  submit,  and  these  are  made  to  conform  to  the  speci- 
fications adopted  by  the  Association  for  Standardizing  Paving 
Specifications  at  New  Orleans  last  January. 

The  first  paragraph  of  section  4  on  page  134  of  the  1911  Pro- 
ceedings was  changed  to  read:  *'The  brick  shall  not  lose  of  their 
weight  more  than  22  per  cent  after  being  submitted  to  the  follow- 
ing test."     And  a  footnote  is  inserted  to  read: 

Not^:  Where  medium  or  light  traffic  or  other  conditions  exist,  which, 
in  the  opinion  of  the  engineer,  do  not  require  a  brick  capable  of  giving  an 
abrasive  loss  of  22  per  cent,  brick  of  a  quality  which  will  give  a  loss  of  25 
per  cent  or  even  28  per  cent  may  be  used. 

On  page  143,  in  paragraph  4,  after  the  words  32°  F.  the  follow- 
ing was  inserted:  "and  in  no  case  shall  any  material  containing 
frost  be  used.'* 

The  word  "side"  in  the  last  line  of  the  first  paragraph  of  sec- 
tion 17  was  changed  to  "edge." 

In  the  last  part  of  paragraph  2  of  section  21,  which  read  "With 
section  21    of   said   specifications   amended  to  read  as  follows/^ 
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the  following  was  inserted:  '*with  subsequent  amendments." 
Paragraph  3  of  section  21,  to  which  the  above  refers,  was  cut  out 
entirely. 

In  section  24,  under  asphalt  filler,  the  percentage  of  bitumen 
soluble  in  carbon  disulphide  was  changed  from  92  to  98  per  cent. 

The  last  two  lines  of  section  23,  which  read  "  The  filler  shall  be 
such  that  it  retain  its  consistency  under  extreme  temperature," 
were  placed  in  paragraph  2  of  section  22  after  the  word  "joint." 

E.  H.  Christ,  Chairman, 
Henry  Mabtzel, 

F.  J.  Cellarius. 

Mr.  Hallock:  I  should  like  to  provoke  a  discussion  as  to 
whether  or  not  it  is  advisable  to  estabUsh  a  minimum  abrasion 
loss.  We  specify  a  loss  of  not  more  than  22  per  cent.  The  result 
has  been  in  Newark  that  we  are  getting  a  great  deal  of  brick  15, 
16  or  17  per  cent  of  loss,  which,  to  my  mind,  gives  us  too  hard 
a  brick.  I  think  it  will  become  necessary  to  establish  a  minimum 
as  well  as  a  maximum. 

The  President:  It  has  been  suggested  by  a  number  of  the 
members  of  these  standard  committees  that  these  points  be  taken 
up  in  the  interim  between  this  convention  and  the  next  meeting. 
These  things  come  up  just  prior  to  the  meeting,  and  in  a  day's 
time  it  is  impossible  to  get  together  the  ideas  and  data  and  statis- 
tics on  matters  of  this  kind.  It  would  be  very  beneficial  and  would 
greatly  aid  the  committees  if  the  members  would  take  up  during 
the  year  such  things  as  they  want  considered  by  the  committee 
in  the  way  of  standardizing  the  specifications. 

Mr.  Christ:  We  considered  Mr.  Hallock's  suggestion,  and 
did  intend  to  draw  up  something  along  that  line;  but  it  needs 
careful  consideration,  especially  for  anyone  putting  in  a  brick 
street  of  more  than  22  per  cent,  because  you  might  get  a  brick 
that  would  test  16,  and  another  one  25  and  the  variation  is  too 
great.  There  are  some  details  in  the  way  of  doing  this  work 
that  we  hope  to  have  further  information  on  by  the  next  meeting. 
We  have  received  from  the  National  Paving  Brick  Manufacturers 
Association  requests  for  changes  in  the  specifications.  I  will  read 
them. 


DISCUSSION  277 

Tif  the  Sub-Committee  on  Brick  Paving,  American  Society  of  Municipal 
Improvements : 

The  undersigned,  representing  the  National  Paving  Brick  Manufac- 
turer's Association,  respectfully  submits,  for  the  consideration  and  action 
of  your  Conunittee,  the  following  changes  and  modifications  in  the  brick 
pavement  specifications,  which  were  heretofore  adopted  by  your  organ- 
ization September  27,  1911,  viz: 

First :  That  Section  One,  in  the  third  line  thereof,  be  changed  to  read 
"one-fourth"  instead  of  "one-eighth;" 

Second:  That  the  word  "one-eighth,"  in  the  sixth  line  of  the  third 
paragraph  of  Section  One,  be  changed  to  read  "one-fourth;" 

Third:  That  the  word  "marked,"  in  the  second  line  of  the  second 
paragraph  of  Section  One,  be  changed  to  read  "material;" 

Note:  It  is  not  the  purpose  of  this  suggestion  to  raise  discussion  con- 
cerning open  laminations; 

Fourth ;  After  the  work  "shall,"  in  the  third  line  of  Section  Two,  in  lieu 
of  that  which  follows,  the  same  shall  be  made  to  read  "Be  assembled  and 
if  brick  in  piles  of  25  or  more  and  removed  from  the  street  immediately  after 
the  street  is  ordered  open  for  traffic"; 

Fifth:  That  instead  of  the  lines  three  and  four  of  the  third  paragraph 
of  Section  One,  ending  with  the  word  "marks,"  there  shall  be  substituted 
the  following,  "the  best  face  of  the  worst  brick  shall  not  be  over  one-eighth 
of  an  inch  out  of  a  plane  at  any  point  and  the  worst  face  of  the  worst  brick 
shall  not  be  over  three-eighths  of  an  inch  out  of  plane  at  any  point." 

Mr.  Thompson:  Have  the  words  "heavy  traffic,"  "light  traffic" 
and  "medium  traffic"  been  stricken  from  the  specifications? 

Mr.  Christ:  Yes,  but  they  have  been  put  in  under  notes,  so 
that  the  engineer  can  use  whatever  he  thinks  is  best. 

Mr.  Thompson:  Those  words  are  imfortunate.  What  would 
be  a  heavy  traffic  street  in  one  city  would  be  a  light  traffic  street 
in  another. 

Mr.  Christ:  We  only  make  standard  specifications  of  one 
kind,  and  that  is  for  the  best. 

Mr.  Dickey:  How  much  difference  is  there  in  the  percentage 
of  loss  of  brick  tested  by  the  new  rattler  as  compared  with  the 
old  standard  rattler? 

Mr.  Christ:  In  our  city  we  made  extensive  tests,  and  we 
found  about  4  per  cent  difference  where  it  was  18,  so  we  use  22 
now. 
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The  President:  The  association  as  an  association  took  no 
note  of  these  things.  These  tests  have  been  made  by  the  members 
of  this  committee  and  other  individuals. 

Mr.  Giddings:  I  move  that  we  adopt  the  report  of  the  Com- 
mittee. 

{Motion  seconded  by  Mr.  Thompson  and  carried.) 

The  President:  The  next  is  the  sub-committee  on  Bitumi- 
nous Paving,  Linn  White,  Chairman.  Mr.  Fisher  will  read  his 
report. 

REPORT   OF   COMMITTEE   ON   BITUMINOUS   PAVING 

SPECIFICATIONS 

Your  sub-committee  on  bituminous  paving  has  not  prepared 
the  report  it  desires  to  present  at  this  meeting.  As  your  commit- 
tee understands  its  instructions,  it  was  to  prepare  and  present 
specifications  for  bituminous  pavements,  particularly  what  has 
been  known  as  bituminous  concrete  pavements,  that  will  not 
infringe  upon  any  patents  for  this  class  of  construction.  This  is 
an  important  commission  and  one  not  to  be  undertaken  lightly 
or  executed  hastily.  Your  committee  appreciates  that  if  the 
seal  of  approval  of  the  American  Society  of  Municipal  Improve- 
ments should  be  set  upon  its  efforts  in  this  direction  it  is  probable 
many  engineers  would  feel  themselves  justified  in  following  the 
approved  specifications.  If  as  a  result  municipal  bodies  should 
find  themselves  involved  in  patent  litigation,  this  society,  as  well 
as  its  committee,  would  be  seriously  discredited.  Appreciating 
the  gravity  of  the  situation,  your  committee  has  desired  to  pro- 
ceed cautiously  in  the  matter  and  not  attempt  to  present  a  spec- 
ification that  has  not  been  carefully  considered,  not  only  from  an 
engineering  but  also  from  a  legal  standpoint.  Considerable 
information  along  these  lines  has  been  collected  by  your  committee 
but  has  not  been  properly  tabulated  and  discussed  by  members 
of  the  committee  nor  properly  reinforced  by  legal  advice  to  be 
presented  at  this  time.  If  this  society  should  see  fit  to  continue 
the  committee,  it  is  hoped  to  be  able  to  present  a  report  a  year 
hence  which  may  be  expected  to  carry  considerable  weight. 
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It  is  desired  to  call  the  attention  of  the  general  committee 
and  that  of  the  society  to  the  specifications  for  bituminous  con- 
crete adopted  at  the  1912  meeting  of  the  Organization  of  City 
Officials  for  Standardizing  Specifications,  which  included  two  spec- 
ifications, for  convenience  designated  as  Specification  ''X"  and 
Specification  "Y."  Specification  "Y"  was  recommended  by  the 
committee  and  adopted  by  the  organization  as  a  specification 
which  "provides  for  a  construction  about  which  there  can  be 
no  question  raised  of  patent  infringement."  The  Organization 
for  Standardizing  Paving  Specifications  holds  its  1913  meeting 
in  Pittsburgh,  at  which  no  doubt  this  particular  phase  of  the 
question  will  again  be  discussed. 

Your  sub-committee,  if  its  life  should  be  continued,  invites 
correspondence  from  the  members  of  this  society  upon  the  sub- 
ject of  patented  bituminous  pavements  and  will  be  grateful  for 
any  information  or  suggestion  upon  the  subject. 

Linn  White, 
Chairman. 

The  President:  We  will  next  have  the  report  of  Mr.  Craig's 
sub-committee  on  Asphalt  Paving. 

Mr.  Craig:  We  have  had  some  suggestions  as  to  the  improve- 
ment of  the  asphalt  paving  specifications.  We  have  gone  over 
these  matters  carefully,  and  there  are  a  few  suggestions,  largely 
those  of  corrections  to  specifications  heretofore  adopted.  I  will 
read  the  proposed  amendments.  On  page  22  of  the  pamphlet 
published  by  the  society,  after  the  word  "asphalt,"  the  last  word 
of  the  first  paragraph,  it  is  proposed  to  insert  "If  desired,  the 
contractor  may  use  an  asphalt  cement  prepared  at  the  refiners. 
To  be  acceptable,  this  asphalt  cement  must  comply  with  the  fore- 
going general  requirements  for  refined  asphalt,  as  well  as  require- 
ments a,  b,  c,  d  and  e  for  asphalt  cement." 

This  suggestion  covers  one  where  the  consumer  desires  to  use 
a  fluxed  material,  getting  it  direct  from  the  refinery. 

Then  under  paragraph  a,  the  fifth  paragraph  from  the  bottom 
of  the  page,  it  is  proposed  to  make  that  read  "weight  for  five 
seconds."  This  was  one  second.  Then  on  the  next  page,  to 
make  it  more  clear,  we  have  designated  the  sieve  that  the  material 
shall  be  retained  on. 
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{See  matter  concerning  "Binder  Stone"  and  "Sand"  as  printed 
in  the  specijications  for  Asphalt  pavement  elsewhere  in  these  Pro- 
ceedings.) 

On  page  26,  at  the  end  of  paragraph  e,  we  have  added  "the 
two  ends  of  the  briquette  to  be  pulled  apart  at  the  uniform  rate 
of  5  cms.  per  minute." 

Mr.  Ewart:  I  move  that  the  report  on  Asphalt  be  accepted. 
{Motion  seconded  by  Mr.  Nicholson  and  carried.) 

Mr.  Fisher:  The  next  is  the  report  of  the  sub-committee  on 
Wood  Block,  by  Mr.  Dow. 

Mr.  Dow:  In  presenting  to  you  the  report  of  the  Committee 
on  Wood  Block  Paving  Specifications  we  beg  to  say  that  we  have 
made  a  few  changes  in  the  specifications  presented  to  the  society 
in  1910  and  published  in  the  Seventeenth  Annual  Proceedings. 
These  changes  are  as  follows: 

In  the  paragraph  on  timber  we  have  substituted  for  "long  leaf" 
the  term  "commercial"  in  hopes  that  by  so  doing  there  will  be 
less  dispute  as  to  the  character  of  the  wood.  In  the  past  many 
have  supposed  that  specifications  calling  for  long  leaf  yellow  pine 
intended  the  botanical  interpretation  and  not  the  commercial 
interpretation  of  this  term.  To  have  a  contract  filled  with  nothing 
but  botanical  long  leaf  yellow  pine  would  be  almost  impossible 
nowadays  and  would  bring  the  pavement  to  an  excessive  price. 
For  this  reason  we  have  substituted  the  term  "commercial"  and 
intend  that  it  shall  include  good  qualities  of  loblolly  and  short  leaf 
pine  along  with  the  long  leaf  yellow  pine. 

We  have  made  a  change  in  specifying  the  number  of  annual 
rings  per  inch  by  substituting  four  for  three  as  the  minimum  num- 
ber of  rings  allowed  per  inch.  In  the  following  line  we  have  sub- 
stituted for  four  annual  rings  five  annual  rings.  These  changes 
are  made  on  accoimt  of  criticisms  that  our  specifications  allowed 
too  coarse  grain. 

In  the  paragraph  on  oil  we  have  made  considerable  change  so  as 
to  admit  a  lighter  oil  as  well  as  the  heavy  coal  tar  oil  called  for  by 
the  previous  specifications.  This  has  been  done  owing  to  criti- 
cisms of  the  former  specifications  that  they  were  too  restrictive 
and  allowed  the  use  of  a  product  manufactured  by  only  one  con- 
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cem  in  the  country.  The  oil  asked  for  is  still  a  very  heavy  oil, 
but  the  committee  unanimously  believe  that  the  best  results  can 
be  obtained  with  it.  The  specifications  now  admit  either  a  very 
heavy  distillate  oil  or  a  heavy  refined  coal  tar  mixed  with  heavy 
distillate  oil.     The  specifications  for  the  oil  now  read: 

1.  The  specific  gravity  shall  be  at  least  1.08  to  1.14  at  a  tem- 
perature of  38  degrees  C. 

2.  On  distillation,  which  shall  be  made  exactly  as  described  in 
Bulletin  No.  65  of  the  American  Railway  Engineering  and  Main- 
tenance of  Way  Association,  the  distillate  shall  not  exceed  2  per 
cent  up  to  150®C.  and  not  less  than  30  nor  more  than  50  per 
cent  at  315**C.     The  mean  of  three  determinations  to  be  taken. 

3.  Not  more  than  4  per  cent  of  the  oil  shall  be  insoluble  in  hot 
benzol  and  chloroform. 

In  all  other  respects  they  are  similar  to  those  presented  in  1910. 

Mr.  Nicholson:  Did  we  not  have  an  alternative  specifica- 
tion, using  light  and  heavy  oil? 

Mr.  Dow:  No;  this  society  never  had. 

Mr.  Richardson:  Do  I  understand  that  the  specifications  now 
drawn  do  not  admit  creosote? 

Mr.  Dow:  They  do  admit  it. 

Mr.  Richardson:  1.03  to  1.08?  That  is  the  ordinary  creosote 
oil.    That  is  the  ordinary  dead  oil  of  commerce. 

Mr.  Dow:  1.08  to  1.14  includes  the  ordinary  creosote  oil  of 
commerce.  The  District  of  Westminster,  just  outside  of  London, 
has  specified  1.08  for  their  oil  this  year. 

Mr.  Fisher:  We  have  just  received  from  Mr.  J.  W.  Howard 
the  following  telegram: 

To  help  provide  for  as  durable  wood  pavements  as  possible  and  help 
assure  competition  for  streets  where  wood  is  suitable  to  be  used,  kindly 
present  for  final  adoption  by  the  Society  my  resolution  in  reference  to  wood 
pavements  on  pages  three  hundred  eleven,  three  hundred  twelve,  proceed- 
ings of  nineteen  eleven. 
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The  resolution  he  refers  to  is  as  follows:  "Resolved,  that  in 
reference  to  wood  pavement  this  society  advises  that  cities  permit 
the  use  of  such  wood  pavements  as  have  proven  themselves  to 
be  durable  and  efficient  in  actual  use  on  streets  subject  to  severe 
climatic  conditions  and  traffic,  during  at  least  eight  or  nine  years; 
provided  this  shall  not  prevent  the  use  of  any  kind,  or  kinds,  of 
wood  pavements  or  specifications  providing  for  such  other  wood 
pavements  as  the  city  may  decide  to  construct." 

Mr.  Myers:  I  move  the  adoption  of  Mr.  Dow's  report. 

Mr.  Christ:  I  will  second  it. 

Mr.  Dow:  If  I  have  used  the  word  "creosote"  in  reading  my 
paper,  I  did  not  intend  to.  I  think  it  best  to  leave  the  word 
creosote  out  entirely.  The  specifications  we  drew  included  heavy 
grades  of  creosote  along  with  mixtures  of  coal  tar  and  creosote. 
I  think  we  should  call  it  a  coal  tar  product,  to  comply  with  the 
following  requirements. 

Mr.  Ewart:  Why  do  you  start  at  1.08? 

• 

Mr.  Dow:  Because  it  has  been  found  from  experience  that 
the  lighter  oils  ooze  out  of  the  blocks  on  the  street.  That  which 
comes  out  on  the  surface  readily  evaporates  and  gives  but  little 
trouble,  but  considerable  oozes  out  of  the  bottom  of  the  block. 
This  oozing  takes  place  to  such  an  extent  that  in  time  the  blocks 
are  left  without  the  full  qnantity  of  oil,  when  they  are  naturally 
porous,  taking  up  water  swelling  with  every  rain  or  dampening 
condition. 

Mr.  Richardson:  That  is  a  controversial  question,  in  which 
I  should  not  agree  with  Mr.  Dow,  because  the  ordinary  oil  has  been 
used  a  long  time  for  treating  telegraph  poles,  where  the  air  sur- 
face is  much  greater. 

The  President:  Two  paving  block  concerns  have  expressed 
to  me  the  fact  that  they  have  been  forced  to  abandon  the  light 
oil,  because  they  could  not  satisfactorily  procure  it;  that  they 
were  compelled  to  buy  oil  where  they  could  get  it,  and  take  what 
the  manufacturers  would  give  them. 
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Mr.  Dow  :  The  reason  why  the  light  oil  is  successfully  used 
in  piling,  telegraph  poles  and  long  timber  and  is  not  so  desirable 
in  wood  block  is  because  of  the  fact  that  oil,  being  absorbed  by 
timber  through  the  end  of  the  fiber  and  not  through  the  sides,  it 
will  much  more  readily  run  out  of  a  piece  of  timber  4  and  6  inches 
in  length,  such  as  a  wood  block,  than  it  will  out  of  a  long  telegraph 
pole  or  pile  several  feet  in  length.  There  is  also  in  a  wood  block 
a  much  greater  surface  area  of  the  fiber  end  exposed  proportion- 
ately to  the  size  of  timber  than  in  a  pile  or  pole,  thus  giving  more 
surface  area  for  the  evaporation  of  the  oil.  I  have  seen  pavements 
laid  with  light  oil,  where  the  light  oil  oozed  out  of  the  bottom  of 
the  block  into  the  sand  cushion,  and  produced  a  cementing  mater- 
ial in  the  cushion,  so  you  could  lift  up  a  square  foot  of  the  cushion. 
The  better  pavements  at  the  present  time  are  treated  with  heavy 
oil.  This  oil — 1.08  to  1.14 — can  be  obtained  abroad  and  in  this 
coimtry.  These  are  standard  specifications  and  are  supposed  to 
be  the  best  we  can  recommend.  If  a  city  wants  to  use  light  oil, 
they  are  at  liberty  to  do  so,  but  these  specifications  are  the  best 
we  know  for  treating  wood  block.  In  many  creosoting  works  they 
have  one  large  supply  tank.  These  works  may  be  treating  ties, 
telegraph  poles  and  large  timber,  and  then  will  change  to  wood 
block,  and  it  is  natural  they  want  to  use  the  same  oil  for  wood 
block  as  for  the  timber;  but  we  say  it  should  be  heavier. 

Mr.  Nicholson:  With  1.08  to  1.14  specified,  what  would  be 
the  tendency — ^towards  1.08  or  1.14? 

Mr.  Dow:  That  would  depend  on  the  price  of  creosoting  oil 
in  the  market.  If  the  heavy  oil  was  cheap,  he  would  buy  that. 
I  personally  believe  the  heavier  oils  with  the  tars  are  better  than 
the  lighter  oils. 

Mr.  Nicholson:  Could  an  engineer  specifiy.  1.10  imder  these 
specifications? 

Mr.  Dow:  I  think  so,  yes. 

Mr.  Collier:  I  think  1.08  to  1.14  is  satisfactory.  No  doubt 
the  manufacturer  will  hug  near  1.14.  Our  experience  has  been 
that  we  like  1.08  better.  We  have  never  found  blocks  yet,  down 
thirty  years  in  some  places,  devoid  of  oil  when  taken  up.     Our 
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prettiest  streets  were  put  down  with  1.04  oil.  Von  Schrenk,  our 
chemist,  last  January  in  a  paper  told  us  that  we  were  spending 
too  much  time  and  too  many  hours  of  discussion  on  the  specific 
gravity  of  oil.  He  said  any  oil  made  from  coal  tar  preparations 
will  have  germicidal  qualities  enough  to  keep  down  the  fungi. 
He  wanted  us  to  watch  the  construction  more. 

The  President:  I  think  that  is  right.  If  you  get  your  pre- 
servative (if  it  is  a  preservative)  into  the  wood,  and  get  the  pave- 
ment down  right,  and  get  the  pavement  on  the  class  of  street  it 
should  go  on,  and  not  on  a  street  where  there  is  no  traffic  at  all  or 
which  is  otherwise  not  adapted  to  that  pavement,  you  will  be  all 
right.  There  are  as  many  faults  in  the  construction  of  wood 
block  pavement  as  in  the  troubles  from  specific  gravity  of  oil. 
The  best  blocks  we  have  used  in  our  city  are  those  that  have  come 
just  a  little  under  the  specifications.  We  have  tried  to  adopt  the 
standard  specifications,  so  as  to  be  in  line  with  the  rest  of  the 
coimtry,  and  stick  to  this  heavy  oil,  but  I  know  from  past  exper- 
ience that  many  streets  laid  years  ago,  before  the  manufacturing 
concerns  forced  us  to  take  this  heavy  oil,  had  very  good  pavements. 
The  method  of  construction  should  be  looked  into  just  as  carefully 
as  the  specifying  of  an  oil  that  does  not  come  under  1.08. 

Mr.  Collier:  I  agree  in  emphasizing  the  fact  that  there  is 
a  great  deal  more  in  the  careful  construction  of  a  wood  block 
pavement  than  in  the  treatment  of  the  block.  One  thing  is  that 
you  should  have  a  very  low  crown  on  a  wood  block  street. 

Mr.  Dow:  I  believe  many  of  the  troubles  are  not  caused  bj' 
the  oil,  but  by  the  way  the  block  are  treated  after  manufacture. 
An  ordinary  pine  block  will  absorb  28  per  cent  of  oil  if  you  keep 
on  soaking  it  into  it.  In  some  methods  of  treating,  much  of  the 
water  is  dried  out  of  the  block  and  after  you  inject  18  pounds  of 
oil  you  will  then  have  a  block  with  10  per  cent  of  voids..  That 
block  will  naturally  absorb  water.  The  way  a  block  should  be 
treated  is  to  be  kept  soaked  full  of  water  and  of  oil  and  kept  wet 
until  put  down  in  the  street.  If  the  blocks  are  dried  in  transit, 
they  should  be  soaked  to  put  the  moisture  in.  The  city  of  Nor- 
folk has  taken  that  hint,  and  they  have  used  a  heavy  grade  of 
oil.  Oil  of  1.10  to  1.14  oozes  badly  when  the  blocks  are  impro- 
erly  treated.     I  have  here  about  twenty  photographs  taken  of  1.08, 
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showing  expansion  and  oozing  of  blocks  treated  with  18  pounds, 
and  you  could  not  have  anything  worse.  Cincinnati  has  had  a 
bad  experience  with  the  use  of  distillate  oil.  These  photographs 
were  taken  by  the  Bureau  of  Municipal  Research  to  show  the  cit- 
izens what  happened  to  these  blocks  laid  two  years  ago.  Here 
a  wood  block  oozed  so  badly  that  the  oil  was  tracked  onto  the 
asphalt,  and  practically  ruined  the  asphalt  pavement.  I  do  not 
say  the  coal  tar  oils  do  not  ooze,  but  this  shows  the  coal  tar  oils 
are  in  the  same  class  with  the  other  oils. 

Mr.  Anderson:  Do  the  specifications  state  as  to  the  season- 
ing of  the  wood  before  the  oil  is  applied? 

Mr.  Dow:  They  do  not,  to  any  extent. 

Mr.  Anderson:  Would  that  be  a  matter  of  significance? 

Mr.  Dow:  It  would  be  nearly  impossible  to  state  that. 

Mr.  Anderson:  Three  years  ago  at  the  Wood  Preserver's  Con- 
vention at  Chicago,  the  experts  in  charge  of  some  of  the  creosoting 
plants — ^largely  those  treating  railroad  ties  and  bridge  timbers — 
maintained  that  the  cellular  structure — ^the  fiber  in  the  wood — 
underwent  certain  changes  if  the  wood  was  not  properly  seasoned, 
both  as  to  the  extent  of  the  dryness  and  the  period  of  storage; 
that  in  one  case  the  structure  would  be  hard  so  that  the  oil  would 
not  penetrate,  and  that  in  another  case  the  cells  would  be  broken 
down  so  that  the  oil  would  penetrate  freely. 

Mr.  Dow:  That  question  is  being  argued  back  and  forth — 
that  is,  the  action  of  the  oil  on  the  wood.  I  do  not  see  any  way 
we  could  specify  the  way  of  seasoning.  We  have  foimd  that  a 
very  well  seasoned  wood  is  very  difficult  to  treat  and  is  unsatis- 
factory in  many  ways  for  treating.  Some  men  claim  that  a  green 
wood  makes  the  best  paving  block.  That  is  something  we  cannot 
very  well  do  anything  with.  There  may  be  some  further  develop- 
ments in  the  industry  that  would  enable  us  to  write  specifications 
covering  just  that  point,  but  at  present  I  do  not  see  how  we  can 
do  it. 

{Motion  carried.) 

The  President:  We  will  hear  now  the  report  of  the  sub-com- 
mittee on  Concrete  Paving,  Mr.  F.  R.  Charles,  Chairman. 
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REPORT  OF  SUB-COMMITTEE  ON  CONCRETE  PAVING 

The  sub-committee  on  concrete  paving  specifications  presents 
for  consideration  the  following  report. 

In  preparing  the  specifications  presented,  we  have  used  largely 
the  corresponding  specifications  adopted  by  the  Association  for 
Standardizing  Paving  Specifications,  changing  the  arrangement 
somewhat,  and  introducing  a  few  additions. 

It  was  thought  well  to  include  a  method  of  ascertaining  the 
suitability  of  sand  for  use  in  concrete  by  comparing  mortar  made 
thereof  with  similar  mortar  made  from  standard  Ottawa  sand. 

We  have  included  specifications  for  both  single  and  two-course 
sidewalks  and  roadways,  feeling  that  both  kinds  have  a  field  of 
usefulness. 

We  understand  that  pavements  having  a  concrete  base  with 
bituminated  wearing  surface  are  not  included  under  the  duties  of 
this  committee. 

The  question  of  joints  in  roadway  paving  is  still  under  dis- 
cussion. Mr.  L.  W.  Page  and  several  others  maintain  that  no 
joints  are  necessary.  This  committee  however,  in  view  of  present 
experience,  is  unwilling  to  recommend  a  construction  without 
joints,  although  recognizing  the  fact  that  an  absolutely  satisfac- 
tory method  of  dealing  with  these  joints  is  difficult  to  obtain. 

Fred.  R.  Charles,  Chairman. 
F.  D;  Brown, 
C.  G.  Anderson. 

SPECIFICATIONS   FOR   CONCRETE   PAVEMENT, 

CEMENT  SIDEWALKS,  AND  CONCRETE 

CURB  AND  GUTTER 

When  for  any  reason  it  is  deemed  desirable  to  iise  a  concrete 
pavement  instead  of  one  of  the  standard  formes  of  pavement^  the 
following  specifications  are  recomm^ended. 

THE  concrete 

The  concrete  to  be  used  shall  consist  of  Portland  cement,  fine 
aggregate  or  sand,  coarse  aggregate  and  water,  mixed  in  the  re- 
quired proportions. 
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Cement 

The  Portland  cement  to  be  used  shall  meet  the  requirements  of 
the  standard  speclficatiotis  for  Portland  cement  of  the  American 
Society  for  Testing  Materials  (adopted  August  16,  1909),  with 
Section  21  amended  to  read  as  follows: 

Strength 

lbs.  per  sg, 

in.  Neat 

24  hours  in  moist  air 176 

7  days  (1  in  moist  air,  6  in  water) 500 

28  days  (1  in  moist  air,  27  in  water) 600 

Provided,  however,  if  the  cement  fails  to  meet  the  requirements 
of  the  twenty-four  hour  test,  it  may,  at  the  discretion  of  the  en- 
gineer, be  held  for  further  tests,  before  being  rejected,  with  the 
mixture  of  1  cement  to  3  standard  Ottawa  sand.  In  no  case 
shall  the  increase  in  strength  at  twenty-eight  days  be  less  than 
20  per  cent  over  the  strength  shown  at  seven  days. 

All  tests  on  cement  to  be  used  shall  be  made  in  accordance 
with  the  methods  recommended  in  the  report  of  the  Committee 
on  Uniform  Tests  of  Cement  of  the  American  Society  of  Civil 
Engineers,  presented  at  the  annual  meeting  January  12,  1911,  with 
subsequent  amendments. 

Fine  Aggregate 

The  fine  aggregate  shall  consist  of  any  material  of  siliceous, 
granitic  or  igneous  origin,  which  shall  contain  less  than  5  per  cent 
of  mica,  and  shall  not  contain,  in  any  one  cubic  inch  as  taken  from 
the  pile,  more  than  7  per  cent  of  clay,  silt,  vegetable  debris  or. 
other  harmful  impurities. 

For  the  foundation,  the  aggregate  shall  be  uniformly  graded  in 
sizes  ranging  from  J-inch  diameter  down  to  that  which  will  be 
retained  on  a  number  100  standard  sieve,  not  more  than  20  per 
cent  of  such  aggregate  to  pass  a  number  50  standard  sieve. 

For  the  top  coat,  or  wearing  surface,  the  aggregate  shall  be 
uniformly  graded  in  sizes  ranging  from  J-inch  diameter  down  to 
that  which  will  pass  a  number  80  standard  sieve,  not  more  than 
10  per  cent  of  such  aggregate  to  pass  a  number  50  standard  sieve. 
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When  mixed  with  Portland  cement  in  the  proportions  of  1 
part  of  cement  to  3  parts  of  aggregate,  and  formed  into  briquettes 
in  accordance  with  standard  methods,  the  resulting  mortar  shall 
develop  a  tensile  strength  of  at  least  70  per  cent  of  the  strength 
of  the  mortar  made  of  the  same  cement  and  the  same  proportions 
of  standard  Ottawa  sand. 

Coarse  Aggregate 

The  coarse  aggregate  shall  be  clean,  sharp  and  sound  gravel, 
broken  stone,  or  crushed  slag,  having  a  specific  gravity  of  not  less 
than  2.6.  It  shall  be  free  from  all  dirt,  vegetable  matter  and  other 
foreign  substances,  uniformly  graded  in  sizes  ranging  from  ^  the 
thickness  of  the  concrete  down  to  that  which  will  be  retained  on 
a  screen  having  4  meshes  to  the  Unear  inch. 

Water 

The  water  to  be  used  in  mixing  the  concrete  shall  be  clean 
and  free  from  oil,  acid,  alkali  or  other  injurious  matter. 

Mixing 

The  ingredients  of  the  concrete  shall  be  thoroughly  mixed, 
then  sufficient  water  added  to  obtain  the  desired  consistency,  and 
the  mixing  continued  until  all  the  ingredients  are  uniformly  dis- 
tributed in  the  mass,  and  each  particle  of  the  fine  aggregate  is 
thoroughly  coated  with  cement,  and  each  particle  of  the  coarse 
aggregate  is  thoroughly  coated  with  mortar. 

If  a  mechanical  mixer  is  used,  the  materials  must  be  propor- 
tioned dry,  and  then  deposited  in  the  mixer  all  at  the  same  time; 
the  water  then  to  be  added,  and  the  mixing  continued  until  the 
concrete  produced  is  of  uniform  consistency,  with  all  the  ingre- 
dients uniformly  deposited,  and  each  particle  of  the  fine  aggregate 
is  thoroughly  coated  with  cement,  and  each  particle  of  the  coarse 
aggregate  is  thoroughly  coated  with  mortar. 

Consistency 

The  ingredients  of  the  concrete  shall  be  so  mixed  as  to  pro- 
duce a  mass  homogeneous  in  character,  and  uniform  in  color  and 
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texture,  and  of  such  consistency  that  water  will  flush  to  the 
surface  under  tamping  without  separating  the  cement  and  the 
aggregate. 

Re-4empering 

The  re-tempering  or  re-mixing  of  mortar  or  concrete  with  addi- 
tional water  after  the  concrete  has  partially  hardened  will  not  be 
permitted. 

Placing  concrete 

The  concrete  shall  be  deposited  on  the  subgrade  in  such  quan- 
tities that,  after  being  thoroughly  tamped  in  place,  it  will  be  of  the 
required  thickness,  and  the  upper  surface  shall  be  true,  uniform  and 
parallel  with  the  surface  of  the  finished  pavement.  The  convey- 
ing of  the  concrete  from  the  place  of  mixing  to  the  place  of  deposit 
must  be  conducted  in  such  a  maimer  that  no  mortar  will  be  lost 
and  the  concrete  must  be  so  handled  that  when  placed  in  the  foun- 
dation it  will  be  uniform  in  composition  throughout,  showing  no 
excess  nor  lack  of  mortar  in  any  place. 

If  the  concrete  be  transported  by  wagons  or  carts  from  a  cen- 
tral mixing  plant,  the  length  of  the  haul  shall  be  so  adjusted  and 
the  wagons  so  operated  that  the  coarser  particles  of  the  aggregate 
will  not  be  segregated  from  the  smaller  particles  of  the  concrete. 

Protection 

Mixing  concrete  during  freezing  weather  will  not  be  per- 
mitted, and  in  no  case  shall  any  frozen  material  be  used.  In  no 
event  shall  concrete  be  laid  on  a  frozen  foundation. 

When  completed,  the  concrete  shall  be  kept  moist  for  four 
(4)  days,  and  shall  be  protected  against  freezing  and  excessive 
heat  until  the  cement  has  thoroughly  set. 


CONCRETE  SIDEWALKS 
TWO   COURSE  WORK 

Ingredients  for  concrete 

The  ingredients  to  be  used  shall  comply  with  the  preceding 
specifications  for  cement,  coarse  and  fine  aggregate,  and  water. 
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Proportions  for  base 

In  preparing  concrete  for  base  in  two  course  work  the  cement 
and  aggregates  shall  be  mixed  separately,  and  then  mixed  in  such 
proportions  that  the  resulting  concrete  shall  contain  fine  aggre- 
gate to  the  amount  of  one-half  the  volume  of  the  coarse  aggregate, 
and  so  that  5^  cubic  feet  of  concrete  in  place  shall  contain  94 
pounds  of  cement. 

Thickness 

The  base  shall  be  .  .  .  inches  in  thickness,  with  the  upper  sur- 
face parallel  to  and  .  .  .  inch  below  the  grade  of  the  finished 
sidewalks.     {The  minimum  thickness  for  base  shall  be  3  inches). 

Forms 

The  concrete  shall  be  placed  in  forms  which  shall  be  smooth' 
free  from  warp,  of  sufficient  strength  to  retain  a  true  alignment, 
and  of  a  depth  to  conform  with  the  thickness  of  the  walk,  and 
shall  be  securely  anchored.  All  mortar  and  dirt  shall  be  removed 
from  forms  that  have  been  previously  used. 

The  forms  shall  be  well  staked,  thoroughly  braced,  and  set  to 
the  established  lines;  the  upper  edges  conforming  to  the  grade  of 
the  finished  walk,  which  shall  have  sufficient  fall  from  the  lot  line 
towards  the  curb  line  to  provide  for  drainage,  but  said  fall  shall  not 
exceed  f  inch  per  foot. 

The  base  shall  be  blocked  out  in  sections,  in  no  case  to  exceed 
6  feet  in  any  dimension.  The  separation  of  adjacent  sections 
shall  be  made  by  cross  forms  of  J  inch  metal  of  a  depth  to  corre- 
spond with  the  thickness  of  the  proposed  walk,  extending  the  full 
width  of  the  walk,  and  set  at  right  angles  to  the  side  forms.  They 
shall  be  left  in  place  until  the  wearing  surface  has  been  floated. 

Wearing  surface 

The  top  course  or  wearing  surface  shall  be  composed  of  1  part 
Portland  cement  and  2  parts  fine  aggregate,  mixed  with  suffi- 
cient water  to  produce  a  mortar  of  a  consistency  which  will  not  re- 
quire tamping,  but  can  easily  be  spread  into  position  with  a  straight 
edge.    This  mortar  shall  be  mixed  in  a  mortar  box,  and  shall  be 
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spread  on  the  base  immediately  after  mixing,  levelled  off  and 
trowelled  down  thoroughly  to  insure  a  perfect  contact.  In  no 
case  shall  the  wearing  surface  be  placed  after  the  cement  in  the 
concrete  base  has  set. 

After  the  wearing  surface  has  been  worked  to  an  approxi- 
mately true  plane,  the  sections  or  slab  markings  shall  be  made 
directly  over  the  joints  in  the  base.  Such  markings  shall  be  made 
with  a  tool  which  will  cut  entirely  through  and  completely  sepa- 
rate the  surface  of  adjacent  slabs. 

The  top  coat  shall  be  trowelled  to  a  uniformly  even  surface, 
and  the  top  edges  shall  be  rounded  on  all  sides  to  a  radius  of  about 
)  inch. 

The  wearing  surface  shall  be  .  .  .  inches  in  thickness.  {The 
minimum  thickness  of  wearing  surface  shall  be  J  inch,) 

The  application  of  neat  cement  to  the  surface  in  order  to  ab- 
sorb excess  water  or  to  hasten  hardening  is  prohibited. 

Protection 

When  completed  the  walk  shall  be  kept  moist  and  protected 
from  traffic  and  the  elements  for  at  least  three  days. 

ONE   COUBSE   CONCRETE  WALKS 

The  concrete  to  be  used  shall  be  proportioned  so  as  to  contain 
fine  aggregate  to  the  amount  of  one-half  the  volume  of  coarse 
aggregate,  and  so  that  4J  cubic  feet  of  concrete  in  place  shall  con- 
tain 94  pounds  of  cement. 

Consistency 

Sufficient  water  shall  be  used  in  mixing  the  ingredients  to  make 
concrete  of  such  consistency  that,  when  tamped  with  a  grate 
tamper,  the  fine  material  will  rise  to  the  surface. 

Finishing 

After  the  surface  has  been  so  tamped,  it  shall  be  finished  with 
float  or  trowelled  to  a  true  plane  having  an  even  surface.  (All 
general  requirements  same  as  heretofore  specified.) 
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CONCRETE  CURB  AND  GUTTER 

(The  specifications  for  concrete  curb  and  fpitter  are  idefitical  with 
abate  specifications  far  concrete  icalks,  except  a^  to  the  foUawing 
items): 

Forms 

The  back  forms  for  curb  shall  be  of  a  depth  equal  to  the  depth 
<rf  the  exposed  face  of  curb  plus  the  thickne^^s  of  the  pavement  and 
the  base.  The  face  forms  for  gutter  shall  have  a  depth  equal  to 
the  thickness  of  the  wearing  surface  above  the  concrete  founda- 
tion, if  the  material  to  be  used  for  the  pavement  is  other  than  con- 
crete, and  in  no  case  shall  the  thickness  of  the  gutter  be  less  than 
6  inches.  The  curb  and  gutter  shall  be  divided  into  sections  not 
to  exceed   8  feet   in   length. 

Wearing  surface 

The  wearing  surface  for  the  face  of  the  curb  shall  be  placed  on 
the  inside  of  the  face  forms  as  the  curb  is  built  up,  if  two  course 
work  is  used,  and  shall  be  .  .  .  inches  in  thickness  for  both  face 
of  the  curb  and  surface  of  the  gutter. 

For  one-course  work  the  face  of  the  curb  may  be  lightly 
plastered  with  Portland  cement  mortar  to  fill  surface  irregulari- 
ties, provided  such  plaster  is  applied  before  the  cement  in  the  body 
of  the  curb  has  set. 

Protection 

The  finished  work  shall  be  kept  moist  and  protected  against 
the  elements  for  four  daj's  and  protected  from  traffic  for  at  least 
ten  days. 

CONCRETE  ROADWAY 
TWO   COURSE  WORK 

Base 

The  cement  and  aggregates  shall  be  mixed  in  such  propor- 
tions that  the  resulting  concrete  shall  contain  fine  aggregate 
amounting  to  one-half  the  volume  of  the  coarse  aggregate,  and 
so  that  6  cubic  feet  of  concrete  in  place  shall  contain  W  pounds 
of  cement. 
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The  thickness  of  the  base  shall  be  .  .  .  inches.  (The  mini' 
mum  thickness  shall  he  6  inches,) 

The  concrete  shall  be  placed  and  tamped  so  that  all  voids  are 
filled  and  moisture  rises  to  the  surface.  The  surface  shall  be  fairiy 
true  to  grade  and  cross  section,  and  left  at  a  uniform  depth  of  .  .  . 
inches  below  the  finished  surface  of  the  roadway. 

{The  balance  of  the  specificaiions  for  concrete  base  to  be  the  same 
a«  heretofore  given,  except  as  may  be  hereinafter  provided  for  expan- 
sion joints,) 

Wearing  surface 

The  top  coat  or  wearing  surface  shall  be  composed  of  1  part  of 
Portland  cement  and  2  parts  of  fine  aggregate  mixed  with  water  in 
sufficient  quantities  to  produce  a  mortar  of  such  consistency  that 
it  will  not  require  tamping,  and  can  easily  be  spread  into  position 
with  a  templet  or  straight  edge. 

(The  balance  of  the  specifications  for  wearing  surface  the  same  cw 
heretofore  given  for  sidewalks,  except  that  the  surface  shall  be  *^  raised 
with  a  cork  or  wood  float''  to  give  it  a  rough  surface). 

The  thickness  of  the  concrete  wearing  surface  shall  be  .  .  . 
inches.  (The  minimum  thickness  for  the  wearing  surface  shall  be 
1  inch,) 

ONE  COURSE  WORK 

For  roadways  of  one  course  concrete,  the  cement  and  aggre- 
gate shall  be  so  proportioned  that  the  resulting  concrete  shall 
contain  fine  aggregate  to  the  amount  of  one-half  the  volume  of 
the  coarse  aggregate,  and  so  that  4  cubic  feet  of  concrete  in  place 
shall  contain  94  pounds  of  cement. 

Sufficient  water  shall  be  used  to  make  a  wet  concrete.  It 
shall  be  placed  and  tamped  with  a  grated  or  barred  tamper  so  as 
to  bring  the  fine  material  to  the  surface.  The  surface  shall  then 
be  finished  with  a  trowel  and  floated  as  above  specified  for  two 
course  work. 

The  thickness  of  the  pavement  shall  be  .  .  .  inches.  (The  mini- 
mum thickness  shall  be  5^  inches.) 

Provisions  for  lateral  expansion 

If  curb  be  used,  a  longitudinal  joint  with  a  full  and  clear  width 
of  at  least  1  inch  shall  be  left  between  the  curb  and  the  concrete 
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roadway.  The  joint  shall  be  fiUed  to  the  full  depth  of  the  pave- 
ment with  creosoted  soft  wood  timber  with  grain  vertical,  or  with 
suitable  asphalt  or  other  elastic  water  proof  filler  that  will  not 
become  soft  so  as  to  flow  in  warm  weather,  nor  become  hard  and 
brittle  in  cold  weather. 

No  other  longitudinal  joint  shall  be  used. 

Provisions  for  longitudinal  expansion 

Cross  joints  shall  be  made  to  the  full  depth  of  the  pavement 
at  right  angles  to  the  curb,  and  at  intervals  not  to  exceed  50  feet. 
If  wide  joints  are  used  they  shall  not  be  less  than  1  inch  in  clear 
width,  and  the  edges  thereof  shall  be  protected  by  a  vertical  metal 
plate,  cut  to  fit  the  crown  of  the  street. 

These  joints  shall  be  filled  to  the  fuU  depth  of  the  pavement 
with  creosoted  soft  wood  timber,  with  grain  vertical,  or  with 
asphalt  or  other  suitable  elastic  water  proof  filler  that  will  not 
become  soft  so  as  to  flow  in  warm  weather,  nor  become  hard  and 
brittle  in  cold  weather. 

If  the  joints  are  not  to  have  protection  on  the  edges,  they 
shall  be  not  more  than  i  inch  in  width,  and  the  edges  of  the  con- 
crete shall  be  rounded  with  a  jointer  having  as  small  a  radius  as 
possible,  not  to  exceed  J  inch. 

Protection 

All  concrete  pavements  shall  be  kept  moist  and  protected  from 
the  elements  for  four  days,  and  protected  against  traflSc  for  at 
least  ten  days  after  being  laid. 

Mr.  Fisher:  In  this  specification  of  fine  aggregate  the  com- 
mittee was  of  the  opinion  that  it  should  not  read  "free  from  clay", 
because  it  would  be  almost  impossible  to  get  that,  and  a  small 
amount  of  clay,  not  exceeding  7  per  cent,  if  distributed,  would 
not  be  objectionable. 

(Mr.  Christ  assumes  chair.) 

Mr.  Hallock:  I  would  like  to  hear  some  discussion  on  the 
percentage  of  loam  permissible  in  the  sand  used  in  making  this 
mixture,  whether  we  can  afford  to  fix  a  maximum  and  recommend 
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that  loam  be  permitted  up  to  this  maximmn;  and  also  whether 
a  small  percentage  of  loam  in  the  sand  gives  better  results  than 
sand  free  from  loam.  I  would  like  also  to  call  attention  to  the 
provision  in  these  specifications  that  specifications  for  concrete 
curb  and  gutter  shall  be  the  same  as  specifications  for  concrete 
sidewalk.  In  the  specifications  for  sidewalk  they  fix  a  maximum 
of  8  feet  in  length  for  the  section.  In  concrete  curb  and  gutter 
we  have  used  a  10-foot  length,  and  find  it  satisfactory,  and  it  makes 
a  difference  in  the  contractor's  bid  whether  you  specify  a  lO-foot 
length  rather  than  8-foot.  An  8-foot  length  requires  more  metal 
divisions  and  a  considerably  larger  outlay  on  a  large  piece  of  work. 

Mr.  Christ:  In  our  specifications  we  have  not  less  than  4 
feet  or  more  than  6  feet  in  the  curbing.  I  see  no  reason  why  they 
cannot  be  made  10  feet  long,  except  for  the  settling  of  the  founda- 
tion.   They  might  crack  before  setting,  if  you  take  the  form  off. 

Mr.  Hallock:  That  would  apply  to  an  8-foot  length  as  well 
as  a  ten.  This  makes  the  same  specification,  8-foot  length,  apply 
to  curbing  and  gutter.  I  am  speaking  of  concrete  curb  and  gutter 
combined,  especially  where  they  are  reinforced. 

Mr.  Christ:  We  do  not  lay  any  over  6  feet.  I  was  referring 
to  sidewalks. 

Mr.  Fisher:  Another  fact  we  took  notice  of  was  the  question 
whether  a  concrete  pavement  was  the  proper  kind  of  pavement 
at  all.    I  personally  would  not  use  it. 

Mr.  Anderson:  As  I  understand  it,  our  purpose  is  to  fix 
approximately  standard  specifications  for  first-class  structures.  If 
the  term  "first-class"  applies  to  pavements  as  a  whole,  it  is  one 
thing;  if  to  concrete  pavements,  that  is  another  thing.  If  it 
applies  to  pavements  as  a  whole,  I  am  placed  in  the  situation  of  an 
alderman  who  was  put  in  a  tight  place  and  he  recorded  his  vote 
this  way — **I  vote  for  this  measure,  but  under  protest."  If  it 
applies  to  concrete  pavements,  I  am  in  accord  with  the  balance 
of  the  committee.  Personally,  I  would  not  recommend  concrete 
as  a  first-class  pavement,  but  there  are  places  where  it  may  be 
used  to  advantage. 
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Mr.  Nicholson  :  I  think  the  adoption  of  that  specification  is 
all  right.  It  is  not  an  expression  of  whether  you  think  that  is  the 
best  thing  for  the  city  to  use.  What  we  want  to  recommend  is 
the  best  thing  of  its  kind.  We  do  not  say  concrete  pavement 
is  better  than  any  other,  but  that  this  is  the  best  form  of  concrete 
pavement.  If  you  are  going  to  use  concrete  pavement,  this  is 
the  best  form.  There  are  many  places  where  concrete  pavement 
can  be  used  with  good  results, — ^for  instance,  in  alleys.  We  may 
find  a  way  to  build  a  concrete  pavement  successfully  that  all  of 
us  would  agree  to. 

The  selection  of  a  pavement  has  as  much  to  do  with  its  success 
as  the  pavement  itself.  I  have  in  mind  the  injudicious  use  of  a 
wood  block  pavement  on  a  residence  street  with  no  traflSc.  The 
result  was  bad.  If  you  drew  results  from  that,  you  would  say 
a  wood  block  pavement  per  se  is  no  good,  but  that  is  not  a  proper 
conclusion.  So  if  a  man  wants  to  put  in  a  concrete  pavement, 
that  is  the  best  form  to  build  it.  They  must  exercise  their  judg- 
ment with  reference  to  putting  in  the  form  of  pavement.  I  do 
not  know  whether  we  have  recommended  any  of  those  bituminous 
binder  pavements,  but  the  other  society  did.  Some  cities  will  not 
use  them,  but  there  are  places  where  they  are  of  some  use,  and  if 
they  are  going  to  build  them,  let  us  regulate  the  building  of  them, 
so  that  there  will  be  no  faulty  construction. 

Mr.  Christ:  For  courts  and  short  streets  it  may  be  all  right, 
but  I  have  never  seen  a  good  concrete  pavement  on  a  street.  It 
might  be  well  to  say  that  the  committee  does  not  recommend  them 
for  streets. 

Mr.  Hughes:  The  specifications  refer  to  concrete  curb  and 
gutter  combined.  I  have  had  a  good  deal  of  trouble  with  them 
and  have  seen  trouble  with  them  in  other  places.  In  places  like 
a  boulevard  or  graveled  road,  or  something  like  that,  a  combined 
curb  and  gutter  makes  a  nice  appearance;  but  in  a  heavy  traflSc 
street  you  always  find  it  worn  in  ruts  next  to  the  pavement  prop>er 
of  the  street,  and  there  are  many  reasons  why  that  happens. 
Perhaps  there  should  be  some  mention  of  that  point  so  as  to  give 
the  members  the  benefit  of  other  men's  experience,  where  this 
construction  would  be  good  business  judgment. 
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In  building  a  concrete  curb  and  gutter  I  find  some  of  these 
reasons  for  the  gutter  being  bad:  The  contractor  takes  off  some 
of  the  surface  of  the  street  with  a  grading  gang.  Then  he  puts 
a  gang  to  work  to  build  the  curb  and  gutter.  Behind  them  come 
the  wheeled  scrapers,  to  clean  out  the  balance  of  the  dirt  and  they 
hit  this  curb  and  jar  it  up  before  it  gets  set.  Then  the  concrete 
carts  come  in  and  they  do  the  same  thing.  This  all  is  perhaps 
within  *two  weeks  or  a  few  days.  After  that  come  the  top  carts 
and  wagons  and  put  on  the  asphalt  or  bitulithic  or  brick,  and 
then  they  come  along  with  a  5  or  10-ton  roller  and  it  rolls  on  the 
edge  of  this  concrete  gutter.  It  may  not  break,  it  may  not  be 
visible,  it  may  look  all  right,  but  within  a  year  you  will  find  some 
of  those  pieces  where  the  crystalization  has  been  jarred  at  the 
wrong  time,  and  there  will  be  little  cracks,  and  it  will  chip  away 
and  you  have  a  hole  there. 

Mr.  Van  Zuben:  Is  there  any  definite  opinion  as  to  the  width 
of  the  concrete  gutter? 

Mr.  Christ:  We  put  in  a  great  deal  of  combination  curb  and 
gutter,  but  on  water  gravel  or  water  macadam  we  put  in  24  inches 
of  gutter  in  connection  with  the  curb,  and  outside  of  that  a  few 
rows  of  paving  brick.  Our  gutters  and  curbs  are  constructed  in 
first-class  shape  and  we  have  had  no  trouble  with  their  cracking. 
As  to  the  contractor  coining  along,  we  have  a  clause  that  protects 
the  curb  for  two  years,  and  if  he  breaks  anjrthing  he  takes  it  up 
and  puts  in  a  new  one,  and  they  are  careful. 

Mr.  Hughes:  We  make  the  contractor  take  out  some  also; 
but  on  certain  streets,  where  the  connection  is  between  the  gutter 
and  the  street  proper,  that  is  a  wearing  point,  because  it  is  gen- 
erally where  one  wheel  of  the  wagon  runs.  The  result  has  been 
in  many  streets  that  we  have  cut  out  the  curb  altogether  and 
put  in  brick. 

Mr.  Anderson:  As  to  the  permissible  maximum  allowance  of 
clay  or  loam,  we  have  thought  the  safest  way  is  to  require  that  the 
gravel  be  free  from  clay  or  loam  because  the  specifications,  as 
drawn,  practically  require  the  screening  or  washing  of  the  gravel. 
Consequently  the  occurrence  of  that  clay  or  loam  may  cause 
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actual  injury.  It  depends  probably  on  the  distribution  of 
that  impurity  through  the  gravel.  If  it  is  well  distributed  may- 
be there  is  no  harm;  if  it  is  in  bunches,  it  may  cause  harm. 

Mr.  Hallock:  There  has  been  advanced  recently  the  state- 
ment that  not  only  the  clay  loam  is  not  dangerous  to  use,  but  that 
it  is  beneficial  that  a  certain  amount  be  allowed  in  the  sand;  that 
it  aids  in  the  setting.  That  is  what  I  wanted  to  find  out,  whether 
any  benefit  was  derived  by  allowing,  say  five  per  cent. 

Mr.  Fisher:  We  allow  7  per  cent  in  our  specification,  which 
was  made  many  years  ago  by  Emil  Kuichling,  whom  I  consider 
one  of  the  most  eminent  engineers  in  matters  of  that  sort  in  the 
country.  We  have  followed  that  specification  since.  It  is  almost 
impossible  to  get  sand  absolutely  free.  Property  owners  on  a 
street  we  were  paving  this  summer  raised  the  complaint  about 
the  quality  of  sand  being  used  in  the  concrete.  I  had  the  paving 
engineer  go  there  especially  two  or  three  times,  and  they  showed 
him  what  they  thought  was  bad,  and  he  said  it  was  good.  I 
told  them  I  should  take  his  word  sooner  than  theirs,  because  he 
knew  and  they  did  not,  but  one  of  them  finally  brought  in  some  of 
the  material.  I  said  I  thought  it  was  pretty  fair,  and  I  asked 
him  to  let  me  send  it  over  to  the  laboratory,  but  he  said  he  would 
take  it  to  the  mayor.  He  took  it  down  and  brought  it  back,  and 
I  sent  it  to  the  laboratory.  The  young  man  who  made  the  test 
knew  nothing  about  where  it  came  from.  He  mixed  up  four 
briquettes  of  this  sand  and  four  of  what  they  use  for  standard 
sand.  Our  specifications  require  that  the  mortar  made  up  with 
sand  taken  from  the  street  shall  stand  at  not  less  than  70  percent 
of  the  strength  of  mortar  made  with  our  standard  sand,  and  the 
standard  sand  is  Umited  to  a  minimiim  of  150.  He  made  up  those 
four  briquettes;  first  testing  the  sand  for  loam  and  clay  and  find- 
ing about  10  per  cent,  something  over  3  per  cent  more  than  we 
allowed.  On  testing  at  the  end  of  seven  days,  the  standard 
briquettes  stood  at  something  like  200  pounds,  and  those  made  up 
of  that  sand  that  the  property  owners  said  was  not  good,  at  219. 
Our  experience  has  been  that  this  amount  of  clay,  if  properly 
distributed,  does  not  hurt  the  mortar.  If  it  was  properly  dis- 
tributed, as  in  this  case,  it  aids. 
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Mr.  Nicholson:  Was  that  clay  or  loam? 

.  Mr.  Fisher:  It  was  fine  material  that  we  were  not  able  to 
distinguish  as  clay  or  loam.    There  was  some  clay  in  it. 

Mr.  Nicholson:  The  nature  of  that  material  would  have  a 
great  deal  to  do  with  it. 

Mr.  Anderson:  About  a  year  ago  a  certain  contractor  com- 
plained because  we  rejected  certain  sand.  He  said  that  engineers 
say  5  to  10  per  cent  is  a  good  thing.  If  we  had  been  working  under 
that  clause^  we  might  have  had  some  difficulty  with  him.  The 
sand  did  not  contain  over  7  per  cent  of  clay,  but  it  was  not  uni- 
formly distributed.  If  the  engineer  finds  it  gives  good  results, 
this  seems  all  right;  but  to  provide  as  we  do  in  this  specification 
might  be  a  little  bit  dangerous. 

Mr.  Christ:  We  do  not  take  any  particular  measure,  a  cord 
or  a  foot,  and  so  we  could  compel  its  distribution. 

Mr.  Howell:  The  specifications  should,  of  course,  prohibit 
the  use  of  sands  that  contain  chunks  of  clay  or  loam.  We  have 
made  some  experiments  in  Newark  along  the  lines  of  these  tests 
stated  by  Mr.  Fisher.  When  we  took  up  the  grouting  of  granite 
blocks  some  years  ago,  Mr.  Owen,  past  president  of  this  society, 
suggested  to  me  that  a  very  small  proportion,  not  exceeding  five 
per  cent,  of  loam  or  clay  as  a  binder  was  a  good  thing.  About 
three  years  ago  we  started  the  paving  of  a  street,  an  important 
highway  carrying  considerable  traffic,  and  we  wanted  to  be  sure 
of  the  durabiUty  of  our  grouting.  We  made  a  large  number  of 
tests  of  sand  with  no  loam  or  clay,  and  also  of  sands  containing 
a  small  proportion,  not  exceeding  5  or  6  per  cent,  and  in  every 
test  the  mixture  containing  the  small  proportion  of  loam  exceeded 
in  strength  the  other.  So  there  would  seem  to  be  some  potency 
in  this  small  percentage  of  loam. 

Mr.  Myers:  About  ten  years  ago  the  University  of  Kansas 
made  a  very  elaborate  set  of  tests  along  this  line,  and  their  results 
were  almost  precisely  the  same  as  here  reported,  namely,  not 
exceeding  10  per  cent  of  well  distributed  evenly  powdered  loam 
or  clay  adds  to  the  strength  of  the  concrete.    If  you  will  write 
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to  the  dean  of  the  scientific  school  at  Lawrence,  Kansas,  you 
can  get  a  copy  of  that  report. 

You  specify  an  inch  joint  along  each  curb  in  those  specifica- 
tions. I  am  putting  in  a  number,  and  use  no  expansion  joints. 
My  concrete,  I  find,  is  strong  enough  to  hold  its  own  against 
expansion.  The  only  thing  I  have  to  provide  for  is  contraction, 
and  I  put  in  transverse  contraction  joints  ever  twenty  feet.  I 
had  a  conference  with  Mr.  Mclntyre,  the  engineer  for  the  Asso- 
ciation of  Cement  Manufacturers,  and  that  has  been  his  experi- 
ence over  a  number  of  jobs  through  the  coimtry.  We  are  getting 
good  results. 

Mr.  Nicholson:  How  do  you  make  it? 

Mr.  Myers:  I  use  a  thin  plate  such  as  is  used  for  sidewalk 
construction,  and  draw  it.  I  would  have  a  paper  joint,  but  I  find 
I  can  make  more  progress  by  using  this  method  with  a  i-inch 
templet,  and  fill  these  joints  with  asphalt  to  protect  the  edges. 

Mr.  Noble:  This  matter  of  clay  depends  entirely  on  distri- 
bution. If  the  sand  is  from  the  river  and  is  dirty  from  the  water, 
t  will  not  hurt  it  if  you  put  it  in  the  mixer  and  nm  it  long  enough, 
— the  river  water  has  rubbed  the  clay  from  the  gravel.  But  if 
you  take  it  from  the  bank,  where  the  dirt  had  lain  in  contact  with 
the  gravel  and  was  sticking  to  the  sand,  I  do  not  believe  you  could 
rub  that  off  with  the  mixing,  and  there  it  would  be  dangerous. 

Mr.  Parmley:  The  question  of  the  absolute  presence  or  ab- 
sence of  the  clay  has  been  discussed,  but  there  is  a  cause  lying 
back  of  that.  I  agree  that  a  small  percentage  of  clay  is  not  det- 
rimental, but  adds  somewhat  to  the  strength  of  the  concrete,  if 
it  does  not  exceed  5  per  cent  or  thereabouts.  But  my  observa- 
tion has  led  me  to  the  conclusion  that  the  effect  of  clay  has 
two  phases  to  it.  One  is  the  effect  of  the  clay  as  introducing  a 
substance  in  the  concrete  that  has  some  chemical  action  in  the 
hardening  of  the  concrete.  The  other  is  that,  where  you  get  the 
cleanest  sand  that  has  been  subjected  to  the  action  of  water  as  in 
rivers  and  lakes,  where  water  separation  carried  to  a  considerable 
extent  has  produced  a  clean  sand,  you  nearly  always  have  a  more  or 
less  uniform  sand  grain,  and  the  farther  water  transi>orts  it,  the 
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j5ner  it  will  be.  Along  the  Great  Lakes  we  get  a  very  beautiful 
sand,  apparently,  for  concrete  work,  but  when  you  examine  the 
sand  grains  you  find  they  are  uniform  in  size  and  that  does  not 
make  as  strong  concrete  as  a  rougher  sand  coming  out  of  the 
banks.  It  was  a  long  time  before  I  could  be  convinced  that  dirty 
looking  bank  sand  was  better  than  clean  sand,  but  it  is  so. 

Mr.  Christ:  I  believe  the  government  allows  10  per  cent  of 
clay  and  loam. 

Mr.  Colby:  Out  of  some  twenty  odd  experiments  we  made  in 
our  laboratory,  I  found  that  in  every  instance  clay  and  loam  up 
to  7  per  cent  increased  the  strength,  when  properly  disseminated. 
It  would  be  more  injurious  if  it  were  dirt  or  clay  that  adhered  to 
the  rock,  or  anything  that  created  a  film  or  separation. 

Mr.  Curless:  In  the  western  states,  Washington,  Idaho  and 
Oregon,  we  have  a  volcanic  ash.  It  is  a  fine  powder.  We  made 
some  experiments  on  pipe  by  adding  10  per  cent  of  that  to  our 
mixture,  and  we  got  denser,  stronger  pipe  than  with  ordinary 
cement  and  sand. 

Mr.  Dow:  I  have  experimented  largely  with  sand  and  have 
foimd  that  up  to  12  per  cent  of  clay  increases  the  strength,  and 
I  beheve  it  is  a  well  known  fact,  as  you  all  seem  to  have  had  that 
experience.  You  will  find  many  articles  on  that  subject  in  the 
engineering  papers.  Any  evenly  divided  siliceous  material  of  that 
sort  will  increase  the  strength  of  Portland  cement.  It  would 
appear  that  the  increase  in  strength  is  due  to  the  presence  of 
hydrate  of  silicates,  which  are  very  much  more  readily  acted 
upon  by  the  limes  in  the  cement  than  the  plain  silica  of  the  sand. 

The  Secretary:  The  objection  advanced  is  that  engineers  will 
not  be  able  to  keep  out  particles  of  clay.  Would  it  not  remove  that 
objection  if  we  changed  that  to  read  that  no  sand  in  quantities 
of  one  cubic  inch  or  less  shall  contain  more  then  seven  per  cent 
of  clay.  If  you  take  a  small  box  and  dip  it  in  the  sand,  and  do  not 
get  more  than  7  per  cent  of  clay,  you  have  your  clay  pretty  well 
distributed  through  the  sand. 

Mr.  Dow:  Would  it  not  be  well  to  specify  the  testing  of  the 
sand  that  is  to  be  used? 
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The  Secretary:  When  you  take  your  sand  to  be  tested  in 
the  laboratory,  that  sand  gets  mixed  up  and  pounded,  and  if 
there  are  any  clay  particles  there,  by  the  time  they  get  through  with 
them  in  the  laboratory  they  are  mixed  up  with  the  sand,  and  it 
is  possible  the  laboratory  experiment  might  not  meet  that  point. 
Could  we  make  it  read:  ''shall  not  contain  more  than  7  per  cent 
of  clay  in  any  1  cubic  inch  as  taken  from  the  pile."  I  will  move 
that  it  be  amended  in  that  way. 

{Motion  seconded  by  Mr.  Myers  and  carried.) 

Mr.  Christ:  The  next  point  is  as  to  changing  the  length  of 
blocks  of  sidewalk  to  6  instead  of  8  feet. 

The  Secretary:  If  you  have  a  4-foot  walk,  you  can  make  a 
4-foot  block;  if  a  5-foot  walk,  a  5-foot  block;  or  if  a  6-foot  walk, 
a  6-foot  block,  but  if  you  take  a  7-foot  block  you  are  getting  blocks 
too  large.  If  you  have  a  walk  7  feet  wide,  you  had  better  spUt 
that  and  put  in  two  3}-foot  blocks. 

Mr.  Iredell:  I  have  had  experience  with  combined  curb  and 
gutter  and  sidewalk,  and  I  believe  it  is  better  for  appearance  sake 
to  cut  the  curb  at  the  same  place  as  the  sidewalk. 

Mr.  Ewart:  Throughout  the  far  West  we  make  sidewalks  in 
2-foot  blocks,  in  2-foot  squares,  and  every  20  feet  an  expansion 
joint.  We  have  found  that  a  very  successful  method,  as  the 
blocks  are  easily  removed,  if  broken. 

Mr.  Hallock:  I  move  the  maximum  be  made  6-feet  in  width 
instead  of  eight,  as  in  the  specifications. 

{Motion  seconded  by  Mr.  Nicholson  and  carried.) 

Mr.  Christ:  The  next  question  is  that  of  a  smooth  surface 
on  sidewalks, — "troweled  to  a  smooth  surface."  We  do  not  finish 
them  to  a  smooth  surface;  we  rough  them,  either  with  a  wood 
float  or  a  bnish.  When  troweled  to  a  smooth  surface  they  become 
very  slippery. 

Mr.  Hallock:  That  would  be  difficult  to  specify  for  all  lati- 
tudes and  grades.  I  can  recall  several  cities  where,  on  level 
walks  on  streets  running  east  and  west,  they  require  the  walks 
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to  be  troweled  smooth,  but  on  streets  running  north  and  south 
where  the  sun  doesn't  strike  the  walk  a  great  deal,  or  where  there 
is  a  3  or  4  per  cent  grade,  they  require  them  to  be  rough.  I  doubt 
the  wisdom  of  specifying  either  one. 

Mr.  Nicholson:  Conditions  are  so  different  you  cannot  lay 
down  a  hard  and  fast  rule.  A  smooth  surface  would  be  dangerous 
in  one  place  and  safe  in  another.    That  is  a  matter  of  judgment. 

Mr.  Andbrson:  Could  not  that  be  made  to  read:  "A  uni- 
formly even  surface?" 

Mr.  Christ:  If  there  are  no  objections,  the  specifications  will 
be  so  changed. 

Mr.  Noble  :  If  you  require  a  man  to  furnish  a  curb  form  every 
5  feet,  there  is  a  good  deal  of  cost.  We  furnish  a  form  every 
10  feet,  and  then  allow  them  to  mark  it  half  way  for  5  feet.  We 
have  never  had  any  trouble  with  breaking  or  expansion  or  any- 
thing else,  and  I  like  them. 

Mr.  Christ:  We  use  a  16-foot  2  inch  plank  for  backing  in 
front  of  the  curb,  and  we  saw  in  the  top  a  place  for  the  templet 
to  hang  in.  It  is  easier  to  construct  a  curb  in  16-foot  lengths 
than  10. 

Mr.  Noble:  But  you  use  a  continuous  plank,  anyhow? 

Mr.  Christ:  Yes,  it  is  just  a  matter  of  hanging  the  templet 
in  this  form. 

Mr.  Hallock:  No,  that  is  not  the  only  difference.  The  great 
difference  is  going  to  be  in  the  cost  of  your  curb.  If  your  contrac- 
tor has  a  large  force,  he  will  lay  500  or  600  feet  a  day,  and  it  will 
make  a  difference  in  the  number  of  steel  templets  he  has  to  keep 
on  hand,  and  the  braces,  etc.,  and  his  bid  will  be  higher  for  a 
6-foot  length  than  a  10-foot.  They  threatened  to  run  the  cost  up 
3  cents  a  foot  on  me  if  I  changed  the  length  of  the  curb. 

Mr.  Reimer:  I  am  now  arranging  to  construct  the  gutter 
and  pave  the  street  simultaneously,  without  any  joint  except  the 
joints  20  feet  apart,  the  same  as  I  do  my  roadway  proper.    The 
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joints  are  your  weakest  place,  and  the  fewer  you  have  the  better 
you  are  off. 

Mr.  Christ:  If  you  do  that,  someone  may  pile  material  back 
of  the  curb,  and  a  rain  will  come  along  and  settle  it,  and  push  it 
out,  and  it  might  break  the  curb  if  it  is  in  such  long  lengths. 

Mr.  Ewart:  Our  concrete  base  is  built  2  feet  wider  than  the 
width  of  the  street,  and  the  curb  and  gutter  are  built  on  top  of 
the  base,  the  same  as  the  pavement.  If  an3rthing  settles,  it  must 
all  settle  together.  We  use  almost  always  armored  curb,  and 
we  make  it  in  10-foot  lengths  because  that  is  the  length  of  the  bar. 
That  is  our  practice  on  a  business  street. 

Mr.  Christ:  We  do  not  put  any  foundation  under  the  curb, 
unless  it  is  soil  that  will  not  drain  well. 

Mr.  Hallock:  We  have  just  adopted  a  6-foot  maximum  for 
side-walks,  which  would  made  it  a  6-foot  maximum  for  curb  and 
gutter.  I  therefore  move  that  the  maximum  for  curb  and  gutter 
be  made  8  feet. 

Mr.  Noble:  I  will  second  that. 
{Motion  duly  carried.) 

Mr.  Christ:  The  next  is  as  to  whether  we  shall  adopt  spec- 
ifications for  concrete  pavement. 

Mr.  Colby:  I  have  frequently  stated  in  my  practice  that  I 
would  not  recommend  a  certain  thing,  and  I  do  not  think  I  could 
be  induced  to  recommend  concrete  pavement;  except  that  in 
short  streets,  considering  all  the  factors  that  enter  into  the  case, 
initial  cost  and  benefit  to  be  derived,  I  might  recommend  it,  and 
in  my  judgment  it  is  proper  for  the  society  to  adopt  specifica- 
tions that  would  cover  concrete  pavement,  as  long  as  we  do  not 
stand  sponsor  for  the  proposition  that  they  are  the  best  pavement. 

Mr.  Hallock:  It  would  be  unwise  for  us  to  say  that  concrete 
pavements  are  worthless  in  all  places  and  under  all  conditions. 
Some  localities  demand  the  best  form  of  cheap  pavement  that  the 
engineer  can  devise,  and  it  is  possible  that  concrete  pavement  is 
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the  best  pavement  to  fill  that  demand,  and  it  is  our  duty  to  pre- 
pare the  best  specifications  for  concrete  pavement.  We  do  not 
necessarily  endorse  this  pavement.  We  simply  say,  if  you  wish 
concrete  pavement,  this  is  the  best  specification  you  can  use. 

Mr.  Fisher:  One  of  the  objections  to  making  these  specifi- 
cations and  sending  them  out  to  the  different  cities  and  towns, 
is  that  the  officials  do  not  always  discriminate.  If  there  was  some 
way  this  matter  could  go  out  from  the  society  so  that  the  average 
city  official  who  gets  it  would  understand  that  the  society  did 
not  endorse  this  as  a  pavement  for  a  street,  but  would  permit  it 
for  use  in  alleys  or  places  where  there  was  a  small  amount  of  traffic, 
I  think  it  would  be  all  right. 

Mr.  Christ:  I  believe  the  society  should  prepare  specifica- 
tions for  water  bound  macadam  as  well  as  a  gravel  street,  and 
then  have  something  attached,  that  we  do  rot  recommend  this 
as  first  class  pavement. 

Mr.  Anderson:  How  would  it  do  to  preface  the  specifications 
as  to  concrete  pavement  by  a  statement  that  where  it  is  found  not 
desirable  to  use  one  of  the  standard  forms  of  pavement,  and 
where  concrete  is  found  desirable,  the  following  specifications  shall 
prevail. 

The  Secretary:  We  might  preface  the  whole  specification 
with  an  introductory  note  that  would  cover  this. 

Mr.  Myers:  I.  move  we  have  the  committee  prepare  some- 
thing along  that  line. 

{Motion  seconded  by  Mr.  Fisher  and  carried.) 

Mr.  Iredell:  I  move  that  the  specifications,  with  the  amend- 
ments made,  be  adopted  as  a  whole. 

Mr.  Myers:  I  second  that. 

Mr.  Iredell:  I  think  the  matter  of  expansion  and  contrac- 
tion joints  is  important.  We  find  in  our  sidewalk  work  that  expan- 
sion joints  are  necessary.  If  you  do  not  put  them  in,  they  come 
together  on  the  cut  joijits,  and  shove  up.    I  think  we  would 
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shall  be  fully  excavated  for  its  entire  length  before  any  pipes 
are  laid  therein. 

Sheeting  and  bracing 

2.  Where  necesssary,  the  sides  of  the  trenches  and  excavations 
shall  be  supported  by  adequate  sheeting  and  bracing.  Steel  sheet- 
ing may  be  used  only  where  shown  on  the  plan  or  directed.  Sheet- 
ing and  bracing  will  be  paid  for  only  when  left  in  place  by  written 
order,  in  which  event  the  amount  left  in  place  will  be  paid  for  at 
the  contract  price  for  such  material.  Unless  specially  pennitted, 
sheeting  against  which  concrete  is  placed  shall  not  be  removed,  but 
such  sheeting  will  not  be  paid  for  unless  ordered  to  be  left  in 
place  to  protect  the  sides  of  the  trenches  and  excavations.  The 
contractor  will  be  held  accountable  and  responsible  for  the 
sufficiency  of  all  sheeting  and  bracing  used,  and  for  all  damage  to 
persons  or  property  resulting  from  the  improper  quality,  strength, 
placing,  maintaming  or  removing  of  the  same. 

Sheeting  in  soft  material 

3.  Where  the  material  to  be  excavated  is  of  such  a  character 
or  other  conditions  are  such  as  to  render  it  necessary,  the  sheeting 
shall  be  closely  driven  and  to  such  depth  below  the  bottom  of 
the  sewer  as  may  be  directed. 

Tunneling 

4.  All  work  shall  be  done  in  open  trenches  or  excavations, 
no  tunneling  shall  be  done  except  with  the  consent  of  the  engineer. 

Trees  and  stumps 

5.  The  contractor  shall  grub  and  clear  the  surface  over  the 
trenches  and  the  excavations  of  all  trees,  stumps,  stones,  and 
any  other  incumbrances  affecting  the  prosecution  of  the  work, 
and  shall  remove  them  from  the  site. 

Material  to  be  disinfected 

6.  If  required  by  the  engineer,  any  or  all  of  the  excavated 
material  shall  be  satisfactorilv  disinfected  or  deodorized  or 
immediately  removed  from  the  work. 
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Roadway,  sidwalks,  etc.,  to  be  kept  dear 

7.  Unless  permissiou  is  given  to  the  contrary,  the  excavated 
material  and  materials  of  construction  shall  be  so  deposited,  and 
the  work  shall  be  so  conducted  as  to  leave  open  and  free  for  pedes- 
trian traffic  all  crosswalks,  a  space  on  each  sidewalk  not  less  than 
one-third  the  width  of  the  sidewalk  and  not  less  than  3  feet  in 
width,  and  for  vehicular  traffic  a  roadway  not  less  than  8  feet  in 
width.  All  street  hydrants,  water  gates,  fire  alarm  boxes  and 
letter  boxes  shall  be  kept  accessible  for  use.  Not  more  than 
.  .  .  linear  feet  of  sidewalk  shall  be  used  at  any  time  for  storage 
of  materials  from  any  one  trench.  During  the  progress  of  the 
work  the  contractor  shall  maintain  crosswalks,  sidewalks  and 
roadways  in  satisfactory  condition,  and  the  work  shall  at  all  times 
be  so  conducted  as  to  cause  a  minimum  of  inconvenience  to  public 
travel,  and  to  permit  safe  and  convenient  access  to  private  and 
public  property  along  the  line  of  the  work. 

Surplus  material 

8.  If  all  of  the  excavated  material  cannot  be  stored  on  the 
street  in  such  a  manner  as  to  maintain  the  traffic  conditions  here- 
inbefore specified,  the  smplus  shall  be  removed  from  the  work  and 
stored.  After  the  construction  of  the  sewer,  so  much  of  this 
material  as  is  of  satisfactory  quality  and  necessary  for  the  purpose 
shall  be  brought  back  and  used  for  backfilling  the  trench. 

Material  from  first    .    .    .  feet  to  he  carted  away 

9.  Where  directed,  in  built-up  districts  and  in  streets  where 
traffic  conditions  render  it  necessary,  the  material  excavated  from 
the  first  .  .  .  feet  of  trenches  shall  be  removed  by  the  contractor 
as  soon  as  excavated,  and  the  material  subsequently  excavated, 
if  suitable  for  the  purpose,  shall  be  used  to  backfill  the  trenches 
in  which  the  sewers  have  been  built,  and  neither  the  excavated 
material  nor  materials  of  construction  shall  be  stored  on  the  road- 
ways or  sidewalks. 

Fence 

10.  Where  required  by  the  engineer,  suitable  fences  shall  be 
placed  along  the  sides  of  the  trenches  to  keep  the  streets  safe  for 
traffic. 
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Temporary  bridges 

11.  Crosswalks,  where  intersected  by  trenches,  shall  if  required 
be  temporarily  replaced  by  substantial  timber  bridges  not  less 
than  3  feet  wide,  with  side  railings.  Where  required,  suitable 
temporary  bridges  for  vehicles  shall  be  provided  and  maintained 
across  trenches. 

Disposal  of  water  from  trenches 

12.  The  contractor  shall  at  all  times  during  the  progress  of 
the  work  keep  the  trenches  and  excavations  free  from  water. 
Water  from  the  trenches  and  excavations  shall  be  disposed  of  in 
such  a  manner  as  will  not  cause  injury  to  the  public  health,  nor 
to  public  or  private  property,  nor  to  the  work  completed  or  in 
progress,  nor  to  the  surface  of  the  streets,  not  cause  any  interfer- 
ence with  the  use  of  the  same  by  the  public. 

Cost  to  be  covered 

13.  The  cost  of  all  labor  required  to  be  done  and  all  materials 
required  to  be  furnished  in  the  performance  of  all  of  the  work 
specified  in  paragraphs  1  to  12  inclusive,  except  as  otherwise  pro- 
vided, shall  be  covered  by  all  the  contract  prices  for  all  the  items 
for  which  there  are  contract  prices. 

EARTH  EXCAVATION 

14.  Earth  excavation  shall  include  the  removal  of  all  material 
other  than  rock  as  defined  in  sections  2)  and  22. 

Width  of  trench  for  sewers^  etc. 

15.  The  minimum  widths  of  trenches  in  earth  for  pipe  sewers, 
basin  connections,  house  connection  and  other  drains  not  over 
18  inches  in  diameter,  shall  be  such  as  to  give  a  clearance  of  8 
inches  on  each  side  of  the  barrel  of  the  pipe,  and  for  those  of  larger 
diameters  of  10  inches  on  each  side  of  the  barrel  of  the  pipe,  and 
all  such  trenches  shall  have  a  clear  width  equal  to  the  maxunum 
widths  of  the  cradles  of  the  sewers  to  be  laid  in  them,  when  such 
cradles  are  wider  than  the  minimum  widths  hereinbefore  speci- 
fied.'   The  minimum  clear  widths  of  trenches  in  earth  for  other 
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sewers  shall  be  the  greatest  external  width  of  the  structures, 
including  the  necessary  forms,  to  be  built  therein. 

Excavation  for  manholes,  etc. 

16.  Where  a  riser,  manhole  or  other  appurtenance  or  the 
foundation  therefor  extends  beyond  the  exterior  lines  of  the  sewer 
or  its  foundation,  the  minimum  excavation  in  earth  required  for 
the  same  shall  be  that  contained  in  a  prism  with  vertical  sides  and 
a  horizontal  section  equal  to  the  smallest  rectangle  which  will 
enclose  such  appurtenance  and  its  foundation. 

Excavation  for  receiving  ba>sinSy  etc. 

17.  The  minimum  dimensions  of  the  excavation  in  earth  for 
receiving  basins,  catch  basins  and  flush  tanks  shall  be  such  as  to 
give  a  clearance  inside  the  sheeting  of  1  foot  on  all  sides,  above 
the  foimdation,  but  in  all  such  cases  the  excavation  shall  be  large 
enough  to  include  the  foimdation  for  the  structures  shown  on 
the  plan.  The  excavation  for  concrete  catch  basins  and  flush 
tanks  shall  be  of  such  dimensions  as  to  permit  the  proper  placing 
and  removal  of  the  necessary  forms. 

Depth  of  trenches 

18.  Trenches  shall  be  excavated  to  the  depths  required  for 
the  foundations  of  the  sewers  and  appurtenances  shown  on  the 
plan,  and  where  conditions  are  such  as  to  make  it  necessary,  to 
such  additional  depths  as  may  be  directed.  Where  pipe  is  laid 
without  a  cradle,  the  bottoms  of  trenches  shall  be  excavated  to 
fit  the  lower  third  of  the  pipe,  and  excavations  shall  be  made  to 
receive  the  hubs.  All  irregularities  in  the  bottoms  of  trenches 
shall  be  filled  up  to  the  required  grade  with  suitable  material. 

Cost  to  be  covered 

19.  The  cost  of  all  labor  required  to  be  done  and  all  materials 
required  to  be  furnished  in  the  performance  of  all  the  work  spec- 
ified in  paragraphs  14  to  18  inclusive,  except  as  otherwise  provided, 
shall  be  covered  by  all  the  contract  prices  for  all  the  items  for 
which  there  are  contract  prices. 
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Additional  earth  excavations 

20.  When  there  is  a  contract  price  for  additional  earth  exca- 
vation, it  shall  cover  the  cost  of  excavating  all  material  (other 
than  rock)  ordered  to  be  excavated  beyond  the  lines  and  depths 
herein  specified  in  sections  15  to  18  inclusive,  and  also  the  cost 
of  excavating  all  material  within  the  lines  of  the  trenches  above 
the  surface  of  the  ground  as  shown  on  the  plan,  when  such  material 
has  not  been  placed  there  by  the  contractor.  This  contract 
price  shall  also  cover  the  cost  of  filling  such  excavations  with 
approved  material.  Where  no  price  is  named  in  the  contract  for 
additional  earth  excavation,  the  cost  of  the  several  items  enumer- 
ated above  shall  be  covered  by  all  the  contract  prices  for  all  the 
items  for  which  there  are  contract  prices. 

ROCK  EXCAVATION 

Definition 

21.  Rock  excavation  shall  include  the  excavation  and  removal 
of  the  following  materials: 

a.  Rock  which  shall  be  determined  to  be  of  such  a  character 
as  to  warrant  its  removal  by  blasting,  in  order  to  insure  the  prompt 
and  proper  prosecution  of  the  work. 

b.  Boulders  and  pieces  of  rock,  masonry  in  mortar,  and  con- 
crete, each  of  which  contains  1  cubic  yard  or  more,  except  the 
masonry  and  concrete  of  old  sewers  and  their  appurtenances. 

22.  Pieces  of  rock,  masonry,  concrete  or  boulders  which  fall 
or  slide  into  the  trench  from  beyond  the  lines  thereof  as  herein 
defined,  will  not  be  measured,  and  the  cost  of  the  removal  of  the 
same  shall  be  covered  by  all  the  contract  prices  for  all  the  items 
for  which  there  are  contract  prices. 

Width  of  trench 

23.  The  required  width  of  trench  in  rock  for  pipe  sewers, 
basin  connections,  house  connections  and  other  pipes  will  be  such 
as  to  give  a  clearance  of  1  foot  on  each  side  of  the  pipe,  exclusive 
of  spurs  and  hubs,  the  required  width  of  trench  in  rock  for  other 
sewers  and  drains  will  be  such  as  to  give  a  clearance  of  1  foot  on 
each  side  of  the  structure  to  be  built  therein   at  its    greatest 
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external  width.  Where  a  riser,  manhole  or  other  appurtenance,  or 
the  foundation  therefor,  extends  beyond  the  exterior  lines  of  the 
sewer  or  its  foundation,  the  excavation  in  rock  required  for  the 
same  will  be  that  contained  in  a  prism  with  vertical  sides  and  a 
horizontal  section  1  foot  wider  on  each  side  than  the  smallest 
rectangle  which  will  enclose  such  appurtenance  and  its  founda- 
tion. The  required  dimensions  of  the  excavation  in  rock  for 
receiving  basins,  catch  basins  and  flush  tanks  will  be  such  as  to 
give  a  clearance  of  1  foot  on  all  sides  above  their  foundations. 

Depth  of  trench 

24.  The  rock  shall  be  excavated  to  the  depths  required  for 
the  cradles  and  foundations  of  the  structures  as  shown  on  the 
plan. 

Measurement 

25.  The  volume  of  rock  to  be  paid  for  will  be  that  contained 
in  prisms  with  vertical  sides  and  of  such  dimensions  as  to  give  the 
widths  and  clearances  hereinbefore  specified  from  the  bottoms 
of  the  trenches,  as  specified,  to  the  surface  of  the  rock. 

Rock  stripped 

26.  Rock  shall'be  stripped  in  sections  which,  unless  otherwise 
permitted,  shall  be  not  less  than  50  feet  in  length,  and  the  engineer 
shall  then  be  notified  in  order  that  he  may  measure  the  same. 
Rock  excavated  or  blasted  before  such  measurement  is  made  will 
not  be  paid  for. 

Excavation  for  branches 

27.  Wherever  a  branch  for  a  proposed  sewer  or  extension  of 
a  sewer  is  built  in  rock,  the  required  trench  shall  be  excavated 
for  a  distance  of  not  less  than  5  feet  beyond  the  end  of  such  branch, 
in  the  direction  of  the  proposed  sewer  or  extension. 

Blasting 

28.  All  blasting  operations  shall  be  conducted  in  strict  accord- 
ance with  existing  ordinances  and  regulations  relative  to  rock 
blasting  and  the  storage  and  use  of  explosives.  Any  rock  exca- 
vation within  5  feet  of  a  water  main  less  than  36  inches  in  diame- 
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ter,  and  within  10  feet  of  a  water  main  36  inches  or  more  in 
diameter,  shall  be  done  with  very  light  charges  of  explosive,  or,  if 
directed,  without  blasting,  and  the  utmost  care  shall  be  used  to 
avoid  breaking  or  disturbing  the  main. 

Exposed  structures  to  be  protected 

29.  All  exposed  sewers,  manholes,  receiving  basins  and  other 
structures  shall  be  carefully  protected  from  the  effects  of  blasts. 
Any  damage  done  to  such  structures  shall  be  promptly  repaired 
by  the  contractor  at  his  own  expense. 

Price  to  cover 

30.  The  contract  price  for  rock  excavation  shall  cover  the 
cost  of  all  labor  and  materials  required  to  excavate  and  remove 
all  rock  as  specified,  and  without  regard  to  its  subsequent  use. 
When  there  is  no  contract  price  for  rock  excavation  the  cost  of 
of  excavating  and  removing  rock  shall  be  covered  by  all  the  con- 
tract prices  for  all  the  items  for  which  there  are  contract  prices. 

BACKFILLINO 

Backfilling  around  sewers^  etc. 

31.  Unless  otherwise  specified  or  directed,  all  trenches  and 
excavations  shall  be  backfilled  immediately  after  the  structures 
are  built  therein.  For  a  depth  of  at  least  2  feet  over  the  top  of 
sewers,  basin  connections,  house  connections  and  other  drains, 
the  material  used  for  backfilling  trenches  as  excavated  shall  be 
clean  earth,  sand  or  rock  dust.  It  shall  be  carefully  deposited 
in  uniform  layers  not  exceeding  6  inches  in  depth,  and  unless 
otherwise  permitted  each  layer  shall  be  carefully  and  solidly 
tamped  with  appropriate  tools  in  such  a  maimer  as  to  avoid  injur- 
ing or  disturbing  the  completed  work. 

Backfilling  for  remainder  of  trench 

32.  Backfilling  for  the  remainder  of  the  trenches  as  excavated 
shall  be  approved  material  free  from  organic  matter  and  contain- 
ing no  stones  over  10  inches  in  their  largest  dimensions.  Stones 
which  are  used  in  backfilling  shall  be  so  distributed  through  the 
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mass  that  all  interstices  are  filled  with  fine  material.  Backfilling 
shall  be  deposited  as  directed,  and  imless  otherwise  permitted 
shall  be  spread  in  layers  and  solidly  tamped. 

Backfilling  around  manholes^  receiving  basins,  etc. 

33.  Backfilling  within  2  feet  of  manholes,  house  connection 
drains,  receiving  basins,  inlet  basins,  flush  tanks  and  other  struct- 
ures shall  be  of  the  same  quality  as  that  specified  in  sections  32 
and  33.  It  shall  be  uniformly  deposited  on  all  sides  and  unless 
otherwise  permitted  solidly  tamped  in  such  a  manner  as  to  avoid 
injuring  the  structures  or  producing  imequal  pressures  thereon. 

Puddling 

34.  Backfilling  shall,  if  required,  be  flooded  or  puddled  with 
water  as  the  work  progresses,  instead  of  being  tamped. 

Cavities  filled 

35.  When  sheeting  is  drawn,  all  cavities  remaining  in  or 
adjoining  the  trench  shall  be  solidly  filled.  When  sheeting  is  left 
in  place,  all  cavities  behind  such  sheeting  shall  be  solidly  filled 
as  directed. 

Defi,ciency  of  filling 

36.  Unless  otherwise  shown  on  the  plan,  trenches  shall  be 
backfilled  to  the  height  of  the  surface  of  the  ground  as  it  existed 
at  the  commencement  of  the  work.  Should  there  be  a  deficiency 
of  proper  material  for  the  purpose,  the  contractor  shall  furnish 
and  place  such  additional  material  as  may  be  required. 

Temporary  bulkheads 

37.  For  retaining  backfilling  only  temporary  bulkheads  will 
be  allowed.  Such  bulkheads  shall  not  be  of  stone,  and  they  shall 
be  removed  as  the  trenches  are  backfilled. 

Curves,  branches,  etc.  not  to  be  covered 

38.  Sewers  built  on  curves,  also  drains,  basin  connections, 
house  and  sewer  connections  and  intersections,  ends  of  sewers 
and  branches  shall  not  be  covered  until  the  engineer  shall  have 
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inspected,  measured  and  located  the  same,  and  given  permission 
to  backfill  the  trenches  over  them. 

Removal  of  surplus  material 

39.  As  trenches  are  backfilled,  the  contractor  shall  remove 
all  surplus  material  and  regrade  and  leave  free,  clear  and  in  good 
order  all  roadways  and  sidewalks  to  within  .  .  .  feet  of  the  end 
of  the  completed  work.  During  the  progress  of,  and  until  the 
final  payment  for  and  acceptance  of,  the  work,  he  shall  maintain 
in  good  and  safe  condition  the  surface  of  the  street  over  all  trenches, 
and  promptly  fill  all  depressions  over  and  adjacent  to  trenches 
caused  by  settlement  of  backfilling.  In  case  of  failure  or  neglect 
on  the  part  of  the  contractor  to  comply  with  the  requirements 
of  this  paragraph  within  24  hours  after  the  service  upon  him  of  a 
written  notice  so  to  do,  the  .  .  .may  furnish  all  materials  and 
do  all  work  required,  and  the  cost  thereof  will  be  charged  to  the 
contractor  and  deducted  from  any  moneys  due  or  to  become  due 
him  under  this  contract.  All  surplus  material  or  any  part  thereof 
shall,  if  required,  be  deposited  as  directed  on  the  streets  and  ave- 
nues within  the  limits  of  this  contract  where  surfaces  are  below 
grade,  and  in  such  a  manner  as  to  leave  the  surfaces  of  the  filled 
material  even. 

Cost  included 

40.  The  cost  of  all  labor  required  to  be  done  and  all  materials 
required  to  be  furnished  in  the  performance  of  all  the  work  speci- 
fied in  sections  31  to  39  inclusive,  shall  be  covered  by  all  the  prices 
for  the  items  for  which  prices  are  named  in  the  contract. 

CEMENT 

Quality 

41.  All  cement  used  in  the  work  shall  be  high  grade  Portland 
cement  of  well-established  and  approved  brands. 

Specific  gravity;  weight 

42.  The  cement  shall  have  a  specific  gravity  of  not  less  than 
3.10  after  being  thoroughly  dried  at  212°  F.  It  shall  weigh  not 
less  than  380  pounds  net,  to  the  barrel,  4  bags  of  95  pounds  each 


SPBCIPICATIONS  FOR  SEWER  CONSTRUCTION  317 

being  considered  equivalent  to  a  barrel.  For  the  purpose  of 
measurement  one  bag  shall  be  considered  as  the  equivalent  of 
nine-tenths  of  a  cubic  foot. 

Fineness 

43.  The  cement  shall  be  dry,  finely  ground,  of  uniform  color 
and  free  from  lumps.  It  shall  leave  a  residue  of  not  more  than 
8  per  cent  by  weight  when  passed  through  a  No.  100  sieve,  and 
not  more  than  25  per  cent  when  passed  through  a  No.  200  sieve. 

Tensile  strength 

44.  Standard  briquettes  shall  develop,  within  the  periods  speci- 
fied, tensile  strength  not  less  than  that  shown  in  the  following 
table: 

Neat  cement 

lAm,  fMT  9q.  tn. 

24  hours  in  moist  air 175 

7  days  (1  day  in  moist  air,  6  days  in  water) 500 

28  days  (1  day  in  moist  air,  27  days  in  water) 600 

Mortar  consisting  of  1  part  cement  and  S  parts  of  standard  Ottawa  sandj  by 

weight 

7  days  (1  day  in  moist  air,  6  days  in  water) 180 

28  days  (1  day  in  moist  air,  27  days  in  water) 225 

The  average  of  the  tensile  strengths  developed  at  each  age 
by  the  briquettes  in  any  set  from  one  sample  will  be  considered 
the  strength  of  the  sample  at  that  age,  excluding  any  results  that 
are  manifestly  faulty.  The  average  strength  of  briquettes  at  28 
days  shall  be  greater  than  the  average  strength  at  7  days,  and  if 
tests  are  made  after  28  days  the  strength  shall  be  not  less  than 
that  at  28  days. 

Soundness 

45.  Pats  of  neat  cement,  when  tested  for  constancy  of  volume 
or  soundness,  shall  remain  firm  and  hard  and  show  no  sign  of 
checking,  cracking,  distortion  or  disintegration. 

Setting 

46.  Unless  otherwise  required,  cement  shall  not  develop  initial 
set  in  less  than  30  minutes,  and  shall  develop  final  set  in  not  less 
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than  1  hour  nor  more  than  10  hours.  Quick-setting  cement  of 
an  approved  brand  shall,  if  required,  be  kept  on  the  work  in  suflB- 
cient  quantity  to  provide  for  any  contingency  requiring  the  use 
of  the  same. 

Testing 

47.  Cement  will  be  subjected  to  such  tests  as  the  engineer 
may  deem  necessary,  and  such  tests  will  be  made  in  accordance 
with  the  methods  recommended  by  the  Committee  on  Uniform 
Tests  of  Cement  of  the  American  Society  of  Civil  Engineers. 

Retesting 

48.  Any  cement  which  shall  have  been  kept  in  storage  after 
testing  for  a  sufficient  time  to  warrant  it,  shall  be  retested.  Any 
prior  acceptance  shall  be  considered  void  and  the  acceptance  or 
rejection  of  the  cement  shall  depend  upon  the  results  of  the  latest 
tests. 

Approval  of  brand  may  be  rescinded 

49.  The  engineer  may  at  any  time  rescind  the  approval  of 
any  brand  of  cement  that  develops  qualities  which  in  his.  opinion 
unfit  it  for  use  in  the  work. 

Samples 

50.  The  contractor  shall  notify  the  engineer  of  the  arrival 
of  cement  on  the  work,  and  furnish  such  facilities  as  may  be 
required  for  obtaining  samples  for  testing.  Samples  will  be  taken 
so  as  to  fairly  represent  the  material.  The  number  of  packages 
sampled  and  the  quantity  to  be  taken  from  each  will  dei)end  upon 
the  importance  of  the  work  and  the  number  of  tests  to  be  made. 

Delivery  and  storing 

51.  Cement  shall  be  delivered  on  the  work  in  barrels  or  approved 
bags  of  uniform  size  with  the  brand  and  the  name  of  the  manu- 
facturer plainly  marked  thereon,  and  shall  be  immediately  stored 
in  a  dry  place  and  carefully  protected  from  the  weather.  A  suffi- 
cient stock  of  cement  shall  be  kept  on  the  work  in  advance  of  the 
necessity  for  its  use  to  permit  of  the  making  of  the  required  seven 
day  tests.  Except  by  written  permission,  no  cement  shall  be 
used  before  it  has  been  tested  and  accepted,  and  any  concrete 
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or  masonry  which  may  have  been  made  under  such  permission 
with  cement  that  is  subsequently  rejected,  shall  be  removed  and 
replaced  with  concrete  or  masonry  made  of  accepted  cement. 
All  cement  found  to  be  of  improper  or  inferior  quality  shall  be 
immediately  removed  from  the  site  of  the  work. 

Cost  to  he  covered 

52.  The  cost  of  furnishing,  storing  and  incorporating  cement 
in  the  work,  and  the  cost  of  samples  required  for  testing,  shall 
be  covered  by  the  contract  prices  for  the  structures  or  classes  of 
work  in  connection  with  which  the  cement  is  used. 

MORTAR 

Composition 

53.  All  mortar  used  in  the  work,  unless  otherwise  specified, 
shall  be  composed  of  1  volume  of  cement,  as  in  the  ori^nal  package, 
and  2  volumes  of  sand.  Mortar  used  in  the  haunch  walls  of 
brick  sewers  shall  be  composed  of  1  part  cement  and  3  volumes 
of  sand^ 

Sand 

54.  The  sand  shall  be  clean  and  sharp,  free  from  dirt,  loam, 
mica  and  organic  matter,  and  shall  contain  not  more  than  4  per 
cent  by  volume  of  clay,  and  no  clay  shall  be  artificially  added. 

Mixing 

55.  Mortar  shall  be  mixed  in  a  suitable  box  or  on  a  tight  plat- 
form, and  never  upon  the  ground.  The  cement  and  sand  shall 
be  thoroughly  mixed  dry,  until  the  mixture  has  a  uniform  color. 
Clean,  fresh  water  shall  then  be  added  and  the  mass  worked  until 
a  mortar  which  is  uniform  and  of  the  required  consistency  is  pro- 
duced. Mortar  shall  be  mixed  in  no  greater  quantity  than  is 
required  for  the  work  in  hand,  and  any  that  has  set  suflSciently 
to  require  retempering  shall  not  be  used. 

Freezing  weather 

56.  The  mixing  and  use  of  mortar  in  freezing  weather  shall 
be  subject  to  the  same  requirements  as  hereinafter  specified  for 
mixing  and  placing  concrete  under  similar  conditions. 
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Cost  covered 

57.  The  cost  of  all  labor  and  materials  required  to  furnish 
and  place  mortar  in  the  work,  as  specified,  shall  be  covered  bv 
the  contract  price  for  the  structure  or  class  of  work  in  connection 
with  which  the  mortar  is  used. 

CONCRETE 

CUi88  A  concrete 

58.  Class  A  concrete  shall  be  made  of  1  part  of  cement, 
2  parts  of  sand  and  4  parts  of  broken  stone  or  gravel. 

Broken  stone  for  Class  A  concrete  shall  be  hard,  soimd  and 
durable  and  shall  not  contain  loam,  clay,  organic  matter,  objection- 
able quantities  of  dust  or  other  improper  material.  Broken  stone 
for  Class  A  concrete  shall  be  the  run  of  the  crusher  that  will  pass 
through  a  screen  with  circular  openings  1,  1}  and  2  inches  in  diam- 
eter and  be  retained  on  a  screen  with  openings  }  inch  in  diameter. 
Gravel  shall  be  of  hard  sound  durable  material  equal  in  quality 
to  that  specified  for  broken  stone.  It  shall  be  clean  and  of  the 
sizes  herein  specified  for  broken  stone. 

Class  B  concrete 

m 

59.  Class  B  concrete  shall  be  made  of  1  part  of  cement,  2^ 
parts  of  sand  and  5  parts  of  broken  stone  or  gravel. 

Broken  stone,  gravel  and  sand  for  Class  B  concrete  shall  in 
all  respects  comply  with  the  requirements  specified  for  the  same 
materials  for  Class  A  concrete. 

Class  C  concrete 

60.  Class  C  concrete  shall  be  made  of  1  part  of  cement,  3 
parts  of  sand  and  6  parts  of  broken  stone  or  gravel.  Broken 
stone  for  Class  C  concrete  shall  be  the  run  of  the  crusher  that  will 
pass  through  a  screen  with  circular  openings  1,  IJ  and  2  inches 
in  diameter  and  be  retained  on  a  screen  with  circular  openings 
J  inch  in  diameter.  Gravel  for  Class  C  concrete  shall  be  as  speci- 
fied for  Class  A  concrete. 

Broken  stone,  gravel  and  sand  for  Class  C  concrete  shall  in 
all  respects  comply  with  the  requirements  for  similar  materials  for 
Class  A  concrete  except  as  to  sizes  as  above  specified. 
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Rvbble  concrete 

61.  Rubble  concrete  shall  consist  of  Class  B  concrete  with 
large  stones  embedded  therein. 

The  embedded  stones  shaU  be  hard,  soimd  and  durable,  roughly 
cubical  in  shape  and  of  such  sizes  as  may  be  deemed  suitable  for 
the  mass  in  which  they  are  to  be  used.  They  shall  be  laid  on 
their  largest  beds  and  be  so  placed  in  the  work  that  they  will  not 
be  nearer  than  9  inches  to  the  bottom  of  a  footing,  to  an  expansion 
joint,  to  any  surface  or  to  each  other.  The  stones  after  having 
been  thoroughly  cleaned  and  wetted  shaU  be  firmly  bedded  in  the 
concrete.  The  joints  shall  then  be  filled  and  the  stones  covered 
with  concrete  to  such  a  depth  that  the  spacing  specified  will  be 
obtained.  The  stones  shall  not  be  placed  directly  on  any  concrete 
which  has  acquired  its  initial  set. 

Measuring  ingredients 

62.  For  the  purpose  of  determining  the  proportions  of  the 
materials  for  concrete,  each  bag  of  cement  will  be  considered  as 
containing  iV  cubic  foot,  and  the  other  ingredients  shall  be  meas- 
ured by  an  approved  method. 

Water 

63.  Only  clean  fresh  water  shall  be  used  for  concrete. 

Mixing 

64.  Unless  permitted  to  be  mixed  by  hand,  concrete  shall  be 
mixed  in  mechanical  batch  mixers,  so  constructed  and  operated 
that  the  ingredients  of  the  concrete  may  be  accurately  measured 
and  will  be  thoroughly  mixed.  Enough  water  shall  be  added 
during  the  mixing  to  bring  the  concrete  to  the  required  consistency, 
which  generally  shall  be  such  that  the  concrete  may  be  poured 
into  place  without  causing  the  separation  of  the  stones  from  the 
mortar.  When  concrete  is  mixed  by  hand  the  broken  stone  or 
gravel  shall  be  thoroughly  wet  before  it  is  used.  The  cement 
and  sand  shall  be  mixed  m  the  proper  proportions  dry  until  the 
mixture  has  a  uniform  color.  It  shall  then  be  made  into  mortar 
of  the  desired  consistency.  The  broken  stone  shall  be  added  and 
the  entire  mass  turned  until  each  stone  is  entirely  coated  with 
mortar. 
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Placing  concrete 

65.  Concrete  shall  be  mixed  only  in  such  quantity  as  is  required 
for  the  work  in  hand,  and  any  that  has  set  sufficiently  to  require 
retempering  shall  not  be  used.  Any  concrete  in  which  the  water 
has  separatd  from  the  solid  matter  shall  be  satisfactorily  remixed 
before  being  placed.  The  concrete  shall  be  so  deposited  In  the 
work  as  to  prevent  the  separation  of  the  stone  from  the  mortar. 
It  shall  be  deposited  in  as  nearly  a  continuous  operatron  as  prac- 
ticable and  shall  be  worked,  tamped,  spaded  or  rammed  with 
suitable  tools  to  produce  a  dense  and  compact  mass.  When  the 
operation  of  placing  concrete  is  interrupted  the  concrete  in  the 
work  shall,  if  required,  be  confined  by  suitable  temporary  forms 
or  bulkheads.  When  concrete  is  to  surround  reinforcing  rods, 
structural  steel  or  wire  netting,  it  shall  be  so  deposited  as  to  work 
closely  around  such  material.  When  a  comparatively  dry  con- 
crete is  used  it  shall  be  deposited  in  horizontal  layers  not  exceed- 
ing 6  inches  in  depth  and  solidly  tamped. 

Joining  old  and  new  concrete 

66.  When  fresh  concrete  is  to  be  laid  on  or  adjoining  concrete 
already  set,  the  surface  of  the  latter  shall  be  thoroughly  cleaned, 
washed,  and  roughened,  and  coated  with  a  grout  of  neat  cement 
before  the  fresh  concrete  is  deposited. 

Forms  and  centers 

67.  The  contractor  shall  provide  all  necessary  forms  and  cen- 
ters for  shaping  concrete  wherever  used.  They  shall  be  true  to 
the  required  shapes  and  sizes,  strong  enough  and  so  secured  in 
place  as  to  withstand  all  operations  incidental  to  placing  the 
concrete,  and  watertight,  and  the  faces  against  which  the  concrete 
is  to  be  placed  shall  be  satisfactorily  smooth  and  clean.  WTien 
lumber  is  used  in  forms  and  centers  for  exposed  faces  it  shall  be 
of  seasoned  stock  and  shall  be  coated  as  directed  with  an  approved 
lubricant. 

Removal  of  forms  and  centers 

68.  Forms  and  centers  shall  be  left  in  place  until  the  concrete 
has  set  sufficiently  to  permit  their  removal  without  danger  to  the 
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structure,  and  imtil  so  much  of  the  backfilling  or  embankment 
as  may  be  directed  has  been  put  in  place.  No  forms  or  centers 
shall  be  struck  or  removed  until  permission  to  do  so  has  been 
given. 

Exposed  surf  (ices 

69.  Special  care  shall  be  used  to  secure  smooth  and  uniform 
finish  to  the  surfaces  of  concrete  which  will  be  exposed  in  the  com- 
pleted structure.  Immediately  after  the  removal  of  the  forms 
such  surfaces  if  imeven  shall  be  rubbed  smooth  to  a  uniform  and 
satisfactory  finish.  All  exposed  edges  of  concrete  shall  be  neatly 
rounded  as  directed,  and  if  any  voids,  projections  or  other  imper- 
fections be  found,  such  defects  shall  at  once  be  corrected  by  tool- 
ing, cutting  out  and  filling  with  mortar,  or  otherwise,  as  directed. 

Expansion  joints 

IQ.  Expansion  joints  shall  be  provided  in  such  manner  and 
at  such  places  as  are  shown  on  the  plan  or  as  may  be  directed. 
All  unavoidable  joints  shall  be  made  as  shown  on  the  plan  or  as 
directed. 

Depositing  concrete  under  water 

71.  Whenever  it  becomes  necessary  to  place  concrete  under 
water,  it  shall  be  deposited  by  means  of  drop-bottom  buckets, 
closed  chutes  or  other  approved  method.  Concrete  so  deposited 
shall  be  carefully  spread  without  tamping. 

Freezing  weather 

72.  In  freezing  weather,  until  the  temperature  falls  to  24?  F. 
the  water  used  for  concrete  shall,  if  directed,  be  heated  to  an 
approved  temperature,  and  if  directed,  1  per  cent  by  weight  of 
salt  shall  be  added  to  the  water  for  each  degree  Fahrenheit  that 
the  temperature  of  the  air  is  below  32°  F.  Other  materials  for 
concrete  shall  be  heated  sufficiently  to  remove  all  frost  and  ice. 
No  concrete  shall  be  laid  when  the  temperature  of  the  air  is  below 
24°  F. 

Protection 

73.  Concrete  shall  be  allowed  to  set  for  such  time  as  may  be 
directed  before  it  is  worked  or  walked  upon,  or  before  backfilling 
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or  other  material  is  placed  upon  or  against  it.  It  shall  not  be 
flooded  with  water  until  it  has  sufiiciently  set.  Concrete  shall 
be  carefully  protected  from  injury  by  freezing  and  from  the  dr3ang 
effects  of  the  sun  and  wind  by  covering  it  with  canvas,  bagging, 
hay  or  other  suitable  and  approved  materials.  Such  protection 
shall  be  placed  as  soon  as  the  concrete  is  in  condition  to  receive 
it,  and  except  in  freezing  weather,  the  covering  as  well  as  the  con- 
crete shall  be  kept  wet  for  such  time  as  may  be  directed. 

Measurement 

74.  The  amount  of  concrete  to  be  paid  for  as  such  will  be  all 
concrete  put  in  place  as  shown  on  the  plan  or  as  directed,  except 
such  concrete  shown  on  the  plan  as  parts  of  structures  for  which 
there  are  contract  prices  and  the  cost  of  which  is  hereinafter 
specified  as  covered  by  the  contract  prices  for  such  structures. 

Prices  to  cover 

75.  The  contract  prices  for  the  various  classes  of  concrete 
shall  cover  the  cost  of  all  labor  and  materials  required  to  furnish, 
place  and  remove  all  necessary  forms  and  centers,  and  to  make, 
place  and  protect  the  concrete  as  specified. 

BRICK  MASONRY 

Qiudity  of  bricks 

76.  All  bricks  used  in  the  work  shall  be  sound  €uid  hard  burned 
throughout,  and  of  uniform  size  and  quality.  If  required,  the 
bricks  shall  be  culled  immediately  after  thej'^  are  brought  on  the 
work  and  all  bricks  which  are  warped,  cracked  or  of  improper 
size,  shape  or  quality  shall  be  at  once  removed.  The  proportion 
of  bats  permitted  will  be  determined  according  to  the  character 
and  location  of  the  work  in  which  they  are  to  be  used.  When 
bricks  are  used  for  lining  inverts  and  in  neat  arch  courses  of  sewers 
they  shall  be  specially  selected  and  no  bats  shall  be  used  except 
for  closers. 

Vitrified  bricks 

77.  Where  shown  on  the  plan,  vitrified  bricks  of  approved  size 
and  quality  shall  be  furnished  and  laid.     After  having  been  thor- 
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oughly  dried  and  then  immersed  in  water  for  24  hours  they  shall 
not  absorb  more  than  4  per  cent  of  their  weight  of  water. 

How  laid 

78.  Bricks  shall  be  satisfactorily  wet  when  being  laid  and 
each  brick  shall  be  laid  in  mortar  so  as  to  form  full  bed,  end  and 
side  joints  in  one  operation.  The  joints  shall  be  not  wider  than 
I  inch,  except  when  the  bricks  are  laid  radially,  in  which  case 
the  narrowest  part  of  the  joint  shall  not  exceed  J  inch.  The 
bricks  shall  be  laid  in  a  workmanlike  manner,  true  to  line,  and 
wherever  practicable  the  joints  shall  be  carefully  struck  and  pointed 
on  the  inside.  Brickwork  shaU  be  laid  with  a  satisfactory  bond, 
and  as  it  progresses  shall  be  racked  back  in  courses,  unless  other- 
wise permitted. 

BRICKWORK 

Protection 

79.  All  fresh  brickwork  shall  be  carefully  protected  from  freez- 
ing and  from  the  drying  effects  of  the  sun  and  wind,  and  if  required, 
it  shall  be  sprinkled  with  water  at  such  intervals  and  for  such 
a  time  as  may  be  directed.  Brickwork  shall  be  protected  from 
injuries  of  all  sorts,  and  all  portions  which  may  become  damaged 
or  may  be  found  defective  shall  be  repaired,  or  if  directed, 
removed  and  rebuilt. 

Freezing  weather 

80.  In  freezing  weather  bricks  shall  be  heated  sufficiently  to 
remove  all  ice  and  frost. 

Measurement 

81.  The  amount  of  brick  masonry  to  be  paid  for  as  such  will 
be  all  brick  masonry  built,  as  shown  on  the  plan  or  as  directed, 
except  such  brick  masonry  shown  on  the  plan  as  parts  of  structures 
for  which  there  are  contract  prices  and  the  cost  of  which  is  herein- 
after specified  to  be  covered  b}'^  the  contract  prices  for  such  struc- 
tures. 
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Price  to  caver 

82.  The  contract  price  for  brick  masonry  shall  cover  the  cost 
of  all  labor  and  materials  required  to  build  and  protect  the  same 
as  specified. 

CUT  STONES 

Materials 

83.  Where  shown  on  the  plan,  cut  stones  of  the  required  kind, 
form,  dimensions  and  finish,  shall  be  furnished  and  accurately 
set  in  full  beds  of  mortar.  The  stones  shall  be  sound,  durable, 
and  free  from  rifts,  seams  and  laminations,  and  other  imper- 
fections. 

Cost  covered 

84.  The  cost  of  all  labor  and  materials  required  to  furnish  and 
set  cut  stones  as  specified  shall  be  covered  by  the  contract  price 
for  the  structure  or  class  of  work  in  connection  with  which  they 
are  used. 

CEMENTED  RUBBLE  MASONRY 

Materials 

85.  Stones  for  rubble  masonry  shall  be  hard,  sound,  free  from 
checks  and  shakes,  as  nearly  rectangular  as  practicable,  and  un- 
less used  for  trimming  or  closers,  not  less  than  6  inches  thick. 
The  stones  shall  be  cleaned  and  wetted  immediately  before  being 
placed  in  the  work;  they  shall  be  laid  on  their  natural  beds,  in 
fuUbeds  and  joints  of  mortar,  with  spalls  firmly  embedded  therein. 
In  walls,  one-third  of  the  stones  shall  be  headers  extending 
through  the  walls  where  the  same  do  not  exceed  3  feet  in  thick- 
ness. 

How  laid 

85a.  All  rubble  masonry  laid  in  mortar  shall  be  laid  to  line, 
thoroughly  and  satisfactorily  bonded,  and  in  courses  roughly  lev- 
elled up.  When  the  laying  of  rubble  masonry  in  mortar  is  inter- 
rupted the  tops  of  the  courses  shall  be  left  unplastered.  No 
dressing  or  tooling  shall  be  done  on  or  upon  any  stone  after  it  is 
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in  place.  Immediately  before  any  rubble  masomy  in  mortar  is 
laid  on  or  against  any  such  masonry  in  which  the  mortar  has  set, 
the  surface  of  such  masonry  shall  be  thoroughly  cleaned  and 
wetted.  Rubble  masonry  laid  in  mortar  shall  not  be  laid  in  freez- 
ing weather. 

Pointing 

86.  When  the  faces  of  rubble  masonry  laid  in  mortar  will  be 
exposed  to  view  in  the  finished  work,  the  joints  in  such  faces  shall 
be  raked  out  to  a  depth  of  not  less  than  1  inch  and  neatly  pointed 
with  mortar  composed  of  1  part  cement  and  2  parts  sand. 

Measurement 

87.  The  amoimt  of  rubble  masonry  laid  in  mortar  to  be  paid 
for  as  such  will  be  all  cemented  rubble  masonry  built  as  shown 
on  the  plan  or  as  directed,  except  such  shown  on  the  plan  as  being 
part  of  structures  for  which  there  are  contract  prices,  and  the 
cost  of  which  is  hereinafter  specified  to  be  covered  by  the  contract 
prices  for  such  structures. 

Price  to  cover 

88.  The  contract  price  for  cemented  rubble  masonry  shall 
cover  the  cost  of  all  labor  and  materials  required  to  construct  the 
same,  as  specified. 

DRY  RUBBLE  MASONRY 

How  laid 

89.  Dry  rubble  masonry  shall  conform  to  the  requirements 
specified  in  sections  85  and  87,  except  those  that  relate  to  the  use 
of  mortar.  All  joints  shall  be  thoroughly  pinned  and  wedged 
with  suitable  spalls. 

Price  to  cover 

90.  The  contract  price  for  dry  rubble  masonry  shall  cover  the 
cost  of  all  labor  and  ipaterials  required  to  construct  the  same,  as 
specified. 
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STONE   BALLAST 

Qiudity 

91.  Stone  ballast  shall  be  broken  stone,  clean,  sound,  hard  and 
roughly  cubical  in  shape  and  unless  otherwise  shown  on  the  plan 
or  directed,  of  sizes  ranging  from  1  inch  to  4  inches.  Cobbles, 
If  satisfactory,  may  be  used. 

Price  to  cover 

92.  The  contract  price  for  stone  ballast  shall  cover  the  cost 
of  all  labor  and  materials  required  to  furnish  and  place  the  same 
as  specified. 

STRUCTURAL  STEEL 

Qiiality 

93.  All  structural  steel  used  shall  be  medium  steel  and  rivet 
steel  made  by  the  open  hearth  process  and  shall  conform  to  the 
latest  revised  Standard  Specifications  for  Structural  Steel  for 
Buildings  adopted  by  the  American  Society  for  Testing  Materials, 
and  such  tests  as  may  be  required  shall  be  made  in  accordance 
therewith  and  at  the  places  hereinafter  specified.  The  chemical 
and  physical  properties  of  the  steel  shall  be  as  follows: 


Properties  oonaldered 


Medium  stetd 


Phosphorus  (maximum) 

Ultimate   tensile  strength, 

pounds  per  square  inch 

Yield  point 

Elongation,  per  cent  in  8  inches 

(minimum^ 

Character  of  fracture 

Cold  bend  without  fracture.... 


Rtvetateel 


0.06  per  cent 

55,000—65,000 
}  ult.  tens.  str. 

JU400^000 
ult.  tens.  str. 

Silky 

180**  to  diameter   of 
1  thickness 


0.06  per  cent 

48,000-^58,000 
)  ult.  tens.  str. 

1,400.000 
ult.  tens.  str. 
Silky 

180*  flat. 


Finish 

94.  All  finished  material  shall  be  free  from  injurious  seams, 
flaws  and  cracks,  and  have  a  workmanlike  finish. 
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Variation  in  weight 

95.  When  steel  is  inspected  at  the  mill  or  shop  all  pieces 
(except  plates),  which  vary  in  weight  more  than  2^  per  cent  from 
that  specified,  shall  be  rejected,  when  steel  is  not  inspected  mitil 
it  is  delivered  on  the  work  such  variation  in  weight  will  be  sufficient 
cause  for  rejection  when  in  the  judgment  of  the  engineer  the  safety 
of  the  work  will  be  impaired  thereby. 

Workmanship 

96.  All  structural  steel  shall  be  in  accordance  with  the  plan 
and  approved  shop  drawings.  All  details  not  shown  on  the  plan, 
and  all  workmanship  and  finish  shall  be  equal  to  the  best  current 
practice  in  similar  work  for  buildings. 

Anchor  bolts 

97.  Anchor  bolts  and  expansion  bolts  shall  be  furnished  where 
required  and  set  in  place  as  directed.  When  holes  are  drilled  in 
masonry  or  concrete  for  such  bolts,  the  holes  shall  be  washed  clean 
and  the  bolts  shall  be  firmly  embedded  in  a  mortar  composed  of 
equal  parts  of  cement  and  sand,  unless  other  material  is  shown 
on  the  plan. 

Melt  numbers 

98.  Test  specimens  and  every  finished  piece  of  steel  shall  be 
stamped  with  melt  or  blow  number,  except  that  small  pieces  may 
be  shipped  in  bundles  securely  wired  together,  with  the  melt  or 
blow  number  on  a  metal  tag  attached. 

Tests  and  inspections 

99.  The  required  tests  and  inspections  of  structural  steel  shall, 
if  directed,  be  made  at  the  mills  and  shops  by  the  city's  authorized 
inspector.  The  contractor  shall  notify  the  engineer  as  to  the 
mills  and  shops  which  are  to  supply  the  steel,  sufficiently  in 
advance  to  enable  the  engineer  to  arrange  for  such  tests  and 
inspections  and  the  mills  and  shops  shall  aflFord  every  facility  for 
making  the  same. 
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MiU  certificcUes 

100.  If  it  is  decided  not  to  make  the  tests  and  inspections  at 
the  mills,  then  mill  certificates  showing  the  properties  of  each  melt 
of  which  the  steel  is  made  will  be  accepted  for  consideration. 

Shipping  invoices 

101.  The  contractor  will  be  required  to  furnish  complete  copies 
of  shipping  invoices  with  each  shipment  of  steel. 

CertificateSy  etc.  for  information  only 

102.  Steel  will  not  be  accepted  imtil  the  reqviired  inspector's 
reports  or  mill  certificates  are  received.  All  tests,  inspection, 
reports  and  certificates  are  for  the  information  of  the  engineer,  and 
he  shall  not  be  precluded  on  account  thereof  from  requiring  or 
making  any  further  tests  which  he  may  deem  necessary. 

Shop  drawings 

103.  The  contractor  shall  prepare  complete  and  accurate  shop 
drawings  of  all  steel  work,  and  no  shop  work  shall  be  done  imtil 
such  drawings  shall  have  been  approved.  The  contractor  shall 
furnish  to  the  engineer  3  complete  sets  of  prints  of  the  approved 
shop  drawings. 

Painting 

104.  All  steel  shall  be  thoroughly  cleaned  of  scale,  rust,  oil 
and  dirt,  and  unless  otherwise  directed,  those  parts  which  are  not 
to  be  bedded  in  concrete  shall  be  painted  with  a  priming  coat  of 
the  best  red  lead  and  linseed  oil  or  such  other  paint  of  equivalent 
value  as  may  be  directed.  After  erection,  the  metal  which  will 
be  exposed  in  the  finished  work  shall  be  evenly  painted  with  2 
coats  of  approved  paint.  No  painting  shall  be  done  on  wet 
surfaces. 

Measurement 

105.  The  amount  of  structural  steel  paid  for  as  such  will  be 
all  structural  steel  placed  in  the  work  in  accordance  with  the  plan 
or  directions,  except  any  excess  greater  than  2\  per  cent  above 
the  weight  required,  and  except  such  structural  steel  shown  on 
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the  plan  as  part  or  parts  of  structures  for  which  there  are  contract 
prices,  and  the  cost  of  which  is  hereinafter  specified  to  be  covered 
by  the  contract  prices  for  such  structures. 

Price  to  cover 

106.  The  contract  price  for  structural  steel  shall  cover  the  cost 
of  all  labor  and  materials  required  to  furnish,  fabricate,  erect  and 
paint  the  same,  to  furnish  all  test  pieces,  to  prepare  and  furnish 
prints  of  shop  drawings,  and  to  driU  holes  for  and  set  anchor  and 
expansion  bolts,  where  required,  all  as  specified. 

STEEL  REINFORCEMENT  BARS 

Shape 

107.  Steel  bars  for  reinforcing  concrete  shall  be  of  such  shape 
as  to  afford  an  approved  mechanical  bond  with  the  concrete  and 
to  insure  intimate  contact  between  the  steel  and  concrete.  Plain 
bars  may  be  used  only  when  shown  on  the  plan. 

Samples 

108.  The  contractor  shall  indicate  the  type  of  bars  propc^ed 
to  be  used,  and  if  required  shall  furnish  samples  thereof,  and  he 
is  cautioned  not  to  place  the  order  for  bars  until  the  t3rpe  has 
been  approved. 

Size 

109.  Each  bar  shall  have  a  net  cross  sectional  area  equivalent 
to  that  designated  on  the  plan  or  required,  or  it  shall  be  the  com- 
mercial size  of  the  approved  type  of  bar  having  a  net  cross  sec- 
tional area  next  larger  than  that  designated  or  required. 

Variaiion  in  weight 

110.  Reinforcement  bars  will  be  rejected  if  the  actual  weight 
varies  more  than  5  per  cent  from  their  theoretical  weight,  as 
shown  by  the  manufacturer's  tables.  For  weighing  reinforcement 
bars  the  contractor  shall,  whenever  required,  provide  an  accurate 
scale  of  an  approved  type,  with  a  capacity  of  not  less  than  500 
pounds. 
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Qiudiiy 

111.  All  steel  for  reinforcement  bars  shall  be  made  by  the  open 
hearth  process,  and  shall  conform  to  the  latest  revised  Standard 
Specifications  for  Steel  Reinforcement  Bars  adopted  by  the  Ameri- 
can Society  for  Testing  Materials. 

The  chemical  and  physical  properties  of  the  steel  shall  be  as 
follows:     (See  page  332.) 

112.  Reinforcement  bars  shall  be  rolled  from  billets  of  new 
steel;  they  shall  be  straight  and  free  from  seams,  flaws,  cracks 
and  imperfections  of  all  kinds. 

Tests  and  inspections 

113.  The  provisions  of  sections  95,  98,  99,  100  and  102  relating 
to  tests  and  inspections  of  structural  steel  shall  also  apply  to  tests 
and  inspections  of  steel  reinforcement  bars. 

114.  Test  pieces  18  inches  long  may  be  cut  from  any  of  the 
bars  delivered  on  the  work,  and  the  failure  of  any  test  piece  to 
meet  the  specified  requirements,  or  the  failure  of  any  bar  when 
being  tested  or  handled  shall  be  deemed  sufficient  cause  for  the 
rejection  of  all  steel  from  the  melt  from  which  the  test  piece  or 
bar  was  made. 

Protection 

115.  Bars  shall  be  protected  at  all  times  from  mechanical 
injury  and  from  the  weather,  and  when  placed  in  the  work  they 
shall  be  free  from  dirt,  scale-rust,  paint  and  oil.  Bars  which  are 
to  be  embedded  in  concrete  but  which  remain  exposed  for  some 
time  after  being  placed  in  the  work,  shall,  if  directed,  be  immed- 
iately coated  with  a  thin  grout  of  equal  parts  of  cement  and  sand. 

Cutting  and  bending 

116.  Bars  shall  be  bent  to  the  shapes  shown  on  the  plan  and 
in  conformity  with  approved  templets.  When  bars  are  cut  and 
bent  on  the  work,  the  contractor  shall  employ  competent  men 
and  shall  provide  the  necessary  appliances  for  the  purpose. 

Placing 

117.  All  bars  shall  be  as  long  as  can  be  conveniently  used, 
accurately  bent,  placed,  spaced  and  jointed  as  shown  or  directed, 
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and  they  shall  be  securely  held  in  their  positions  by  approved 
devices  until  the  concrete  has  been  placed  around  them. 

Joints 

118.  Where  more  than  one  bar  is  necessary  to  complete  a 
required  length  the  joints  shall  be  made  by  means  of  approved 
clamps  which  will  develop  the  full  strength  of  the  bars  or  by  loop- 
ing the  ends  of  the  bars  aroimd  each  other  in  such  a  manner  as 
to  produce  and  maintain  tension  on  the  joint  during  construction 
or  by  lapping  the  ends  of  the  bars,  as  directed,  and  wiring  them 
together  in  an  approved  manner,  or  by  lapping  the  ends  of 
the  bars  for  a  distance  of  21  times  their  nominal  diameters  for 
deformed  bars,  and  40  times  their  nominal  diameters  for  plain 
bars,  and  with  a  space  not  less  than  2  inches  between  them. 
Joints  in  longitudinal  bars  shall  be  staggered  as  directed. 

MeaauremerU 

119.  The  weight  of  steel  reinforcement  bars  paid  for  as  such 
will  be  the  weight  computed  from  the  lengths  and  theoretical  net 
sections  of  the  steel  reinforcement  bars  placed  in  the  work  in 
accordance  with  the  plan  or  directions,  except  such  steel  reinforce- 
ment bars  shown  on  the  plan  as  part  or  parts  of  structures  for 
which  there  are  contract  prices,  and  the  cost  of  which  is  herein- 
after specified  to  be  covered  by  the  contract  prices  for  such  struct- 
ures. The  weight  paid  for  will  not  include  the  lengths  of  bars 
used  for  laps  or  wires,  clamps  and  other  devices  used  for  spacing, 
jointing  and  securing  the  bars  in  place,  or  lugs,  corrugations  and 
irregularities  which  increase  the  weight  of  the  bars  above  the 
weight  of  plain  steel  bars  of  the  same  net  cross  sectional  areas, 
the  cost  of  all  of  which  shall  be  covered  by  the  price  bid  for  steel 
reinforcement  bars.  In  computing  the  weight  of  bars,  1  cubic 
foot  of  steel  will  be  considered  to  weigh  489.6  pounds. 

Price  to  include 

120.  The  price  bid  for  steel  reinforcement  bars  shall  include 
the  cost  of  all  labor  and  materials  required  to  furnish,  clean,  cut, 
bend,  place,  join,  secure  and  protect  the  same,  to  furnish  all  test 
pieces  and  samples,  all  as  specified. 
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WIRE  NETTING 

TypCj  quality f  etc. 

121.  Wire  netting  of  approved  type  and  quality,  and  of  the 
mesh  and  gauge  of  wire  shown  on  the  plan  shall  be  furnished  and 
placed  where  shown  or  directed.  The  netting  shall  be  of  steel 
wire  thoroughly  galvanized.  When  wires  of  No.  12  gauge  or 
larger  size  are  used,  they  shall  be  welded  before  being  galvanized. 
When  placed  in  the  work,  wire  netting  shall  be  free  from  dirt, 
paint  and  oil.  It  shall  be  securely  held  in  place  by  an  approved 
method  until  the  concrete  has  been  placed  around  it. 

Cost  to  he  covered 

\22.  The  cost  of  all  labor  and  materials  required  to  furnish 
and  place  wire  netting  as  specified  shall  be  covered  by  the  con- 
tract price  for  the  structure  or  class  of  work  in  connection  with 
which  it  is  used. 

EXPANDED  METAL 

TypCy  quality,  etc. 

123.  Expanded  metal  of  approved  type  and  quality  and  of  the 
weight  and  size  of  mesh  shown  on  the  plan  shall  be  furnished  and 
placed  where  shown  or  directed.  When  placed  in  the  work,  it 
shall  be  free  from  dirt,  scale,  rust,  paint  and  oil.  It  shall  be 
placed  in  position  with  adjoining  sheets  lapped  1  mesh,  and 
secured  by  an  approved  method  until  the  concrete  has  been 
placed  around  it. 

Measurement 

124.  The  amount  of  expanded  metal  paid  for  as  such  will  be 
all  expanded  metal  placed  in  the  work  in  accordance  with  the 
plan  or  directions,  except  such  expanded  metal  shown  on  the 
plan  as  part  or  parts  of  structures  for  which  there  are  contract 
prices,  and  which  is  hereinafter  specified  to  be  covered  by  con- 
tract prices  for  such  structures.  The  amount  paid  for  will  not 
include  waste  material  cut  from  sheets,  nor  the  material  used 
for  laps,  nor  wires,  clamps  and  other  devices  used  in  joining  and 
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securing  the  expanded  metal  in  place,  the  cost  of  all  of  which  shall 
be  covered  by  the  contract  price  for  expanded  metal. 

Price  to  cover 

125.  The  contract  price  for  expanded  metal  shall  cover  the 
cost  of  all  labor  and  materials  required  to  furnish,  clean,  cut, 
bend,  place,  join  and  secure  the  same  as  specified. 

WROUGHT  IRON 

Qiuility 

126.  Wrought  iron  shall  be  double  rolled,  tough,  fibrous  and 
uniform  in  quality.  It  shall  be  thoroughly  welded  in  rolling  and 
be  free  from  surface  defects.  It  shall  have  an  ultimate  tensile 
strength  of  at  least  48,000  pounds  per  square  inch,  a  yield  point 
of  25,000  pounds  per  square  inch,  an  elongation  of  at  least  20 
per  cent  in  8  inches,  and  a  fracture  wholly  fibrous.  Specimens 
shall  bend  cold,  with  the  fiber,  through  180  degrees  around  a 
diameter  equal  to  the  thickness  of  the  piece  tested.  When  nicked 
and  bent  the  fracture  shall  be  at  least  90  per  cent  fibrous. 

Gahanizingy  painting 

127.  When  required  by  the  plan  exposed  wrought  iron  shall 
be  thoroughly  and  uniformly  galvanized.  When  not  required  to 
be  galvanized  exposed  wrought  iron  shall  be  painted  as  specified 
In  paragraph   .    .    . 

Measurement 

128.  The  amount  of  wrought  iron  paid  for  as  such  will  be 
all  wrought  iron  placed  in  the  work  in  accordance  with  the  plan 
or  directions,  except  any  excess  greater  than  2J  per  cent  above  the 
weight  required,  and  except  such  wrought  iron  shown  on  the  plan 
as  part  or  parts  of  structures  for  which  there  are  contract  prices, 
and  the  cost  of  which  is  hereinafter  specified  to  be  covered  by  the 
contract  prices  for  such  structures. 

Price  to  cover 

129.  The  contract  price  for  wrought  iron  shall  cover  the  cost 
of   all  labor  and  materials  required  to  furnish,  fabricate,  erect 
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and  galvanize  or  paint  the  same,  as  specified,  and  to  furnish  all 
test  pieces  required. 

IRON   CASTINGS 

QiiaUty 

130.  Iron  castings  shall  be  of  the  best  foundry  pig  iron,  gray, 
tough  and  free  from  cold  shuts,  blow  holes  and  other  imperfec- 
tions. The  castings  shall  be  soimd,  true  to  form  and  thickness, 
clean  and  neatly  finished.  Where  required  castings  shall  be 
thoroughly  coated  with  coal  tar  pitch  varnish. 

Cost  covered 

131.  The  cost  of  all  labor  and  materials  required  to  furnish, 
place  and  coat  the  castings  as  specified,  shall  be  covered  by  the 
contract  price  for  the  structure  or  class  of  work  in  connection 
with  which  they  are  used. 

TIMBER 

Qiuility 

132.  All  timber  shall  be  long  leaf  pine  or  ,  as 

specified,  and  shall  be  sound  and  free  from  shakes,  cracks,  large 
or  loose  knots,  and  other  defects  impairing  its  strength  or  durabil- 
ity. It  shall  be  squared  to  the  required  dimensions  throughout 
its  entire  length. 

Placing 

133.  Timber  shall  be  placed  as  shown  on  the  plan  or  directed, 
and  where  necessary  shall  be  firmly  spiked  or  bolted  with  approved 
nails,  spikes  or  bolts  of  such  sizes  and  lengths  and  at  such  places 
and  in  such  numbers  as  shown  on  the  plan,  or  as  directed. 

Measurement 

134.  The  amount  of  timber  to  be  paid  for  as  such  will  be  all 
timber  placed  in  the  work  in  accordance  with  the  plan  or  direc- 
tions, except  piles  and  timber  sheeting,  and  except  such  timber 
shown  on  the  plan  as  part  or  parts  of  structures  for  which  there 
are  contract  prices,  and  the  cost  of  which  is  hereinafter  specified 
to  be  covered  by  the  contract  prices  for  such  structures.    The 
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amount  paid  for  will  not  include  timber  used  for  forms,  templets, 
centers,  scaffolds,  bridges  (unless  otherwise  sp)ecified),  fences,  guard 
rails  or  other  temporary  structures,  the  cost  of  all  of  which  shall 
be  covered  by  all  the  contract  prices  for  all  the  items  for  which 
there  are  contract  prices.  No  deduction  will  be  made  in  the 
measurement  of  timber  on  account  of  the  spaces  occupied  by  the 
piles. 

Price  to  cover 

135.  The  contract  price  for  timber  shall  cover  the  cost  of  all 
labor  and  materials  required  to  furnish,  work,  place  and  secure 
the  same  as  specified. 

TIMBER  SHEETING 

Quality y  placing^  etc, 

136.  Timber  sheeting  and  the  rangers  and  braces  for  the  same 
shall  be  of  a  satisfactory  quality  of  timber  and  of  sufficient  size 
and  strength  to  adequately  support  the  sides  of  the  trenches. 
Sheeting  shall  be  driven  in  such  a  manner  as  to  avoid  cracking 
and  splitting,  and  if  required,  shall  be  tongued  and  grooved. 

When  paid  for 

137.  Timber  sheeting  will  be  paid  for  only  when  left  in  place 
by  written  order.  When  sheeting  is  left  in,  so  much  of  it  below 
the  surface  of  the  ground  as  may  be  directed  shall  be  cut  off. 

Measure?nent 

138.  The  amount  of  timber  sheeting  to  be  paid  for  as  such 
will  be  all  timber  sheeting,  rangers  and  braces  left  in  by  written 
order,  and  will  not  include  sheeting,  rangers  and  braces  left  in 
place  without  such  order,  nor  sheeting  left  in  place  because  con- 
crete is  placed  against  it,  nor  that  part  of  the  sheeting  that  extended 
above  the  surface  of  the  ground  after  having  been  driven,  the 
cost  of  all  of  which  shall  be  covered  by  all  the  contract  prices 
for  all  the  items  for  which  there  are  contract  prices. 

Price  to  cover 

139.  The  contract  price  for  timber  sheeting  shall  cover  the 
cost  of  all  labor  and  materials  required  to  furnish,  place  and  cut 
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off  the  sheeting,  rangers  and  braces  as  specified,  and  shall  also 
cover  the  cost  of  all  excavation  necessary  to  place  the  same. 

PILES 

Qiudity 

140.  Piles  shall  be  of  yellow  pine  or ,  as  specified, 

sound  and  free  from  splits,  shakes  and  other  imperfections  impair- 
ing their  strength  or  durability.  They  shall  be  straight,  taper 
uniformly  from  butt  to  point,  and  if  so  specified  shall  be  barked. 
Unless  otherwise  shown  on  the  plan,  they  shall  conform  to  the 


Minimum  diameter 
at  point 

inekea 

6 
6 
6 
6 
6 

Length  below  out-off 

Minimum  diameter 
at  cut-off 

Less  than  20  feet 

inckea 
10 

20  feet  to  25  feet 

11 

26  feet  to  35  feet 

12 

36  feet  to  45  feet 

13 

46  feet  and  over 

14 

To  determine  the  necesssary  length  of  piles  to  be  used  in  the 
work,  the  Contractor  may  be  required  to  drive  test  piles. 

141.  Each  pile  less  than  60  feet  long  shall  be  in  one  piece; 
piles  longer  than  60  feet  may  be  spliced  in  an  approved  manner. 
The  small  end  of  the  pile  shall  be  pointed,  and,  if  required,  shall 
be  shod  with  an  approved  iron  shoe.  The  butt  end  shall  be  cut 
off  square  and  protected  while  driving  with  an  iron  band  or  cap. 

How  driven 

142.  Piles  shall  be  driven  without  the  use  of  a  follower,  unless 
specially  permitted.  Pile  heads  that  become  split  or  broomed 
shall  be  cut  off  and  the  driving  continued.  Any  pile  which  splits, 
breaks  or  drives  unsatisfactorily  will  not  be  paid  for,  and  it  shall 
be  withdrawn  or  abandoned  and  another  driven  in  place  of  it. 
After  being  driven,  all  piles  shall  be  accurately  cut  off  at  the  re- 
quired elevation. 
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Bearing  pOes 

143.  Bearing  piles  shall  be  driven  vertically  and  shall  be  spaced 
as  shown  on  the  plan  or  as  directed.  They  shall  be  driven  to  a 
satisfactory  refusal  by  a  hammer  having  a  concave  face  and  weigh- 
ing not  less  than  2000  pounds.  Refusal  in  general  will  be  indi- 
cated by  a  penetration  not  exceeding  1  inch  per  blow  under  the 
last  6  blows  of  a  2000  pound  hammer  falling  15  feet.  If  steam 
hammer  pile  drivers  are  used,  the  piles  shall  be  driven  so  that 
their  bearing  power  shall  be  not  less  than  that  of  piles  driven  as 
herein  specified.  When  it  is  shown  on  the  plan  or  specified  that 
piles  are  to  be  driven  to  a  certain  required  depth,  they  shall  be 
driven  by  the  use  of  a  water  jet,  hammer,  or  by  any  other  approved 
method  as  may  be  necessary  to  reach  this  depth. 

Brace  piles 

144.  Where  shown  on  the  plan,  brace,  batter  or  spur  piles 
shall  be  driven  at  the  inclination  shown  or  directed,  and  the  tope 
shall  be  framed,  bolted  or  strapped  to  adjoining  piles  or  to  each 
other  as  shown  on  the  plan. 

Measurement 

145.  The  amoimt  of  piles  to  be  paid  for  will  be  the  total  length 
below  cut-off  of  all  piles  remaining  in  the  work  in  accordance  with 
the  plan  or  directions,  and  the  total  length  of  all  piles  used  only 
as  test  piles.     Piles  driven  for  temporary  use  will  not  be  paid  for. 

Price  to  include 

146.  The  contract  price  for  piles  shall  cover  the  cost  of  all 
labor  and  materials  required  to  furnish,  drive  and  cut  off  the 
same  as  specified,  of  fastening  brace  piles,  and  of  furnishing  and 
placing  all  shoes,  bands,  bars,  straps,  bolts  and  other  fastenings 
required. 

CONCRETE   SEWERS 

Inverts 

147.  Inverts  of  concrete  sewers  shall  be  formed  between  trans- 
verse templets  and  shall   be  screeded.     The  templets  shall  be 
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placed  at  such  intervals  as  to  divide  the  invert  into  sections  of 
suitable  size  for  convenient  construction,  and  unless  otherwise  per- 
mitted, the  concrete  shall  be  deposited  in  alternate  sections  and 
allowed  to  set  before  the  remaining  sections  are  built.  Unless 
otherwise  shown  on  the  plan,  a  layer  of  mortar  not  less  than 
i-inch  thick  shall  be  spread  evenly  and  to  a  smoothly  finished  sur- 
face upon  the  concrete  of  the  invert  as  soon  as  such  concrete  is 
in  place.  Where  the  radii  of  inverts  are  too  short  to  permit 
screeding  between  templets,  the  inverts  shall  be  shaped  by  means 
of  suitable  forms,  which  shall  be  removed  as  soon  as  the  concrete 
has  a  sufficient  set,  and  if  required,  the  surfaces  of  inverts  shall 
be  floated  or  troweled  to  a  smooth  finish.  The  concrete  for  in- 
verts shall  be  deposited  continuously  for  their  entire  cross  sections, 
and  for  such  longitudinal  distances  as  may  be  convenient.  Where 
shown  on  the  plan,  inverts  shall  be  lined  with  brick  masonry 
which  shall  be  laid  at  such  times  and  in  such  maimer  as  may  be 
directed.  Inverts  shall  be  carefully  protected  from  all  injury 
during  progress  of  the  work. 

Side  walls 

148.  Concrete  in  the  side  walls  of  sewers  shall  be  deposited 
continuously  to  the  height  directed  and  for  such  longitudinal  dis- 
tances as  may  be  convenient. 

Roof 

149.  Concrete  in  the  roofs  of  sewers  shall  be  deposited  con- 
tinuously for  the  full  depths  and  widths  of  the  roofs  and  for 
such  longitudinal  distances  as  may  be  convenient.  The  outer 
surfaces  of  roofs  shall  be  finished  with  an  excess  of  mortar  and 
left  true  and  smooth.  They  shall  be  covered  and  protected  as 
specified  in  section  73,  and  such  covering  shall  remain  thereon 
until  the  backfilling  or  embankment  is  placed. 

Bulkheads 

150.  While  being  deposited  the  concrete  for  sewers  shall  be 
confined  by  temi>orary,  vertical  bulkheads  placed  at  such  intervals 
longitudinally  as  may  be  required  for  convenient  working.  They 
shall  be  so  designed  as  to  give  an  approved  shape  to  the  end  of  the 
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section  of  concrete  under  construction,  shall  be  satisfactorily 
secured  in  place  before  the  concrete  is  deposited,  and  shall  remain 
in  place  until  the  concrete  has  set  sufficiently  to  hold  its  shape. 

ReinforcemenL 

151.  Where  shown  on  the  plan  concrete  sewers  shall  be  rein- 
forced with  metal  of  the  dimensions  and  shapes  shown,  and  of 
the  quality  and  in  the  manner  hereinbefore  specified. 

Minimum  length  of  invert 

152.  Unless  otherwise  permitted  or  ordered,  not  less  than  16 
feet  of  foundation  or  invert  for  concrete  sewer  shall  be  built  at 
one  operation. 

Connections 

153.  Connections  and  branches  for  lateral  sewers  and  receiv- 
ing basins  shall  be  built  in  where  shown  on  the  plan  or  where 
directed.  Such  connections  and  branches  shall  be  closed  with* 
bulkheads  of  brick  masonry  8  inches  thick  unless  otherwise  shown 
on  the  plan.  All  necessary  openings  and  bulkheads  for  branch 
sewers  shall  be  built  in  concrete  sewers  where  shown  on  the  plan 
or  where  directed. 

Measurements 

154.  The  lengths  of  concrete  sewers  will  be  determined  by 
measurements  along  their  inverts  parallel  to  their  centre  lines. 
No  deductions  will  be  made  on  account  of  openings  at  branches 
and  manholes.  The  measurement  of  a  branch  concrete  sewer  will 
be  made  from  the  inner  surface  of  the  wall  of  the  main  sewer  to 
which  it  connects.  A  reducer  w»ll  be  paid  for  at  the  contract 
price  for  the  sewer  at  the  larger  end  thereof. 

Prices  to  cover 

155.  The  contract  prices  for  concrete  sewers  shall  cover  the 
cost  of  all  necessary  excavation  (except  rock,  when  there  is  a  con- 
tract price  for  rock  excavation);  of  furnishing,  maintaining  and 
removing  all  forms,  centers,  templets  and  temporary  bulkheads; 
of  all  openings  and  bulkheads;  also  the  removal  of  all  bulkheads 
in  the  ends  of  sewers  to  which  connection  is  made  by  the  sewers 
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in  this  contract;  of  all  backfilling;  of  all  embankments  required; 
and  of  all  labor  and  materials  required  to  construct  concrete  sewers 
as  shown  by  the  normal  sections  on  the  plan  and  as  specified. 

BBICK   6EWEBS 

Inverts 

156.  Inverts  of  brick  sewers  shall  conform  to  lines  drawn 
between  transverse  templets,  and  shall  be  lined  with  specially 
selected  bricks,  unless  vitrified  bricks  are  called  for  on  the  plan; 
no  bats  shall  be  used  except  for  closers. 

Arches 

157.  The  arches  of  brick  sewers  shall  be  keyed  with  stretchers 
in  full  joints  of  mortar  and  shall  be  built  on  substantial  centers. 
No  bats  shall  be  used  in  the  neat  courses  except  for  closers.  The 
centers  shall  be  true  to  the  required  shapes  and  sizes  and  shall  be 
strong  enough  and  so  secured  in  place  as  to  withstand  all  opera- 
tions incidental  to  the  construction  of  the  arches.  The  extrados 
of  the  arches  shall  be  smoothly  and  evenly  plastered  with  a  layer 
of  mortar  ^  inch  thick.  The  centers  shall  be  left  in  place  until 
the  mortar  has  set  sufficiently  to  permit  their  removal  without 
danger  to  the  arches,  and  until  the  trench  is  backfilled  for  its 
full  width  to  a  height  of  at  least  1  foot  above  the  crown  of  the 
extrados  of  the  arches.  No  centers  shall  be  struck  or  removed 
until  permission  to  do  so  has  been  given. 

Minimum  length  of  cradle 

158.  Unless  otherwise  permitted  or  ordered,  not  less  than  16 
feet  of  foundation  or  cradle  for  brick  sewer  shall  be  built  at  one 
operation. 

Branches,  measurements,  etc. 

159.  The  construction  of  connections  and  branches  for  lateral 
sewers  and  receiving  basins,  and  of  openings  and  bulkheads,  and 
the  measurement  of  brick  sewers  shall  in  all  respects  conform  with 
the  requirements  hereinbefore  specified  for  concrete  sewers  in  sec- 
tions 153  and  154. 
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Prices  to  cover 

160.  The  contract  prices  for  brick  sewers  shall  cover  the  cost 
of  all  necessary  excavation  (except  rock,  when  there  is  a  contract 
price  for  rock  excavation) ;  of  furnishing,  placing,  maintaining  and 
removing  all  templets  and  centers;  of  all  openings  and  bulkheads, 
also  the  removal  of  all  bulkheads  in  the  ends  of  sewers  to  which 
connection  is  made  by  the  sewers  in  this  contract;  of  all  back- 
filling; of  all  embankments  required;  and  of  all  labor  and  materials 
required  to  construct  brick  sewers  as  shown  by  the  normal  sections 
on  the  plan  and  as  specified. 

VITRIFIED   PIPE   SEWERS 

Vitrified  pipe 

161.  Vitrified  pipe  sewers  shall  be  built  of  shale  or  clay  hub 
and  spigot  pipes  with  deep  and  wide  sockets.  The  pipes  shall 
be  manufactured  at  a  suitable  temperature,  to  secure  a  tough, 
vitreous  material,  without  warps,  cracks  or  other  imperfections, 
and  shall  be  fully  and  smoothly  salt-glazed  over  the  entire  inner 
and  outer  surfaces,  except  that  the  inside  of  the  hub  and  the  out- 
side of  the  spigot  may  be  unglazed  for  two-thirds  the  depth  of 
the  hub.  On  all  other  portions  of  the  pipe  the  glazing  shall  com- 
pletely cover  and  form  an  integral  part  of  the  pipe  body.  If  not 
left  unglazed  the  inside  of  the  hub  and  the  outside  of  the  spigot  shall 
be  scored  in  3  parallel  lines  extending  completely  around  the  cir- 
cumference. 

When  it  is  broken,  vitrified  pipe  shall  show  dense  and  solid 
material,  without  detrimental  cracks  or  laminations;  it  shall  be 
of  such  toughness  that  it  can  be  worked  with  a  chisel  and  hammer, 
and  when  struck  with  a  hammer,  it  shall  have  a  metallic  ring. 

Identifi^caiion  marks 

162.  Each  pipe  shall  have  clearly  impressed  on  its  outer  sur- 
face the  name  of  the  manufacturer  and  of  the  factory  in  which 
it  was  made. 

Shape  and  dimensions 

163.  The  sizes  of  the  pipes  are  designated  by  their  interior 
diameters.  Each  pipe  shall  be  a  cylinder  with  a  circular  section, 
and  shall  have  a  uniform  thickness. 
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164.  The  minimum  lengths,  thicknesses,  depths  of  hubs  and 
annular  spaces  for  the  respective  sizes  of  vitrified  pipes  shall  be 
as  follows: 


Sise 

Length 

1         Thickness 

1 

Depth  of  looket 

Annular  space 

ineke* 

/^ 

inch 

tnciUt 

inch 

6 

2 

i 

2i 
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i 

2f 

12 

3 

1         1 

3 

15 

3 

H          ! 

3 

18 

3 

li 

3i 

• 

20 

3 

1           1* 

3i 

. 

22   . 

3 

IS 

3} 

24 

3 

'              2 

4 

27 

2i 

1              21            1 

4 

1              . 

30 

2i 

21            . 

4 

— 
i 

33 

2i 

1              2| 

5 

li 

36 

2i 

2i 

5 

li 

42 

2i 

1             3J 
Curves,  bends,  etc. 

5 

li 

165.  Where  curved  pipes  are  required  they  shall  be  furnished 
in  either  one-eighth  or  one-quarter  bends  of  their  respective  sizes. 
Curved  pipe,  bends,  siphons,  and  special  pipe  of  the  sizes  and 
forms  shown  on  the  plan  shall  be  furnished  and  laid,  and  unless 
otherwise  provided  they  will  be  paid  for  at  the  contract  prices 
for  the  corresponding  sizes  of  vitrified  pipe  sewers. 

Samples  for  testing 

166.  Any  or  all  of  the  following  tests  may  be  applied  to  samples 
selected  by  the  Engineer  from  the  pipe  delivered  on  the  work. 
For  the  purpose  of  making  such  tests  as  may  be  required  the 
contractor  shall  furnish  and  deliver,  where  directed,  and  at  the 
place  required,  one  length  of  pipe  for  each  200  feet  of  pipe  sewer 
to  be  laid. 

Crushing  tests 

'  167.  When  supported  at  the  bottom  upon  a  knife  edge  one 
inch  in  width  in  such  manner  that  an  even  bearing  is  provided 
throughout  the  whole  length,  exclusive  of  the  bell,  and  pressure 
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is  applied  at  the  crown  uniformly  through  a  similar  knife  edge, 
the  various  sizes  of  pipe  shall  withstand  the  following  pressures: 


Diameter 

PreMure 

Diameter 

Prasure 

inch€M 

Ibt,  per  Hn.  fi. 

ib$.  per  Hn.  ft. 

6 

900 

22 

1750 

8 

900                 1 

24 

1950 

10 

1000 

27 

2150 

12 

1050 

30 

2350 

15 

1250 

33 

2500 

18 

1400 

36 

2800 

20 

1550 

42 

3200 

Dro'p  wk 

^ighi  test 

• 

168.  When  supported  on  a  dry  sand  bed  2  inches  deep,  all 
pipe  shall  withstand  without  cracking  the  impact  from  2  blows 
of  a  cast  iron  ball  weighing  8  pounds  falling  18  inches.  Spurs 
shall  resist  without  fracture  the  impact  from  2  blows  of  such  a  ball 
falling  6  inches  and  striking  on  the  extreme  end  of  the  hub  of 
the  spur. 

Hydrostatic  test 

169.  When  subjected  to  an  internal  hydrostatic  pressure  of 
8  pounds  per  square  inch,  vitrified  pipe  shall  show  no  percolation. 

Absorption  test 

170.  After  having  been  thoroughly  dried  and  then  immersed 
in  water  for  24  hours,  sample  pieces  of  vitrified  pipe  about  10 
square  inches  superficial  area  with  all  broken  edges  shall  not  absorb 
more  th  an  6J  per  cent  of  their  weight  of  water. 


Factory  rejection 

171.  The  entire  product  of  any  pipe  factory  may  be  rejected 
when,  in  the  judgment  of  the  engineer,  the  methods  of  manufacture 
fail  to  guarantee  uniform  results,  or  where  the  materials  used  are 
such  as  produce  inferior  pipe,  as  indicated  by  repeated  failure  to 
comply  with  the  tests  herein  specified. 
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Cradles 

172.  In  earth  trenches  pipe  sewers  shall  be  laid  in  concrete 
cradles  when  required  by  the  plan.  In  rock  trenches  pipe  sewers 
shall  be  laid  in  cradles  of  concrete,  gravel  or  broken  stone  or  sand 
as  shown  on  the  plan. 

Withoni  cradle 

173.  When  the  sewer  is  to  be  laid  without  a  cradle  the  trench 
shall  be  excavated  as  specified  in  paragraph  15,  and  the  earth 
forming  the  bed  carefully  freed  of  stones.  The  pipe  shall  then  be 
evenly  bedded  therein,  the  joint  properly  made  and  the  backfilling 
placed  and  firmly  tamped  in  such  a  manner  as  to  avoid  disturbing 
the  sewer. 

Concrete  cradle 

174.  When  the  sewer  is  to  be  laid  in  a  concrete  cradle,  the 
concrete  for  the  full  width  of  the  cradle  shall  be  deposited  contin- 
uously to  the  height  of  the  outside  bottom  of  the  pipe.  Before 
the  concrete  has  set  the  pipe  shall  be  evenly  bedded  therein  and 
the  remainder  of  the  concrete  immediately  deposited  and  carefully 
tamped  in  such  a  maimer  as  to  avoid  disturbing  the  sewer. 

Gravel  or  broken  stone  cradle 

175.  When  the  sewer  is  to  be  laid  in  a  gravel  or  broken  stone 
cradle,  the  latter  shall  consist  of  clean  gravel  or  sound  broken 
stone,  all  of  which  will  pass  through  a  1  inch  mesh,  and  be  retained 
on  a  J  inch  mesh  screen.  The  gravel  or  broken  stone  shall  be 
deposited  and  tamped  for  the  full  width  of  the  trench  to  the  height 
of  the  outside  bottom  of  the  pipe.  The  pipe  shall  then  be  bedded 
therein  and  the  remainder  of  the  gravel  or  broken  stone  deposited 
and  carefully  tamped  in  such  a  maimer  as  to  avoid  disturbing 
the  sewer. 

How  laid 

176.  All  pipes  shall  be  laid  with  ends  abutting  and  true  to 
line  and  grade.  The  pipes  shall  be  fitted  together  and  matched 
so  that  when  laid  in  the  work  they  will  form  a  sewer  with  a  smooth 
and  uniform  invert.  Unless  otherwise  permitted  or  directed,  not 
less  than     .    .    .  feet  of  pipe  sewer  shall  be  laid  in  one  operation. 
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177.  Unless  otherwise  shown  on  the  plan,  the  joints  of  vitrified 
pipe  sewers  shall  be  made  as  hereinafter  specified  in  section  179. 

Plain  mortar  joints 

178.  Plain  mortar  joints  shall  be  made  in  the  following  man- 
ner. Before  a  pipe  is  laid,  the  lower  half  of  the  hub  of  the  pre- 
ceding pipe  shall  be  plastered  on  the  inside  with  stiff  mortar  mixed 
1  to  1,  and  of  suflScient  thickness  to  bring  the  inner  bottoms  of 
the  abutting  pipes  flush  and  even.  After  the  pipe  is  laid,  the 
remainder  of  the  hub  shall  be  thoroughly  filled  with  similar  mor- 
tar and  the  joint  wiped  inside  and  finished  to  a  smooth  bevel 
outside. 

Gasket  and  mortar  joints 

179.  Gasket  and  mortar  joints  shall  be  made  in  the  following 
maimer:  A  closely  twisted  hemp  or  oakum  gasket  of  suitable 
diameter,  in  no  case  less  than  f  inch,  and  in  one  piece  of  sufficient 
length  to  pass  around  the  pipe  and  lap  at  the  top,  shall  be  solidly 
rammed  into  the  annular  space  between  the  pipes  with  a  suitable 
calking  tool.  Before  being  placed,  the  gasket  shall  be  saturated 
with  neat  cement  grout.  The  remainder  of  the  space  shall  then 
be  completely  filled  with  plastic  mortar  mixed  1  to  1  and  the 
joint  wiped  inside  and  finished  to  a  smooth  bevel  outside. 

Inspection  of  joints 

180.  Unless  otherwise  permitted,  at  least  4  finished  joints  shall 
be  left  exposed  for  inspection  throughout  the  working  day,  and 
the  necessary  staging  for  the  protection  of  the  exposed  sewers 
and  for  the  handling  of  excavated  material  shall  be  provided.  A 
suitable  ladder  affording  easy  access  for  such  inspection  shall  be 
furnished  at  every  trench  open  for  the  proposed  sewer.  The  joints 
on  the  inside  of  all  pipe  sewers  larger  than  15  inches  in  diameter, 
shall  be  carefully  filled  with  mortar  and  wiped  smooth  and  flush 
with  the  surface  of  the  pipe. 

Subgrade  to  be  tested 

181.  No  pipe  or  the  cradle  therefor  shall  be  laid  or  placed 
until  the  subgrade  of  the  trench  shall  have  been  tested  and  found 
correct. 
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Sewer  ta  be  kept  dean 

182.  The  interior  of  the  sewer  shall,  as  the  work  progresses, 
be  cleared  of  all  dirt,  cement  and  superfluous  materials  of  every 
description. 

BackfiUing 

183.  Immediately  after  the  sewer  is  laid  the  trench  shall  be 
backfilled  as  provided  in  sections  31,  32,  34,  35,  36,  37,  38  and  39. 
No  walking  on  or  working  upon  the  completed  sewer  (except  as 
may  be  necessary  in  tamping  the  backfilling)  will  be  permitted 
until  the  trench  has  been  backfilled  to  a  height  of  at  least  2  feet 
over  the  top  of  the  sewer. 

184.  The  exposed  ends  of  pipe  sewers  shall  be  provided  with 
approved  temporary  covers  fitted  to  the  pipe  so  as  to  exclude 
earth  or  other  materials. 

Branch  pipes 

185.  Branch  pipes  and  connection  pipes  shall  be  of  the  same 
quality  and  dimensions,  and  laid  in  the  same  manner  as  specified 
for  pipe  sewers.  Dead  ends  of  pipes  shall  be  closed  with  bulk- 
heads of  brick  masonry  8  inches  in  thickness. 

Connection  with  existing  work 

186.  Wherever  the  proposed  sewer  is  to  connect  with  an  exist- 
ing manhole  in  which  there  is  a  branch  pipe  which  is  damaged  or 
of  unsuitable  size  or  in  improper  position,  such  pipe  shall  be  re- 
moved and  be  replaced  with  a  pipe  of  suitable  size  or  be  reset  in 
the  proper  position.  The  pipe  so  substituted  or  reset  will  be  paid 
for  at  the  contract  price. 

Pipes  cut  to  fit  masonry 

187.  The  ends  of  pipes  which  enter  masonry  shall  be  neatly 
cut  to  fit  the  face  of  the  masonry.  When  directed,  such  cutting 
shall  be  done  before  the  pipes  are  built  in. 

Measurement 

188.  The  length  of  pipe  sewers  to  be  paid  for  will  be  determined 
by  measurements  along  their  invert  lines,  and  no  deductions 
will  be  made  on  account  of  openings  at  manholes. 
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Prices  to  cover 

189.  The  contract  prices  for  pipe  sewers  shall  cover  the  cost 
of  all  necessary  excavation  (except  rock  when  there  is  a  contract 
price  for  rock  excavation) ,  of  all  gravel  or  broken  stone  cradles 
required;  of  all  necessary  trimmings,  fitting  and  building  into 
masonry;  of  all  bulkheads,  also  the  removal  of  all  bulkheads  in 
the  ends  of  sewers  to  which  connection  is  made  by  the  sewers  in 
the  contract;  of  all  backfilling;  of  all  embankments  required;  of 
all  samples  furnished;  and  of  all  labor  and  materials  required  to 
furnish  and  lay  the  sewers  complete  in  place,  as  shown  on  the 
plan  and  as  specified. 

CEMENT  CONCRETE   PIPE  SEWERS,   WITHOUT  REINFORCEMENT 

Shape  and  dimensions 

190.  Cement  concrete  pipe  sewers,  without  reinforcement, 
used  in  the  construction  of  sewers,  shall  be  hub  and  spigot  pipes 
with  flat  bases  and  conforming  in  dimensions  to  the  standard  plan 
on  file  in  the  ofiice  of  the  engineer.  Variations  not  greater  than 
one-half  (|)  per  cent  from  such  dimensions  will  be  permitted. 

191.  They  shall  be  egg-shaped  in  section  for  12-inch  and  larger 
sizes,  and  shall  be  equal  in  quality  to  samples  marked  standard 
on  exhibition  at  the  engineer's  office. 

Qiiality  of  pipe 

192.  When  concrete  pipe  is  broken  it  shall  appear  homogene- 
ous, be  entirely  free  from  cracks  or  voids  and  generally  imiform, 
showing  pieces  of  fractured  stone,  firmly  imbedded  in  the  mortar. 

Proportions 

193.  The  concrete  used  in  the  manufacture  of  cement  concrete 
pipe  shall  be  composed  of  a  mixture  of  the  best  quality  of  Portland 
cement,  clean  sharp  sand  and  clean  broken  stone  or  gravel  suit- 
ably graded  and  equal  in  quality  to  similar  materials  specified 
herein  for  concrete,  and  properly  proportioned  to  produce  a  pipe 
that  will  comply  with  all  the  requirements  specified  in  sections 
194  to  201  inclusive. 
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Method  of  making 

194.  Methods  of  molding,  trimming  and  seasoning  cement  con- 
crete pipe  are  left  to  the  discretion  of  the  manufacturer;  as  fur- 
nished, it  shall  be  without  warps,  cracks  or  imperfections,  and 
shall  present  smooth  inner  and  outer  surfaces  with  no  stones  visible. 

Delivery 

195.  No  pipe  shall  be  delivered  on  the  work  or  used  within 
....  days  after  manufacture. 

Inspection 

196.  The  materials  used  in  the  manufacture,  the  process  of 
manufacture  and  the  marking  and  dating  of  pipe  shall  be  subject 
to  inspection  at  the  factory  by  inspectors  designated  by  the  en- 
gineer. 

Date  of  molding 

197.  All  pipe  shall  have  manufacturer's  name  and  the  date  of 
molding  clearly  impressed  on  the  outer  surface  as  identification 
marks. 

Tests 

198.  Sections  165,  166,  168,  169,  171,  172  173,  174  relating 
to  "curves,  bends,  etc.,"  * 'samples  for  testing,"  "drop  weight 
tests,"  "hydrostatic pressure  test,"  "factory  rejection,"  "cradles", 
"without  cradles,"  "concrete  cradles,"  and  all  sections  178,  179, 
180,  181,  182,  183,  184,  185,  186,  187,  188  and  189,  relating  to 
manner  of  laying,  jointing,  inspection,  etc.,  etc.,  of  vitrified  pipe 
sewers  shall  govern  in  the  manufacture  of  cement  concrete  pipe 
and  the  construction  of  cement  concrete  pipe  sewers,  wherever 
appUcable.  Crushing  tests  shall  be  applied  as  in  Section  167, 
except  that  flat  base  of  pipe  shall  rest  on  sand  bed  not  less  than 
2-inches  thick,  and  pressure  through  a  knife  edge  one  inch  thick 
shall  be  applied  at  the  crown. 

Spurs  and  branches 

199.  The  maimer  of  forming  and  joining  spurs  and  branches 
with  hubs  of  standard  dimensions  to  cement  concrete  pipe  shall 
be  such  as  to  insure  a  tight  union,  of  ample  strength  to  meet  the 
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requirements  of  the  work  and  of  the  tests  heretofore  specified  for 
spurs  and  branches  on  vitrified  pipe. 

Absorption  tests 

200.  After  having  been  thoroughly  dried  and  then  immersed 
in  water  for  24  hours,  sample  pieces  of  cement  concrete  pipe  of 
about  ten  square  inches  superficial  area,  with  broken  edges,  shall 
not  absorb  more  than  seven  and  one-half  (7^)  per  cent  of  their 
weight  of  water. 

Dimensions 

201.  The  minimum  lengths,  thicknesses,  depths  of  hubs  and 
annular  spaces  for  the  respective  sizes  of  cement  concrete  pipes 
shall  be  as  follows: 
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And  as  shown 
on  Standard 
Plan. 


CEMENT  CONCRETE   PIPE   SEWERS  WITH  REINFORCEMENT 

Shape  and  dimensions 

202.  Reinforced  cement  concrete  pipes  used  in  the  construc- 
tion of  sewers  shall  be  either  circular  in  section  without  flat  base, 
or  egg  shaped  in  section  with  flat  base,  and  shall  conform  in  dimen- 
sions to  the  standard  plan  on  file  in  the  office  of  the  engineer. 
Variations  not  greater  than  one-half  (|)  per  cent  from  such  dimen- 
sions will  be  permitted. 

Ends  of  pipes 

203.  The  ends  of  such  pipes  shall  be  molded  with  hubs  and 
spigots  or  with  any  other  shapes  which  are  satisfactory  to  the 
engineer,  and  which  will  permit  the  making  of  tight,  smooth  and 
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permanent  joints.  The  shapes  of  the  pipe  ends  shall  be  such  as 
to  require  and  permit  the  making  and  finishing  of  the  joints  both 
on  the  inside  and  outside  of  the  sewer. 

204.  The  pipes  shall  conform  to  the  requirements  in  section 
192,  and  shall  be  equal  in  quality  to  samples  marked  ''Standard" 
on  exhibition  at  the  engineer's  office. 

Dimensions,  etc. 

205.  The  minimum  lengths,  thicknesses  and  depths  of  hubs 
for  the  respective  sizes  of  reinforced  cement  concrete  pipes  shall 
be  as  foUows: 
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Type  of  reinforcement 

206.  The  steel  used  for  reinforcement  of  cement  concrete  pipe 
shall  conform  to  the  requirements  for  such  material  specified  in 
section  No.  111. 

a.  It  shall  be  either  expanded  metal  rods  or  wire  mesh,  equal 
in  quality  and  design  to  that  manufactured  by  the  American 
Steel  and  Wire  Company. 

6.  Where, reinforcement  in  pipes  is  exposed,  it  shall  be  thor- 
oughly painted  with  cement  grout  so  as  to  prevent  deterioration 
by  exposure  to  the  weather,  unless  the  reinforcement  be  galvanized. 

Reinforcement  for  circular  pipes 

207.  In  all  sizes  of  circular  reinforced  cement  concrete  pipes 
from  24  inches  to  48  inches  diameter  inclusive,  reinforcement 
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shall  be  placed  at  distances  varying  from  1  inch  to  1^  inches  from 
the  inner  surfaces,  according  to  diameter  of  pipes. 

a.  Either  one  or  two  lines  of  reinforcement  may  be  used  in 
the  above  sizes  of  pipes. 

b.  In  all  circular  pipes  whose  diameters  exceed  48  inches  two 
lines  of  reinforcement  shall  be  used. 

c.  The  inner  line  of  reinforcement  shall  be  placed  within  two 
(2)  inches  of  the  inner  surface.  The  outer  line  of  reinforcement 
shall  be  placed  within  1}  inches  of  the  outer  surfaces. 

Reinforcement  for  egg  shape  pipe 

208.  In  all  sizes  of  egg  shaped  reinforced  cement  concrete  pipes, 
reinforcement  shall  be  placed  in  such  manner  as  to  best  resist 
stresses  induced  by  external  loads,  and  in  a  manner  satisfactory 
to  the  engineer.  In  all  cases  the  shapes  to  which  reinforcement 
shall  be  bent  in  the  finished  pipe  shall  be  smooth  and  true,  so 
that  its  position  in  the  pipe  shall  conform  at  all  points  to  that 
shown  on  the  standard  plan. 

Samples  for  testing 

209.  Any  or  all  of  the  foUlowing  tests  may  be  applied  to  sam- 
ples selected  by  the  engineer  from  the  pipe  delivered  on  the  work. 
For  the  purpose  of  making  such  tests  as  may  be  required,  the  con- 
tractor shall  furnish  and  deliver,  when  directed,  and  at  the  place 
required,  three  lengths  of  each  size  of  pipes  used  in  the  work. 

Crushing  tests 

210.  When  tested  in  the  manner  described  in  Section  No.  167, 
the  various  sizes  of  pipes  between  24-inch  and  42-inch  in  diameter 
inclusive,  shall  withstand  the  following  pressure. 

When  supported  upon  a  saddle  which  extends  the  full  length 
of  the  pipe  exclusive  of  the  bell  and  whose  upper  surface  fits  accur- 
ately the  outer  curved  surface  of  the  pipe,  and  whose  width  is 
equal  to  an  arc  of  15  degrees,  in  such  a  manner  that  an  even  bear- 
ing is  provided  throughout  the  whole  length,  and  pressure  is  applied 
at  the  crown  uniformly  through  a  knife  edge  one-inch  in  width, 
the  various  sizes  of  pipes  with  diameters  greater  than  42-inche8 
shall  withstand  the  following  pressure: 
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Diameter 

Pivanire 

Diameter 
inches 

PreflBure 

tncAM 

Ibt,  per  lin.  foot 

Ibt.  p«r  Kn.  foot 

24 

2150 

60 

5500 

30 

2700 

66 

6000 

36 

3300 

72 

6500 

42 

3800 

78 

7000 

48 

4400 

84 

7500 

54 

5000 

Hydrostatic  and  absorption  tests 

211.  When  subjected  to  an  internal  hydrostatic  pressure  of 
twelve  (12)  pounds  per  square  inch,  reinforced  concrete  pipe  shall 
show  no  percolation. 

Reinforced  concrete  pipe  shall  meet  the  requirements  of  the 
absorption  test  specified  in  Section  200. 

212.  Reinforced  cement  concrete  pipes  having  openings  to 
receive  spur  and  branch  connections  shall  be  furnished  and  laid 
at  such  points  as  the  engineer  may  designate,  opposite  all  lot 
fronts,  and  so  that  the  radiating  spurs  shall  in  general  be  spaced 
an  average  distance  of  .  .  .  feet  apart  on  each  side  of  the  street, 
and  also  at  such  street  intersections  where  branch  connections  are 
cfllled  for  by  the  plan.  The  openings  in  pipes  shall  be  made  in 
accordance  with  a  plan  approved  by  the  chief  engineer,  and  the 
openings  shall  be  such  that  connection  may  be  made  with  the 
sewer  in  as  effective  a  manner  as  is  possible  with  pipes  with  molded 
spur  connections. 

General 

213.  All  the  sections  relating  to  vitrified  pipe  sewers  and  to 
cement  concrete  pipe  sewers  without  reinforcement  which  are 
pertinent  and  applicable  to  reinforced  cement  concrete  pipe  sew- 
ers unless  otherwise  specified  herein  shall  govern  in  all  respects 
and  details. 

CAST   IRON   PIPE   SEWERS 


Cast  iron  pipe 

214.  Cast  iron  pipe  for  sewers  shall  conform  with  the  require- 
ments of  the  latest  revised  Standard  Specifications  for  Cast  Iron 
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Pipe  adopted  by  the  American  Society  for  Testing  Materials,  and 
all  tests  required  shall  be  made  in  accordance  therewith. 

215.  The  thickness  of  shell  and  weight  of  the  several  classes 
of  pipe,. and  the  allowable  variations  of  diameter  and  weight 
shall  be  as  follows: 


CI    • 

ClaasA, 

100  foot  Head 

48  pounds  PreMure 

CI 

200  f( 

SOpoui 

Thlck- 
neoB 

anB. 
x>t  Head 
idaPreaBure 

ClaoBC, 

300  foot  Head 

180  pounds  Pressure 

AUowable  VailatloDs 

1' 

Thmlr- 
nees 

Weight 

Weight 

Diameter 

Weight 

inehM 

inch— 

pound: 

inckM 

jwund* 

inekM 

Voundt 

inekM 

4 

0.42 

240 

0.45 

260 

0.48 

280 

6 

0.44 

370 

0.48 

400 

0.51 

430 

8 

0.46 

515 

0.51 

570 

0.56 

625 

10 

0.50 

685 

0.57 

765 

0.62 

850 

0.06 

12 

0.64 

870 

0.62 

985 

0.68 

1,100 

5  p.c. 

14 

0.57 

1,075 

0.66 

1,230 

0.74 

1,400 

16 

0.60 

1,300 

0.70 

1,500 

0.80 

1,725 

18 

0.64 

1,550 

0.75 

1,800 

0.87 

2,100 

20 

0.67 

1,800 

0.80 

2,100 

0.92 

2,600 

0.08 

24 

0.76 

2,450 

0.89 

2,800 

1.04 

3,350 

30 

0.88 

3,500 

1.03 

4,000 

1.20 

4,800 

36 

0.99 

4,700 

1.15 

5,450 

1.36 

6,550 

0.10 

4  p.c. 

42 

1.10 

6.150 

1.28 

7,100 

'  1.54 

8,600 

• 

48 

1.26 

8,000 

1.42 

9,000 

1.71 

10.900 

0.12 

54 

1.35 

9,600 

1.55 

11,200 

1.90 

13,700 

0.15 

60 

1.39 

11,000 

1.67 

13,250 

2.00 

16,100 

The  above  weights  are  for  12  feet  laying  lengths  and  standard 
sockets;  proportionate  allowance  will  be  made  for  any  variation 
therefrom. 

Variation  in  thickness 


216.  For  pipes  whose  standard  thickness  is  less  than  1-inch, 
the  thickness  of  metal  in  the  body  of  the  pipe  shall  not  be  more 
than  0.08  inch  less  than  the  standard  thickness;  and  for  pipes 
whose  standard  thickness  is  1  inch  or  more,  the  variation  shall  not 
exceed  0.10  inch,  except  that  for  areas  not  exceeding  8  inches  in  any 
direction,  variations  from  the  standard  thickness  of  0.02  inch  in 
excess  of  the  allowance  above  given  will  be  permitted. 
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Coating 

217.  All  cast  iron  pipe  shall  be  thoroughly  and  evenly  coated 
inside  and  outside  with  coal  tar  pitch  varnish.  The  coating  shall 
be  smooth,  tough  and  tenacious  when  cold  and  shall  not  be  brittle 
or  have  any  tendency  to  scale  off. 

Marking 

218.  The  weight  and  class  letter  shall  be  conspicuously  painted 
by  the  manufacturer  with  white  oil  paint  on  the  inside  of  each  pipe 
after  the  coating  is  hard. 

219.  Joints  of  cast  iron  pipe  sewers  shall  b^  of  the  kinds  shown 
on  the  plan. 

Lead  joints 

220.  When  lead  joints  are  required,  the  inner  portion  of  the 
annular  space  between  the  pipes  shall  be  packed  with  clean,  sound 
jute  packing  yam,  and  the  remaining  portion  shall  be  run  full  of 
pure  soft  lead  and  calked  with  suitable  tools.  Unless  otherwise 
shown  on  the  plan,  the  depths  of  the  lead  joints  shall  be  2\  inches 
for  6-inch  to  8-inch  pipe;  3  inches  for  12-inch  to  24-inch  pipe,  and 
3J  inches  for  30-inch  to  48-inch  pipe. 

Mortar  joints 

221.  When  gasket  and  mortar  joints  or  plain  mortar  joints  are 
required  they  shall  be  made  as  specified  in  Sections  178  and  179. 

222.  All  the  requirements,  as  hereinbefore  specified,  relating 
to  excavation,  laying,  backfilling  and  measurement  of  vitrified 
pipe  sewers  shall  apply,  as  far  as  they  are  applicable,  to  cast  iron 
pipe  sewers. 

Prices  to  cover 

223.  The  contract  prices  for  cast  iron  pipe  sewers  shall  cover 
the  cost  of  all  necessery  excavation  (except  rock  when  there  is  a 
contract  price  for  rock  excavation) ;  of  all  gravel  or  broken  stone 
cradles  required;  of  all  bulkheads;  of  all  backfilling;  of  all  embank- 
ments required  and  of  all  labor  and  materials  required  to  furnish 
and  lay  the  sewers  complete  in  place,  as  shown  on  the  plan  and  as 
specified. 
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BASIN  CONNECTIONS 

224.  The  connections  between  receiving  basins  or  inlet  basins 
and  sewers  or  manholes  shall  be  of  12-inch  vitrified  pipe,  unless 
otherwise  shown  on  the*  plan.  The  pipes  shall  be  of  the  same 
quality  and  dimensions,  and  laid  in  the  same  manner  as  herein- 
before specified  for  vitrified  pipe  sewers. 

Medsurement 

225.  The  lengths  of  basin  connections  to  be  paid  for  will  be 
determined  by  measurements  along  their  inverts. 

Price  to  include 

226.  The  contract  price  for  basin  connections  shall  cover  the 
cost  of  all  necessary  excavation  (except  rock,  when  there  is  a  con- 
tract price  for  rock  excavation) ;  of  all  gravel  or  broken  stone  cra- 
dles required;  of  all  necessary  trimming,  fitting  and  building  into 
masonry;  of  all  backfilling;  of  all  embankments  required;  and  of  all 
labor  and  materials  required  to  furnish  and  lay  the  basin  connec- 
tions complete  in  place,  as  specified. 

PIPE  DRAINS 

227.  Pipe  drains  shall  be  built  of  vitrified  or  cement  concrete 
pipe  of  the  same  quality  and  dimensions  and  laid  in  the  same  man- 
ner as  hereinbefore  specified  for  pipe  sewers. 

Old  drains  restored  or  extended 

m 

228.  Any  existing  drain  disturbed  or  removed  on  account  of 
the  work  under  this  contract  shall,  if  required,  be  restored  or  con- 
nected with  the  new  work  as  directed.  The  portions  of  such 
drains  restored  or  the  extensions  thereof  will  be  paid  for  at  the  con- 
tract prices  for  pipe  drains  of  the  same  size. 

Measure7nent 

229.  The  lengths  of  pipe  drains  to  be  paid  for  will  be  deter- 
mined by  measurements  along  their  inverts. 
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Prices  to  cover 

230.  The  contract  prices  for  pipe  drains  shall  cover  the  cost 
of  all  necessary  excavations  (except  rock,  when  there  is  a  contract 
price  for  rock  excavation) ;  of  all  necessary  trimming,  fitting  and 
building  into  masonry;  of  all  backfilling;  of  all  embankments 
required;  and  of  all  labor  and  materials  required  to  furnish  and 
lay  the  drains  complete  in  place,  as  specified. 

SPURS  FOR  HOUSE  CONNECTIONS 

231.  Spurs  for  house  connections  shall  be  of  vitrified  or 
cement  concrete  pipe  6  inches  in  diameter,  equal  in  quality  and 
dimensions  to  that  specified  for  pipe  sewers. 

In  brick  and  concrete  sewers 

232.  In  brick  and  concrete  sewers  spurs  shall  be  built  in  as 
shown  on  the  plan  or  as  directed.  They  shall  be  hub  and  spigot 
pipes  with  the  spigot  end  moulded  or  cut  to  fit  flush  with  the 
inner  surface  of  the  sewer,  and  of  sufficient  length  to  reach  the 
exterior  of  the  sewer. 

In  pipe  sewers 

233.  Pipes  having  6-inch  spurs  with  hubs  moulded  thereon 
shall  be  furnished  and  laid  in  pipe  sewers  where  shown  on  the 
plan  or  directed.  The  cost  of  such  pipes  shall  be  included  in  the 
contract  prices  for  pipe  sewers. 

Covers 

234.  The  ends  of  all  spurs  not  connected  with  drains  shall  be 
closed  with  approved  covers  of  the  same  material  as  the  pipe.  If 
required,  such  covers  shall  be  cemented  in  place,  and  when  directed 
the  covers  shall  be  so  cemented  before  the  pipes  are  lowered  into 
the  trench. 

Cost  to  include 

235.  The  cost  of  spurs  and  all  labor  and  materials  required  to 
furnish  and  place  the  same  as  specified,  and  furnishing  and  cement- 
ing the  covers  for  the  same,  shall  be  included  in  the  contract  price 
of  the  sewers  to  which  they  connect.  They  shall  be  furnished  and 
laid  as  above  specified  without  extra  cost  to  the  city. 
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DRAINS   FOR  HOUSE   CONNECTIONS 

236.  Where  shown  on  the  plan  or  where  directed,  drains  for 
house  connections  shall  be  built  from  the  spurs  in  such  a  manner 
and  for  such  distance  as  may  be  shown  or  directed. 

Depth  at  curb 

237.  House  connection  drains  shall  be  laid  with  such  a  gradient 
as  to  secure  a  depth  at  the  curb  line  of  9^  feet  or  at  a  gradient  of  i 
inch  per  foot  when  possible.  Where  this  is  not  possible,  the  depth 
of  the  curb  line  shall  be  as  shown  on  the  plan. 

Material 

238.  Unless  otherwise  shown  on  the  plan,  drains  for  house  con- 
nections shall  be  of  pipe  of  the  quality  and  dimensions  specified 
for  pipe  sewers.  The  ends  of  the  drains  shall  be  closed  with 
approved  covers  of  the  same  material  as  the  pipe. 

How  laid 

239.  All  the  requirements,  as  hereinbefore  specified,  relating 
to  excavation,  laying  and  backfilling  of  pipe  sewers  shall  apply,  as 
far  as  they  are  applicable,  to  drains  for  house  connections. 

Measurement 

240.  The  lengths  of  pipe  drains  for  house  connections  to  be  paid 
for  will  be  determined  by  measurement  along  their  inverts. 

Price  to  cover 

241.  The  contract  price  for  drains  for  house  connections  shall 
cover  the  cost  of  all  necessary  excavation  (except  rock,  when  there 
is  a  contract  price  for  rock  excavation) ;  the  cost  of  all  backfilling; 
the  cost  of  all  covers,  bends  and  specials  required;  and  the  cost  of 
all  labor  and  materials  required  to  furnish  and  lay  the  drains  for 
house  connections  complete  in  place,  as  specified  and  as  shown  on 
the  plan. 

RISERS 

242.  Where  shown  on  the  plan  or  where  directed,  risers  for 
house  connections  shall  be  built  from  the  spurs  in  such  a  manner 
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and  to  such  height  as  may  be  shown  on  the  plan  or  directed.  Un- 
less otherwise  shown  on  the  plan,  they  shall  be  of  pipe  of  the  quality 
and  dimensions  herein  before  specified  for  pipe  sewers.  They  shall 
be  supported  and  surrounded  by  concrete  as  shown,  and  each  shall 
be  closed  with  an  approved  cover  of  the  same  material  as  the  pipe. 

Measurement 

243.  The  lengths  of  risers  to  be  paid  for  will  be  determined  by 
measurements  along  their  axes. 

Price  to  include 

244.  The  contract  price  for  risers  shall  cover  the  cost  of  all 
necessary  excavation  (except  rock,  when  there  is  a  contract  price 
for  rock  excavation);  the  cost  of  all  concrete  used  in  connection 
with  the  risers;  the  cost  of  all  backfilling;  the  cost  of  all  covers,  bends 
and  specials  required;  and  the  cost  of  all  labor  and  materials 
required  to  construct  the  risers  complete  in  place,  as  specified. 

BiANHOLES 

245.  The  masonry  or  concrete  for  manholes  shall  be  built  to 
within  .  .  .  inches  of  the  established  grade  of  the  street  or 
to  within  .  .  .  inches  of  the  existing  surface  of  the  groimd,  as 
directed.  When  not  built  up  to  within  ....  inches  of  the  estab- 
lished grade  of  the  street,  the  masonry  or  concrete  shall,  if  directed, 
be  covered  with  bluestones  not  less  than  5  inches  thick  or  with  an 
approved  reinforced  concrete  slab  to  support  the  head. 

Brick  manholes     • 

246.  Brick  manholes  shall  be  formed  by  means  of  templets 
placed  at  top  and  bottom  with  not  less  than  8  lines  drawn 
between  them  if  directed  by  the  engineer,  and  they  shall  be 
smoothly  and  evenly  plastered  on  the  outside  with  a  layer  of 
mortar  i  inch  thick. 

Concrete  manholes 

247.  Concrete  manholes  shall  be  built  of  the  materials,  sizes 
and  dimensions  shown  on  the  plan. 
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Steps 

.  248.  Galvanized  wrought  iron  steps  of  the  size  and  shape  shown 
on  the  plan  shall  be  firmly  built  into  the  manholes  at  vertical  inter- 
vals of  about  16  inches. 

Head  and  cover 

249.  Manhole  heads  and  covers  shall  be  of  cast  iron,  and  unless 
otherwise  shown  on  the  plan,  each  head,  exclusive  of  cover,  shall 
weigh  not  less  than  475  pounds  and  each  cover  shall  weigh  not 
less  than  135  pounds.  The  weight  of  each  head  and  cover  shall  be 
conspicuously  painted  thereon  by  the  manufacturer  with  white  oil 
paint.  The  head  shall  be  set  on  the  masonry  or  concrete  in  a  full 
bed  of  stiff  mortar. 

I>U8t  pans,  etc, 

250.  Where  shown  on  the  plan,  dust  pans  and  protective  grat- 
ings of  the  materials,  forms  and  dimensions  shown  shall  be  fur- 
nished and  fitted  in  the  manholes. 

Price  to  cover 

251.  The  contract  price  for  manholes  shall  cover  the  cost  of  all 
necessary  excavation,  (except  rock,  when  there  is  a  contract  price 
for  rock  excavation),  of  all  backfilling;  of  all  plastering;  of  all 
bluestones,  of  all  concrete  slabs;  of  all  steps;  of  dust  pans  and  pro- 
tective gratings,  when  required;  and  of  all  labor  and  materials  re- 
quired to  construct  the  same  complete,  in  place,  as  shown  on  the 
plan  and  specified. 

RECEIVING  BASINS 

Brick  basins 

252.  Brick  receiving  basins  shall  be  built  in  the  manner  and 
of  the  dimensions  shown  on  the  plan.  They  shall  be  formed  by 
means  of  templets  placed  at  top  and  bottom  with  not  less  than 
10  vertical  lines  drawn  between  them,  if  directed  by  the  engineer. 
If  required,  the  mouths  of  receiving  basins  shall  be  closed  with 
bulkheads  of  brick  masonry  and  such  bulkheads  shall  be  removed 
when  directed. 
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Concrete  bcisins 

253.  Concrete  receiving  basins  shall  be  built  in  the  manner 
and  of  the  dimensions  shown  on  the  plan.  Class  A  concrete  shall 
be  used  throughout  and  shall  be  placed  for  both  bottom  and  side 
walls  at  one  operation. 

Concrete  heads 

254.  Where  concrete  heads  or  cover  slabs  of  receiving  basins 
or  their  inlets  are  built  in  or  adjoin  concrete  sidewalks,  the  new 
work  shall  be  made  to  correspond  in  pattern  and  color  with  the 
existing  sidewalk. 

Pavement  at  inlets  to  receiving  basins 

255.  The  pavements  adjoining  the  inlets  to  receiving  basins 
shall  be  restored  and  adjusted  to  the  extent  and  in  the  manner 

directed,  and  in  accordance  with  paragraphs   . . .  and   In 

unpaved  streets  and  in  macadamized  streets,  where  the  inlets  to 
the  receiving  basins  are  approximately  at  the  surface  of  the  street, 
a  space  of  2i  feet  adjoining  such  inlets  shall,  if  required,  be  paved 
with  approved  paving  blocks. 

Price  to  cover 

256.  The  contract  price  for  receiving  basins  shall  cover  the 
cost  of  all  necessary  excavation  (except  rock,  when  there  is  a 
contract  price  for  rock  excavation) ;  of  all  cast  iron  traps  and  fit- 
tings; of  the  outlet  culvert  connecting  with  the  sewer;  of  all  back- 
filling, of  all  pavement  required  at  the  inlets  to  the  basins;  of 
the  temporary  brick  bulkheads  in  the  mouths  of  the  basins  or 
outlet  culverts  when  required;  and  of  all  labor  and  materials 
required  to  construct  the  receiving  basins  complete  in  place, 
as  shown  on  the  plan  and  specified. 

STORM   WATER  INLETS 

257.  Storm  water  inlets  and  the  heads  and  covers  therefor 
shall  be  of  the  materials,  forms  and  dimensions  shown  on  the 
plan.  If  required,  the  mouths  of  inlets  shall  be  closed  with  bulk- 
heads of  brick  masonry  and  such  bulkheads  shall  be  removed  when 
directed. 
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Price  to  include 

258.  The  contract  price  for  inlets  shall  include  the  cost  of  all 
necessary  excavation,  (except  rock,  when  there  is  a  contract  price 
for  rock  excavation);  of  all  backfilling;  of  connections  with  sewers; 
of  the  temporary  brick  bulkheads  in  the  mouths  of  the  inlets  when 
required;  and  of  all  labor  and  materials  required  to  construct  the 
inlets  complete,  in  place,  as  shown  on  the  plan  and  specified. 

FLUSH   TANKS 

259.  Flush  tanks  shall  be  of  the  materials,  form  and  dimen- 
sions shown  on  the  plan.  Unless  otherwise  directed,  they  shall 
be  connected  with  the  water  main  and  with  the  sewer.  The  con- 
nection with  the  water  main  shall  be  made  under  a  permit  from 
the  proper  authorities,  and  under  their  rules  and  inspection. 

Price  to  include 

260.  The  contract  price  for  flush  tanks  shall  include  the  cost 
of  all  necessary  excavation  (except  rock,  when  there  is  a  contract 
price  for  rock  excavation);  of  all  backfilling;  and  of  all  labor  and 
materials  required  to  construct  the  flush  tanks  complete,  in  place, 
as  shown  on  the  plan,  and  to  connect  the  same  with  the  water 
main  and  the  sewer. 

EMBANKMENT 

Qvxility 

261.  Where  indicated  on  the  plan,  embankment  shall  be  made 
of  the  form  and  dimensions  shown.  It  shall  consist  of  clean  steam 
ashes  or  filling  of  the  quality  specified  in  Sections  31,  32  and  34, 
which  shall  contain  no  stone  over  6-inches  in  its  largest  dimension. 
When  the  material  forming  the  embankment  contains  stones,  the 
latter  shall  be  so  distributed  through  the  mass  that  all  interstices 
are  filled  with  fine  material,  and  the  material  within  2  feet  of  the 
sewer  shall  be  free  of  stones.  When  embankment  is  used  as 
foundation  it  shall  consist  entirely  of  filling  of  the  quality  specified 
in  Sections  31  and  32. 

How  made 

262.  The  embankment  shall  be  deposited  and  spread  in  hori- 
zontal layers  to  such  an  extent  and  at  such  times  as  may  be 
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directed.  When  embankment  is  used  as  a  foundation,  the  ground 
on  which  it  is  to  be  made  shall  be  prepared  by  grubbing  and  clear- 
ing, and  removing  all  improper  material.  Embankment  used  as 
foimdation  shall  be  deposited  in  uniform  horizontal  layers  not 
exceeding  1  foot  in  depth,  and  each  layer  shall  be  thoroughly 
compacted  by  rolling  or  tamping,  or  both;  such  embankment  shall 
not  be  built  upon  until  the  expiration  of  .  .  .  days  after  its 
completion. 

Approaches 

263.  Where  the  embankment  obstructs  or  interferes  in  any  way 
with  any  public  or  private  roadway,  the  contractor  shall  furnish 
and  place  all  material  necessary  to  provide  suitable  approaches 
of  such  widths  and  to  such  extent  as  shown  on  the  plan,  or  as 
directed. 

264.  All  embankments  and  approaches  shall  be  maintained  at 
their  full  dimensions  until  the  completion  of  this  contract. 

Cost  indvded 

265.  The  cost  of  all  labor  and  materials  required  to  prepare 
the  ground,  to  make  the  embankment  and  approaches  as  specified, 
to  make  all  necessary  excavations  and  backfilling  therein,  and 
to  maintain  the  embankments  and  approaches  at  their  designated 
dimensions  until  the  completion  of  this  contract,  shall  be  covered 
by  the  contract  prices  for  the  structures  over  or  in  connection 
with  which  they  are  made. 

SLOPE   PAVEMENT 

How  laid 

266.  Slope  pavement  shall  be  not  less  than  18-inches  in  depth 
and  shall  be  composed  of  sound  quarried  or  split  stones.  Except 
when  used  for  pinning  or  wedging,  the  stones  shall  be  not  less  than 
6  inches  thick  and  from  12  to  18  inches  long.  They  shall  be 
placed  by  hand  so  as  to  present  a  fairly  even  surface,  and  have 
their  longest  dimensions  approximately  perpendicular  to  the  side  of 
the  embankment.  At  least  one-third  of  the  stones  shall  extend 
through  the  pavement.  Slope  pavement  will  be  measured  by  its 
superficial  area. 
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Price  to  cover 

267.  The  contract  price  for  slope  pavement  shall  cover  the 
cost  of  all  labor  and  materials  required  to  lay  the  same  complete 
in  place,  as  specified. 

RESTORATION   OF  SURFACE  AND   CLEANING  UP 

BestoraUon  of  unpaved  roadways,  sidewalks,  etc. 

268.  At  such  time  as  may  be  directed,  all  unpaved  roadways, 
gutters,  and  sidewalks  affected  by  the  work  done  under  this  con- 
tract shall  be  restored  to  the  same  condition  in  which  they  were 
at  the  time  of  the  opening  of  bids  for  this  contract. 

Pavements,  etc.,  restored  by  city 

269.  Unless  otherwise  required  by  the  plan,  all  roadway  and 
sidewalk  pavements,  cross-walks,  curbs,  etc.,  along  the  line  of 
the  work,  (except  those  under  guarantee  for  maintenance  by  the 
paving  contractor),  which  are  removed,  destroyed,  lost  or  injured 
on  account  of,  or  during  the  construction  of  the  work  under  this 
contract,  or  which  are  injured  by  traffic  on  account  of  any  act 
or  omission  on  the  part  of  the  contractor,  his  agents,  servants  or 
employes,  in  the  prosecution  of  the  work,  will  be  restored  and 
adjusted  by  the  city  at  the  expense  of  the  contractor.    For  this 

•purpose,  before  the  completion  of  the  contract,  and  when  directed, 
the  contractor  shall  pay  to  the  city  a  sum  of  money  sufficient  to 
cover  the  cost  of  restoring  and  adjusting  the  pavements,  cross- 
walks, curbs,  etc.,  the  amount  of  the  work  to  be  done  being  deter- 
mined by  the  engineer,  and  the  cost  being  computed  at  the  following 
prices. 

Granite  block  with  concrete  foundation,  tar  and  gravel 

Per  sq.  fd, 

(or  cement  grout)  joints $ 

Granite  block  pavement,  with  sand  foundation 

Medina    block   pavement,    with    concrete    foundation 

(grouted  joints) 

Brick  pavement,  with  concrete  foundation 

Brick  pavement,  with  sand  foundation 

Belgian  block  pavement 

Cobble  stone  pavement 
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Per  tff.  ifd. 

Macadam  pavement % 

Iron  slag  pavement 

Wood  block  pavement 

Asphalt  block  pavement  over  10  yards 

Asphalt  block  pavement  under  10  yards 

Sheet  asphalt  pavement,  with  concrete  foundation,  over 

10  yards 

Sheet  asphalt  pavement,  with  concrete  foundation,  under 

10  yards 

Asphalt  pavement,   without   concrete  foundation,   over 

10  yards 

Asphalt  pavement,  with  concrete  foundation,  under  10 

yards 

Per  tff.  ft. 

Cement  sidewalk  relaid $ 

New  flagging 

Flagging  relaid 

Ptr  lin,  ft. 

Curbstone  reset,  sand  foundation 

Curbstone  reset,  concrete  foundation, 

New  curbstone  furnished  and  set,  sand  foundation 

New  curbstone  furnished  and  set,  concrete  foundation 

Bridgestone  reset,  sand  foundation 

Bridgestone  reset,  concrete  foundation 

New  bridgestone  furnished  and  set,  sand  foundation 

New  bridgestone  furnished  and  set,  concrete  foundation        

Pavements,  etc.,  restored  by  contractor 

270.  If  required  by  the  plan,  roadway  and  sidewalk  pavements, 
cross-walks,  curbs,  etc.,  shall  be  satisfactorily  restored  and  adjusted 
by  the  contractor  at  such  times  as  may  be  directed.  Sidewalk 
pavements  shall  be  restored  in  whole  flags,  squares  or  sections 
which  shall  correspond  in  quality  and  appearance  with  the  original 
or  adjoining  flags,  squares  or  sections.  All  work  and  materials 
used  in  such  restoration  and  adjustment  shall  conform  in  aU 
respects  to  the  standard  specifications  now  in  use  by  the  city  for 
similar  work  and  materials. 

Pavements f  etc,j  under  guarantee 

271.  All  pavements,  sidewalks,  cross-walks,  curbs,  etc.,  exist- 
ing at  the  time  of  the  opening  of  the  bids  for  this  contract,  and 
under  guarantee  for  maintenance,  shall  be  restored  and  adjusted 


Per  tq,  ft. 
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by  the  parties  responsible  under  such  guarantee,  and  at  the  expense 
of  the  contractor.  If  not  so  restored  and  adjusted  during  the 
progess  of  the  work,  the  contractor  shall,  when  directed,  pay  to 
the  city,  before  the  completion  of  the  contract,  a  sum  of  money 
sufficient  to  cover  the  cost  of  having  the  same  restored  and  adjusted 
by  the  parties  responsible  under  such  guarantee,  and  at  the  charges 
for  the  restoration  of  the  same,  as  set  forth  in  their  contracts 
relating  thereto.  Such  sum  shall  be  accompanied  by  certificates 
from  the  parties  responsible  for  the  maintenance  of  the  pave- 
ments, sidewalks,  cross-walks,  curbs,  etc.,  to  the  effect  that  such 
sum  will  be  accepted  by  them  as  covering  the  entire  quantity  of 
pavement,  etc.,  to  be  restored  and  adjusted. 

• 

Temporary  restoraiion 

272.  At  such  times  as  may  be  directed  roadway  and  sidewalk 
pavements,  cross-walks,  curbs,  etc.,  which  have  been  removed, 
whether  under  guarantee  or  not,  shall  be  temporarily  restored 
by  the  contractor  to  the  satisfaction  of  the  engineer. 

Change  of  pavementj  etc, 

273.  When  the  kinds  of  pavements,  sidewalks,  cross-walks, 
curbs,  etc.,  in  any  street  affected  by  this  contract,  are  changed 
after  the  bids  are  opened  and  before  work  is  commenced,  the  con- 
tractor will  not  be  required  to  make  permanent  restoration  of 
the  new  pavement,  sidewalks,  cross-walks,  curbs,  etc.,  disturbed, 
but  a  sum  of  money  sufficient  to  pay  the  cost  of  replacing  the 
kinds  of  pavement,  sidewalks,  cross-walks,  curbs,  etc.,  which  were 
there  at  the  time  of  the  opening  of  the  bids  for  this  contract,  will 
be  deducted  from  the  amount  which  would  have  been  payable 
to  the  contractor  upon  the  completion  of  the  contract,  had  the 
character  of  the  pavements,  etc.,  not  been  changed,  and  such  cost 
will  be  computed  at  the  prices  stated  in  section  269. 

When  new  pavement  is  laid 

274.  If  pavement,  sidewalks,  cross-walks,  curbs,  etc.,  are  laid 
where  none  existed  at  the  time  the  bids  for  this  contract  were 
opened,  the  contractor  shall  excavate  and  remove  such  portions 
of  the  pavements,  sidewalks,  cross-walks,  curbs,  etc.,  and  their 
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foundations  as  may  be  necessary  for  the  prosecution  of  the  work, 
but  he  will  not  be  required  to  make  a  permanent  restoration  of 
them. 

Trenches  flooded 

275.  Before  laying  any  pavements,  sidewalks,  cross-walks, 
curbs,  etc.,  the  trenches  shall,  if  required,  be  flooded  with  water, 
as  directed,  and  all  resulting  holes  or  depressions  shall  be  filled 
and  tamped  solid. 

Unnecessary  cross  gvUers 

276.  All  cross  gutters  rendered  unnecessary  by  the  work  under 
this  contract  shall  be  removed  and  the  entire  street  intersection 
or  so  much  thereof  as  may  be  necessary  shall  be  regraded  and 
repaved  as  herein  specified. 

Cleaning-up 

277.  At  such  times  as  may  be  directed,  the  contractor  shall 
remove  from  the  streets  all  mftterials  which  were  placed  thereon 
by  him  as  a  consequence  of  performing  this  work,  and  which  are 
not  required  by  the  contract  to  be  left  as  part  of  the  finished  work. 
The  entire  work  and  portions  of  the  street  affected  thereby  shall 
be  left  in  a  satisfactory  condition.  The  sidewalks  and  cross-walks 
shall  be  swept  clean  of  all  material  which  may  have  come  thereon 
by  reason  of  the  work  under  this  contract,  and  if  required,  they 
shall  be  sprinkled  with  water  during  the  sweeping. 

Cost  to  be  covered 

278.  The  cost  of  all  the  labor  required  to  be  done  and  all  the 
materials  required  to  be  furnished  in  the  performance  of  all  the 
work  specified  in  Sections  inclusive,  shall  be  covered 
by  all  the  contract  prices  for  all  the  items  for  which  there  are 
contract  prices. 

DISCUSSION 

Article  6 

Mr.  Parkes:  I  move  that  the  paragraph  with  reference  to 
taking  out  stumps  be  stricken  out. 

Mr.  Craig:  We  must  remember  that  these  specifications  are 
general  specifications. 
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Article  15 

Mr.  Parkes:  With  reference  to  that  8  inches  on  a  side,  that 
means  16  inches  larger  than  the  pipe.  My  specifications  read 
1  foot  larger  than  the  diameter  of  the  pipe.  Why  make  that 
4  inches  larger? 

Mr.  Meriwether:  I  have  discussed  that  clause  with  Mr. 
Fort.  His  reason  is  to  assure  plenty  of  room  to  tamp  the  back 
fill  in  under  the  haimches  of  the  pipe. 

The  President:  We  use  12  inches  over  the  diameter. 

Mr.  Rankin:  I  would  suggest  that  the  term  "outside  diame- 
ter" be  used  instead  of  "barrel." 

Mr.  Parkes:  I  move  that  the  minimum  width  be  made 
6  inches  instead  of  8  inches. 

Mr.  Myers:  I  will  second  that. 

Mr.  Fisher:  We  use  18  inches  wider  than  the  inside  diameter 
of  the  pipe.  We  cannot  cover  Pine  Bluff  and  New  York  with 
details  in  these  specifications.  These  are  made  up  by  men  of 
more  experience  than  any  of  us,  and  are  general  specifications. 
They  will  not  fit  my  conditions  all  the  way  through  or  Mr.  Parkes' 
conditions  exactly,  but  with  such  modifications  as  the  different 
engineers  will  have  to  make,  I  think  it  is  the  best  specification 
we  can  have.  That  was  the  opinion  of  the  committee;  we  went 
through  it  very  thoroughly.  While  there  are  some  things  I  would 
want  changed  somewhat,  because  they  do  not  agree  with  my  prac- 
tice, as  a  general  spiecification  I  do  not  believe  they  could  be  bet- 
tered. 

The  President:  We  are,  however,  establishing  a  minimum 
permissible  under  any  circumstance,  and  I  think  we  should  make 
that  to  fit  the  least  occasion  we  have,  so  if  we  want  to  use  8  inches 
or  9  inches,  that  would  cover  the  case. 

Mr.  Reimer:  We  perhaps  need  that  extra  width  for  the  oper- 
ation of  the  men  wiping  the  joints.  You  cannot  get  a  man  to 
thoroughly  wipe  a  joint  in  a  narrow  space  of  6  inches. 
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Mb.  Pabkes:  We  do  succeed  in  wiping  the  joints  in  6  inches. 
You  have  given  us  a  minimum  here,  and  I  want  the  minimum 
small  enough  so  that  we  may  use  the  specifications  of  the  society. 
We  do  not  want  to  have  to  violate  our  specifiations. 

{Mr.  Parkes^  motion  carried.) 

The  Secretary:  In  many  of  these  specifications  adopted  by 
this  society  and  by  the  Society  for  Standardizing  Paving  Specifica- 
tions, I  notice  a  tendency  to  introduce  into  the  standard  speci- 
fications little  suggestions  as  to  the  carrying  on  of  the  work.  If 
these  are  to  be  adopted  as  a  standard  form  of  specifications,  they 
should  not  include  those  little  side  notes.  These  are  forms  that 
any  engineer  may  fill  out  according  to  his  requirements  and  give 
them  to  a  contractor  as  his  instructions.  If  they  contain  alterna- 
tives, the  engineer  must  change  them,  or  give  the  contractor  the 
alternative.  You  have  put  a  minimum  of  6  inches  here.  The 
engineer  now  says  that  to  the  contractor.  It  would  seem  better, 
when  different  towns  require  different  widths,  to  leave  it  blank, 
and  let  each  engineer  put  in  what  he  pleases.  It  might  be  well 
for  the  society  to  place  a  foot  note  or  suggestion  to  the  engineer 
at  this  point,  that  the  society  recommends  that  6  inches  be  adopted, 
or  something  of  that  kind. 

Mr.  Nicholson:  I  agree  with  the  statement  of  the  secretary 
I  will  move  that  8  inches  be  changed  to  blank  inches,  and  a  foot 
note  inserted  in  the  specifications  calling  attention  to  the  fact 
that  the  engineer  shall  use  his  own  judgment. 

Mr.  Reimer:  I  will  second  that. 

Mr.  Parkes:  This  is  one  of  the  vital  points  in  the  specifica- 
tions. The  most  unsatisfactory  specifications  I  ever  saw  put  out 
is  the  bituminous  pavement  specifications  put  out  by  the  S.P.S, 
because  about  every  other  paragraph  says  if  local  conditions  jus- 
tify do  so  and  so,  and  it  does  not  tell  you  what  you  should  have 
to  meet  these  traffic  conditions.  If  you  leave  it  to  the  judgment 
of  the  local  engineer,  there  is  no  necessity  of  adopting  these  spec- 
ifications. We  are  all  competent  to  write  specifications  to  con- 
struct a  sewer  or  pavement  under,  but  we  are  trying  to  lay  down 
the  basis  of  practice,  trying  to  tell  him  what  is  the  least  founda- 
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tion  he  should  put  under  his  pavement,  and  the  least  width  at 
the  side  of  his  sewer.  If  you  do  not  do  that,  you  are  not  doing 
what  this  society  is  supposed  to  do.  We  should  take  a  stand  on 
these  things.  Let  us  say,  here  is  a  criterion  for  you  to  go  by. 
You  can  depart  from  this  if  you  want  to,  but  you  do  it  at  your 
own  risk.    This  is  the  minimum. 

The  Secretary:  That  was  intended  to  be  provided  for  by 
clauses  in  italics,  or  footnotes,  to  put  the  6  inches  in,  but  not  to 
put  it  in  the  specifications  as  part  of  them,  because  the  young 
engineer  will  say,  here  is  something  handed  to  me  as  a  model 
form  of  specification.  All  I  must  do  is  fill  in  a  few  dimensions 
and  hand  it  to  the  contractor.  He  must  use  some  judgment,  he 
cannot  take  a  specification  made  for  the  whole  country,  fill  in 
a  few  quantities  and  hand  it  to  the  contractor.  We  can  help  in 
footnotes,  but  do  not  let  us  have  it  turned  over  to  the  contractor 
with  a  lot  of  alternatives. 

Mr.  Hawley:  We  certainly  do  not  want  any  engineer  to 
specify  less  than  6  inches.  With  those  minima,  and  with  a  foot- 
note stating  these  are  minima,  let  him  modify.it  to  suit  condi- 
tions. 

The  Secretary:  The  only  question  seems  to  be  whether  to 
put  in  6  inches,  and  let  him  cross  it  out  and  put  in  8  inches,  or 
whether  to  leave  it  entirely  blank. 

Mr.  Hallock:  I  think  it  a  mistake  to  have  too  many  com- 
ments in  italics.  It  is  better  to  put  in  the  minimum  and  allow 
the  engineer  to  use  his  own  judgment. 

{Mr.  Nicholson  withdraws  motion,) 

Article  18 

Mr.  Hughes:  I  would  suggest  that  you  excavate  to  a  certain 
depth  below  the  flow  line,  in  rock  cuts,  and  that  that  be  paid  for. 

Mr.  Rankin:  We  allow  4  inches  below  the  external  bottom 
of  the  pipe.  In  rock  it  is  not  necessary  to  put  a  cradle  in,  but  we 
excavate  4  inches  deeper,  and  then  fill  with  earth  and  sand,  and 
it  is  no  more  than  proper  that  the  contractor  should  be  paid  for 
that  additional  4  inches. 
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AHide  21 


Another  thing  that  is  of  interest  is  the  paying  for  boulders, 
or  small  pieces  of  rock.  It  says  there,  1  cubic  yard.  We  find 
frequently  we  have  a  sort  of  continuous  bed  of  boulders  harder 
to  excavate  than  solid  ledge,  and  on  that  basis  a  man  might  not 
be  paid  for  them,  if  they  were  less  than  1  cubic  yard.  Our  prac- 
tice is  to  pay  for  a  half  yard. 

Mr.  Hawlet:  I  believe  it  should  be  made  one-third  of  a  cubic 
yard,  because  you  can  excavate  solid  rock  cheaper  than  you  can 
boulders  one-third  of  a  cubic  yard.  I  believe  there  should  be 
an  allowance  of  a  batter  of  one  in  eight  in  addition  to  the  other 
width.  I  move  to  amend  by  making  that  one-third  of  a  cubic 
yard  instead  of  one,  and  that  a  batter  slope  of  one  in  eight  be 
put  in. 

Mr.  Roess:  I  will  second  that. 

Mr.  Craig:  These  specifications  were  prepared  by  three  rec- 
ognized engineers  of  the  country.  Neither  of  them  is  here.  U 
occurred  to  me  that  any  suggestions  or  modifications  that  we 
wish  to  make,  we  should  make  in  a  separate  paragraph,  and  add 
them  to  these  specifications.  I  believe  it  would  be  better  to  do 
this  than  to  make  changes  here  and  there. 

{Vote  taken  on  motion  to  change  from  1  cubic  yard  to  \  of  a 
cubic  yard.    Motion  carried.) 

{Vote  taken  on  motion  to  allow  1  foot  in  8  baiter  on  each  side 
of  the  trench.    Motion  lost) 

Mr.  Craig:  I  move  that  these  specifications  be  printed  in 
full  in  our  proceedings,  but  not  adopted,  and  that  the  criticisms 
and  suggestions  made  by  the  different  members  be  printed,  and 
that  the  specifications  be  laid  over  and  referred  back  to  the  com- 
mittee until  our  next  meeting  for  final  adoption. 

Mr.  Fisher:  I  second  that. 

Mr.  Wadsworth:  The  mistake  has  been  made  in  the  past 
by  associations  attempting  to  fix  upon  specifications  for  less  exper- 
ienced engineers.  They  have  tacked  on  too  many  conditions.  I 
believe  this  should  be  taken  up  and  acted  upon  as  we  go  along. 
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Mr.  Fisher:  We  ought  not  to  adopt  this  specification  this 
year,  perhaps.  There  are  probably  in  the  United  States  several 
thousand  engineers  who  will  get  these  specifications,  and  the  men 
who  are  here  cannot  claim  to  speak  for  those  who  are  not.  I  think 
the  specification  should  be  printed  in  full,  just  as  it  is,  not  adopted. 
As  to  the  rock,  we  use  one-half  a  cubic  yard,  and  would  not  use 
a  yard  of  it  were  in  here.  But  I  think  the  specification  should 
be  printed  just  as  it  is,  and  then  take  such  action  as  we  are  taking 
now,  take  up  each  paragraph  and  pass  resolutions  to  change 
instead  of  trying  to  settle  it  in  the  time  we  have  and  with  the 
experience,  necessarily  limited,  of  those  who  are  here.  Let  it  go 
over  until  next  year.  This  is  the  first  time  this  has  come  up, 
and  we  are  not  in  position  to  adopt  this  specification  and  change 
it  at  this  meeting. 

Mr.  Roess:  If  this  resolution  carries,  the  whole  thing  will  be 
referred  back  to  the  committee? 

The  President:  Yes  sir;  we  make  these  suggested  amend- 
ments and  the  whole  thing  is  published,  and  it  goes  not  only 
before  our  own  membership,  but  broadcast  throughout  the  land. 
Then  at  the  next  meeting  we  will  go  into  the  matter  more  fully 
and  possibly  be  prepared  to  adopt  standard  sewer  specifications. 

Mr.  Meriwether:  I  am  a  member  of  the  committee  of  the 
American  Society  for  Testing  Materials  on  the  same  subject,  of 
which  Mr.  Hering  is  Chairman,  and  Mr.  Provost  and  Mr.  Fort 
are  members,  and  they  have  conferred  with  me  on  these  specifi- 
cations, to  see  that  the  two  specifications  do  not  conflict.  I  know 
Mr.  Provost  and  Mr.  Hering  and  Mr.  Fort  have  given  up  their 
Saturday  afternoons  for  a  year  in  getting  these  specifications  up, 
and  they  have  threshed  them  over  carefully,  and  I  do  not  think 
we  can  come  here  and  in  a  few  minutes  hope  to  make  better  ones. 
I  think  they  should  be  printed  and  not  adopted. 

Mr.  Blair:  Instead  of  printing  this  report  and  the  suggestions 
and  criticisms  offered  at  this  meeting  in  the  minutes,  and  waiting 
until  that  publication  is  issued  and  in  our  hands,  it  seems  to  me 
this  subject  is  so  important,  as  are  other  specifications  to  come 
up  for  consideration,  and  especially  in  view  of  the  fact  that  this 
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effort  is  an  inceptive  effort  of  the  society,  that  these  specifications 
should  be  printed  word  for  word  as  offered  by  this  committee  in 
pamphlet  form,  distributed  to  our  membership  in  time  so  that 
we  may  have  an  opportunity  not  to  spend  five  or  ten  minutes  in 
criticizing  the  work  passed  on  by  these  eminent  gentlemen,  cov- 
ering a  period  of  a  whole  year,  but  would  give  us  an  opportunity 
to  look  carefully  into  this  and  submit  such  amendments  and  sug- 
gestions as  might  occur,  prior  to  the  meeting  next  year.  If  printed 
in  the  proceedings  this  year,  we  will  advance  no  more  next  year. 
There  should  be  some  method  by  which  these  criticisms  will  be 
passed  to  the  secretary  prior  to  our  annual  meeting. 

Mr.  Craig:  I  agree  with  Mr.  Blair.  That  has  been  the  plan. 
I  know  the  committee  on  paving  is  always  glad  to  receive  criti- 
cisms, and  this  committee,  I  think,  would  be  the  same.  These 
gentlemen  have  put  in  much  time  and  are  consulting  engineers 
of  much  experience,  and  there  is  not  a  city  represented  here  that 
would  hesitate,  if  they  had  a  serious  sewage  problem  to  work  out, 
to  call  upon  these  men. 

{Motion  carried,) 

Mr.  Hughes:  I  move  that. for  pipe  under  12  inches  diameter 
the  rock  shall  be  excavated  6  inches  below  the  flow  line,  and 
between  12  and  30  inches,  it  shall  be  excavated  8  inches  below 
the  flow  line,  and  filled  with  earth. 

Mr.  Rankin:  I  do  not  see  why  you  should  make  a  distinction 
in  size.  I  move  the  rock  be  excavated  8  inches  below  the  flow 
line,  regardless  of  the  size. 

Mr.  Hughes:  I  will  accept  that  and  second  Mr.  Rankin's 
motion. 

(Mr,  RankMs  motion  carried,) 

Articles  41  to  61 

Mr.  Fisher:  Instead  of  having  different  specifications  for  the 
same  things  in  these  several  specifications,  if  we  could  refer  to 
the  standards  of  the  American  Society  of  Civil  Engineers  or  our 
own  standards  for  materials,  it  would  be  better  than  to  lumber 
the  specifications  up  with  so  much  repetition. 
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Mr.  Meriwether  :  I  think  it  is  the  intention  of  the  committee 
to  try  to  keep  this  as  near  as  possible  to  the  standards  of  the  Amer-> 
ican  Society  for  Testing  Materials. 

Mr.  Thompson;  With  reference  to  the  cement,  I  think  a  bag 
94  pounds  in  weight  should  be  considered  a  cubic  foot. 

Mr.  Meriwether:  There  is  only  0.9  of  a  cubic  foot  in  the 
bag. 

Mr.  Parmlet:  That  depends  on  how  much  it  is  packed.  It 
is  purely  a  matter  of  convenience,  and  there  are  some  strong 
arguments  made  for  making  it  a  imit  of  1  cubic  foot. 

Mr.  Roess:  Your  material  and  sand  you  always  get  loose, 
and  if  you  use  loose  cement  it  evens  things  up. 

Mr.  Briggs:  I  think  the  Society  for  Testing  Materials  con- 
sidered that  subject. 

Mr.  Meriwether:  They  have  a  committee  on  concrete,  and 
I  am  quite  sure  that  their  specifications  consider  a  bag  of  cement 
as  0.9  of  a  cubic  foot. 

Mr.  Rankin:  I  move  to  strike  out  the  clause  as  to  capacity 
of  a  bag  of  cement. 

Mr.  Thompson:  I  will  second  that. 

Mr.  Meriwether:  That  is  a  good  plan,  because  there  are 
some  Canadian  members  here,  and  the  Canadian  barrels  contain 
350  instead  of  380  pounds. 

{Motion  carried.) 

Mr.  Parkes  :  I  move  to  strike  out  that  entire  clause. 

Mr.  Myers:  I  will  second  it. 

Mr.  Howell:  I  move  to  amend  the  motion  by  stating  that 
a  bag  of  cement  shall  be  considered  as  1  cubic  foot. 

Mr.  Thompson:  I  will  second  that. 
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Mr.  Parkes:  I  will  withdraw  my  motion. 
(Motion  of  Mr.  Howell  carried,) 

AHide  121 

Mr.  Meriwether:  As  to  the  wire  mesh  to  be  used  in  con- 
crete, I  believe  it  should  be  left  to  the  discretion  of  the  engineer 
whether  or  not  it  should  be  galvanized. 

Mr.  Roess:  I  have  seen  iron  mesh  in  use  thirty  years  that 
was  not  galvanized. 

Mr.  Parkes:  What  would  be  the  object  of  galvaniziixg  it  if 
it  was  enclosed  in  concrete?  Why  not  paint  it  with  asphaltum? 
Or  why  not  galvanize  iron  rod  reinforcement? 

Mr.  Meriwether:  The  reason  is  that  wire  is  thin  and  some- 
times the  rust  gets  into  it  before  it  is  put  into  the  concrete,  and 
causes  it  to  deteriorate.  I  think  this  should  conform  with  the 
specifications  for  the  reinforced  concrete  pipe. 

The  President:  The  wire,  of  course,  is  smaller,  but  the  strain 
on  it  is  slight. 

Mr.  Parkes:  I  move  that  the  word  "galvanized"  be  stricken 
out  of  this. 

Mr.  Roess:  I  second  that. 

Mr.  Hallock:  If  you  strike  out  "galvanized"  you  will  have 
to  strike  out  in  regard  to  the  welding  also. 

Mr.  Meriwether:  That  can  be  taken  care  of  by  sa3dng  if 
galvanizing  is  used,  it  shall  be  welded  before  it  is  galvanized. 

The  Secretary:  Why  not  simply  recommend  that  the  com- 
mittee change  the  specifications  so  as  to  remove  the  idea  of  gal- 
vanizing? 

The  President:  That  is  the  import  of  the  motion. 

Mr.  Roess:  It*  seems  the  galvanizing,  as  suggested  by  Mr. 
Meriwether,  is  to  protect  it  before  it  goes  into  the  work.    It  is 
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a  question  whether  on  these  small  sizes  it  would  not  be  well  to 
have  it  galvanized.  There  are  times  where  I  can  see  that  galvan- 
ized wire  would  be  just  the  thing. 

Mr.  Meriwether:  You  get  a  better  bond  with  the  concrete 
if  the  wire  is  ungalvanized^  and  it  is  better  protected  if  it  is  gal- 
vanized.   I  think  it  should  be  left  to  the  engineer  to  specify. 

(Motion  carried,) 

Article  132 

The  Secretary:  It  says  in  the  specifications  that  the  timber 
shall  be  long  leaf  pine,  or  as  specified.  Do  you  want  also  to  put 
in  "commercial  long  leaf  pine*'  here? 

Articles  154  ^^  ^^^ 

Mr.  Parkes:  With  reference  to  measuring  the  sewers,  the 
measurement  with  us  is  horizontal,  and  not  on  the  line  of  the 
grade.  We  measure  also  from  the  middle  of  the  main  sewer  out 
along  the  laterals,  and  I  think  that  is  the  best  way. 

Mr.  Briggs:  Our  practice  is  to  make  provision  for  the  laterals 
in  the  building  of  the  main  sewers,  and  the  measurement  begins 
at  the  point  where  the  branch  is  provided  for.  If  the  main  sewer 
is  a  10-foot  sewer,  the  provision  for  a  branch  would  carry  it  6  or 
8  feet  off  the  center.  If  you  paid  for  that  additional  8  feet  on  a 
5-foot  sewer  it  would  make  quite  a  sum. 

Mr.  Van  Zuben:  Would  it  not  simplify  matters  to  measure 
the  sewers  horizontally,  and  then  if  you  wanted  to  take  into  con- 
sideration the  gradient,  calculate  the  difference.  If  the  sewer  were 
going  through  a  knoll  in  the  ground,  it  might  be  difficult  to  meas- 
ure the  gradient. 

Mr.  Parkes:  I  think  that  specification  with  reference  to  blis- 
ters is  too  strict. 

Mr.  Meriwether:  Mr.  Fort  has  prepared  a  series  of  tests, 
and  if  a  pipe  is  badly  cracked  or  laminated,*  it  cannot  come  up 
to  the  test. 
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Mr.  Parkes:  We  must  adopt  a  specification  that  can  be  inter- 
preted and  enforced  by  the  engineer  in  the  field.  We  have  not 
all  a  laboratory  to  make  tests  with.  The  specifications  should 
provide  such  tests  that  the  man  on  the  ground  can  test  his  pipe 
there.  I  move  that  the  committee  be  requested  to  include  in 
their  specifications  sufiicient  paragraphs  to  cover  a  physical  in- 
spection of  the  pipe  on  the  ground,  with  the  allowable  defects. 

Mr.  Giddings:  I  second  that. 
{Motion  carried,) 

AHide  164 

Mr.  Parkes:  Is  it  our  desire  to  recommend  double  strength 
pipe?    Not  many  of  us  are  laying  it. 

Mr.  Rankin:  I  call  for  standard  strength  up  to  12  inches, 
and  above  that  double  strength,  which  I  think  is  just  what  they 
recommend  there. 

Mr.  Parkes:  I  move  the  committee  be  requested  to  make 
the  minimum  thickness  of  the  pipe  in  accordance  with  the  so- 
called  standard  pipe. 

The  President:  I  doubt  the  advisability  of  that,  unless  you 
include  the  specification  for  both  standard  and  double  strength. 
There  are  times  when  the  minimum  sizes  should  be  double  strength, 
even  under  twelve  inches.  I  have  a  piece  of  work  on  hand  in 
which  I  am  specifying  double  strength  for  ten  and  twelve,  but  it 
is  heavy  work  with  deep  cuts.  If  the  minimum  is  to  be  suggested, 
it  had  better  include  both.  We  should  take  into  consideration 
that  the  pipe  people  have  not  as  yet  standardized,  themselves. 
One  will  make  pipe  3  feet  long,  another  2 J  feet;  one  one  thickness, 
another  another.  Unless  they  get  together  on  their  standards, 
and  we  specify  certain  thickness,  perhaps  we  will  be  hurt  when  it 
comes  to  getting  prices.  Is  it  not  a  fact,  Mr.  Miller,  that  the 
western  pipe  and  the  eastern  pipe  differ,  and  that  even  all  of  the 
western  pipes  are  not  the  same? 

Mr.  Miller:  I  think  they  differ. 
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Mr.  Meriwether:  I  have  seen  some  tests  made  in  Brookl>ii 
on  42-inch  pipe,  and  there  was  three-quarters  of  an  inch  differ- 
ence in  two  42-inch  pipes. 

Mr.  Parkes:  You  are  specifying  your  minimum  dimensions — 
not  that  you  cannot  have  it  thicker,  but  that  you  cannot  have 
it  thinner.  That  is  the  reason  I  want  you  to  get  commercial 
sized  pipes.  I  defer  to  the  opinions  of  others  unless  my  personal 
experience  has  taught  me  they  are  wrong.  I  wrote  my  first  sewer 
specifications  in  1897,  and  I  wrote  them  from  a  book  by  our  secre- 
tary. I  specified  the  pipe,  and  the  pipe  dealer  could  not  get  the 
pipe,  and  I  had  to  amend  the  specifications.  You  must  specify  what 
you  can  get  in  the  market.  I  expect  in  the  small  towns  maybe 
5  per  cent  of  the  sewers  are  built  with  standard  pipe.  Why 
specify  something  many  are  not  using  and  what  you  will  have 
difficulty  in  getting? 

Mr.  Curless:  I  think  the  specifications  should  fit  the  min- 
imimi,  because  you  cannot  get  the  clay  alike  in  all  parts  of  the 
country.  Certain  clays  will  not  make  30-inch  pipe  or  any  thing 
more  than  24-inches.  The  clays  make  a  big  difference,  and  the 
conditions  in  different  parts  of  the  country  are,  of  course,  different. 

Mr.  Meriwether:  I  am  sure  these  thicknesses  are  going  to 
be  specified  by  the  American  Society  for  Testing  Materials.  That 
committee  is  made  up  of  twenty,  ten  engineers  and  ten  manufac- 
turers, and  representatives  of  nearly  every  pipe  company  in  the 
country  are  on  the  committee. 

(Mr.  Howell  assumes  chair,) 

Article  179 

Mr.  Thompson:  As  to  gaskets,  I  caulk  the  gasket  into  the 
pipe,  and  then  use  the  cement  afterward. 

Mr.  Rankin:  Another  point  I  think  should  be  brought  out 
is  that  joints  must  be  made  by  hand,  that  is,  not  using  a  trowel. 
The  man  uses  rubber  gloves  and  works  the  cement  in  with  his 
fingers. 

Mr.  Reimer:  I  wish  also  to  bring  up  the  point  of  using  bitum- 
inous material  for  jointing.    Our  best  results  were  with  a  material 
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manufactured  in  New  York — I  think  it  is  called  "jointite."    We 
got  less  leakage  than  with  any  other  material  we  ever  used. 

Mr.  Roess:  The  question  is  whether  the  bituminous  material 
would  stand.  That  is  a  new  material  and  works  well,  but  whether 
it  would  not  go  to  pieces  in  a  few  years  is  a  question. 

Mr.  Reimer:  I  move  the  committee  gives  an  expression  along 
the  line  of  bituminous  materials  for  jointing  pipes. 

Mr.  Meriwether:  The  committee  had  a  .clause  drawn  up 
for  these  bitimiinous  materials,  and  there  was  some  question  as 
to  how  long  it  had  been  in  use.  That  is  the  reason  it  was  not  put 
in  the  specification. 

(Motion  duly  seconded  and  carried,) 

Articles  210,  211  and  212  ' 

Mr.  Meriwether:  I  think  the  allowable  imperfections  asked 
for  on  the  vitrified  pipe  should  go  in  the  concrete  and  reinforced 
pipe. 

Articles  190  and  202 

Mr.  Rankin:  I  move  that  the  section  referring  to  egg  shaped 
flat  base  pipe  be  stricken  out;  that  the  committee  be  recommended 
to  give  us  specifications  that  will  omit  reference  to  flat  base  and 
egg  shaped  pipe. 

Article  201 

Mr.  Curlbss  :  I  would  suggest  that  the  specification  for  cement 
concrete  pipe,  sizes  above  4  and  6,  or  including  those  sizes,  be 
made  the  same  as  the  clay  pipe  specifications.  I  am  talking 
about  thickness.  Cement  pipe  is  made  that  will  stand  all  the 
tests  that  the  clay  pipe  will  stand.  Therefore  the  standard  spec- 
ifications of  clay  should  be  taken. 

Mr.  Meriwether:  I  think  the  committee  wants  to  eliminate 
narrowing  these  specifications  to  any  particular  concern.  They 
want  it  so  that  you  can  make  pipe  by  hand,  if  necessary,  and 
still  meet  the  test.  I  do  not  think  we  should  prevent  a  man  who 
can  get  up  a  machine  that  will  make  a  thinner  pipe  than  could 
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possibly  be  made  by  hand,  and  which  will  be  just  as  strong,  from 
doing  that. 

Mr.  Parmley:  On  the  point  of  thickness,  I  am  opposed  to 
setting  that  standard  of  thickness,  because  a  different  schedule 
has  been  in  effect  a  number  of  years  for  railway  culverts  and  water 
pipes;  for  example,  on  4-foot  pipe,  a  4-inch  thickness  has  been 
used  where  the  pipes  were  transported  all  over  the  country  on 
flat  cars  and  handled  in  the  same  way  as  iron  pipes.  Why  should 
you  increase  the  thickness  25  per  cent  for  sewers?  I  think  if 
that  is  a  minimum,  it  should  be  revised  so  as  to  place  more  empha- 
sis on  the  strength  than  the  thickness.  I  would  call  attention 
also  to  the  fact  that  the  present  practice  of  the  United  States 
Government  Irrigation  Service  in  building  water  pipes  is  for  thinner 
pipe  than  that.  On  46-inch  pipes  they  are  using  3  inch  thickness, 
which  shows  to  what  extremes  good  practice  should  be  carried. 

Mr.  Curless:  The  United  States  Government,  on  one  reclam- 
ation project  in  Oregon,  is  using  36-inch  pipe  with  a  3-inch  shell, 
and  some  of  it  is  standing  a  110-foot  head  at  this  time. 

Mr.  Meriwether:  That  is  an  internal  pressure  pipe,  and  has 
more  steel,  and  the  thickness  of  the  concrete  is  simply  to  keep  the 
water  from  getting  out.  The  strength  of  the  pipe  is  in  the  steel. 
This  sewer  pipe  is  for  external  pressure. 

Mr.  Parmley:  That  is  correct,  but  the  strength  of  that  sewer 
does  not  depend  entirely  on  concrete  or  steel,  but  the  combina- 
tion of  the  two.  It  is  the  combination  and  the  resulting  strength 
we  desire,  and  not  a  certain  amount  of  steel,  or  a  certain  thickness 
of  concrete.  Therefore  it  is  not  good  practice  to  stipulate  any 
one  schedule  of  thicknesses. 

{The  President  resumes  the  chair.) 

The  President:  We  should  be  glad  to  have  anybody  who 
has  anything  to  say  on  these  matters  put  it  before  this  committee 
before  the  next  meeting. 

Article  248 

Mr.  Rankin:  I  never  used  a  galvanized  step  in  my  life,  and 
I  move  that  "galvanized"  be  stricken  out. 

{Motion  seconded  by  Mr,  Reimer  and  carried,) 
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Mr.  Reimer:  I  would  suggest  that  the  step  go  clear  through 
and  be  lugged  on  the  other  side. 

Mr.  Rankin:  Is  there  provision  for  paving  around  manholes? 
We  find  that  a  very  necessary  thing  in  unpaved  and  macadamized 
and  even  bitimiinous  streets.  Is  there  anything  about  hydraulic- 
ally  testing  the  sewer  when  finished?  If  not,  I  think  that  should 
be  put  in. 

The  President:  The  specifications  will  now  go  before  the 
committee  again  with  the  suggested  amendments  and  changes. 
In  addition  to  that,  the  society  urges  that  all  who  have  suggestions, 
besides  those  brought  out,  take  them  up  with  our  fecial  sewer 
committee.  I  know  they  will  give  them  full  consideration.  The 
entire  discussion  will,  of  course,  be  printed  in  the  proceedings, 
and  be  in  general  circulation  when  the  proceedings  are  out. 

Mr.  Chausse:  I  move  that  the  President  be  authorized  to 
appoint  a  special  committee  to  be  called  the  Committee  on  Fire 
Protection,  said  committee  to  be  composed  of  three  members. 

{Motion  seconded  by  Mr.  HcUlock  and  carried,) 

EVENING  SESSION 

The  meeting  wa^  called  to  order  by  the  President  at  eight  o'clock. 

The  President:  The  papers  of  Mr.  Van  Trump  on  "Effect 
of  Traffic  on  Bituminous  Pavements,"  and  on  "Testing  Bitu- 
mens," have  been  printed,  and  if  there  is  no  objection  we  will  pass 
them  without  reading  them  again. 

We  will  next  have  the  report  of  the  Committee  of  Traffic  on 
Streets,  Mr.  Howard,  chairman.  I  will  ask  the  secretary  to 
read  the  report. 

(The  secretary  reads  Mr.  Howard's  report.) 

Mr.  Hallock:  I  would  like  to  move  the  adoption  of  the  forms 
and  blanks  as  recommended  by  the  committee  on  Traffic  Records. 

Mr.  Christ:  I  will  second  that. 
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Mr.  Rankin:  This  is  rather  a  hasty,  action.  I  think  it  would 
be  better  to  refer  it  back  to  the  committee,  to  be  published  as 
it  stands,  with  any  suggestions  that  may  be  made  here  or  previous 
to  the  next  meeting,  asking  the  committee  to  report  back  at  the 
next  meeting  something  we  could  adopt  as  standard.  I  will  so 
move. 

Mr.  Hughes  :  I  second  that. 

Mr.  Hallock:  I  will  withdraw  my  motion. 
{Mr.  Rahhin's  motion  carried.) 

The  President:  The  next  will  be  Mr.  Hallock's  report  on 
the  appointment  of  committees. 

Mr.  Hallock:  Your  committee  appointed  at  a  previous  ses- 
sion of  this  convention  to  report  on  the  organization  of  committees 
for  the  standardization  of  blank  forms  for  Municipal  Data  and 
Statistics  would  suggest: 

1.  The  appointment  by  the  Chairman  of  this  Convention  of 
a  general  committee  of  three,  each  member  of  said  committee 
expressing  his  willingness,  on  accepting  such  appointment,  to  serve 
for  at  least  three  successive  years. 

2.  The  appointment  by  the  general  committee  of  the  following 
sub-committees  of  one  member  each :  Street  paving,  street  repairs 
and  maintenance,  street  cleaning,  street  lighting,  sidewalks,  sewer 
construction,  sewer  maintenance,  refuse  collection  and  disposal, 
uniform  bidding  blanks,  and  such  other  sub-committees  as  may, 
in  the  judgment  of  the  general  committee,  be  necessary  to  secure 
a  comprehensive  set  of  forms  for  the  collection  of  such  data  and 
statistics. 

Respectfully  submitted, 
A.  Prescott  Folwell, 
Maury  Nicholson, 
J.  C.  Hallock. 

Mr.  Fisher:  I  move  the  report  be  adopted. 
{Motion  seconded  by  Mr,  Christ  and  carried.) 

The  President:  We  will  now  hear  from  Mr.  Howell  on  the 
'*  Durability  of  Grouted  Granite  Pavement." 
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{Mr,  Howell  reads  his  paper.) 

The  President:  I  trust  Mr.  Howell  will  give  us  from  time 

to  time  the  result  of  his  experiment  with  this  kind  of  pavement. 

We  should  like  to  hear  from  the  Committee  on  Street  Paving. 

Mr.  Craig:  We  have  not  our  report  ready,  and  we  should 
like  to  be  permitted  to  prepare  it  and  give  it  to  the  secretary. 
Much  of  the  data  we  want  we  have  not  yet  received. 

The  President:  If  there  is  no  objection,  the  time  asked  will 
be  granted. 

The  Secretary:  We  have  received  a  note  from  Mrs.  Lender- 
ink,  as  follows:  "Will  you  thank  the  gentlemen  of  the  society 
and  the  entertainment  committee  for  the  beautiful  flowers  that 
came  this  morning.    I  appreciate  their  thoughtfuhiess  very  much." 

I  have  also  a  brief  paper  or  suggestion  submitted  by  one  of 
our  new  members,  Mr.  Frank  Whitley.    This  is  as  follows: 

MAINTENANCE  BONDS  FOR  CITY  WORK 

By  frank  WHITLEY,  Hilhboro,  Tex, 

A  city  should  not  ask  for  maintenance  bonds  because  they 
are  an  extra  expense  to  the  city  without  givmg  value  received. 
The  standard  pavements  develop  few  defects  in  five  years,  and 
the  city  is  the  loser  to  the  amount  the  contractor  adds  to  his 
bid  for  maintenance.  The  collecting  of  damages  from  the  con- 
tractor on  maintenance  bonds  is  a  question  that  has  not  been 
settled. 

The  contractor  does  the  work  according  to  the  specifications 
made  by  the  city.  He  is  always  under  the  orders  of  the  city 
engineer;  he  must  do  the  work  to  suit  him,  right  or  wrong.  The 
contractor  has  no  say,  therefore  I  do  not  think  under  these  con- 
ditions he  is  liable. 

If  cities  construct  the  cheaper  class  of  pavements  they  should 
not  ask  for  maintenance  bonds.  These  cheap  pavements  are 
new  and  untried;  the  probable  cost  of  maintenance  is  all  guess 
work;  the  careful  contractor  will  always  guess  enough,  the  cities 
therefore  are  paying  for  an  unknown  expense. 
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There  is  another  question  that  has  not  been  settled — ss  to  the 
legality  of  assessing  the  extra  amount  the  contractor  adds  to  his 
bid  for  the  five  years  maintenance,  when  cities  have  adopted  the 
front  foot  plan,  which  assesses  part  of  the  cost  against  the  property 
owner.  The  law  requires  cities  to  keep  the  streets  in  repair; 
therefore  I  do  not  think  cities  can  charge  the  property  owner  for 
more  than  the  actual  amount  of  the  cost  of  constructing  pave- 
ments. If  cities  let  their  contracts  only  to  reliable  contractors, 
the  cost  of  maintenance  will  be  a  nominal  amount. 

Mr.  Hallock:  The  report  of  the  committee  just  adopted  on 
standard  forms  provided  that  the  chairman  of  this  convention 
appoint  a  committee  of  three.  In  case  they  are  appointed  here, 
they  might  have  a  meeting  before  they  separate. 

Another  matter  was  brought  to  my  attention  this  morning 
in  connection  with  the  sewer  specifications.  We  have  in  our  spec- 
ifications several  times  repeated  the  specification  for  cement.  I 
do  not  know  whether  it  coincides  with  either  the  specifications 
of  the  American  Society  of  Civil  Engineers  or  the  Society  for 
Testing  Materials,  but  I  think  it  proper  that  this  convention  sug- 
gest to  our  committee  on  specifications  that  we  adopt  between 
now  and  the  next  convention  some  standard  cement  specifications, 
one  of  those  adopted  by  the  other  organizations  being  preferable; 
but  at  all  events  that  they  recommend  some  standard  specifica- 
tions that  we  can  use  by  simply  mentioning  it.  I  would  like  to 
move  that  such  a  suggestion  be  made  to  the  committee  on  Standard 
Specifications. 

{Seconded  by  Mr,  Christ  and  carried.) 

Mr.  Christ:  The  Association  for  Standardizing  Paving  Spec- 
ifications adopted  the  specifications  of  the  Society  for  Testing 
Materials. 

Mr.  Hallock:  In  conversation  with  some  of  the  members  of 
the  nominating  committee,  it  was  brought  to  my  attention  that 
the  committee  selected  each  year  to  suggest  officers  for  the  society 
works  more  or  less  in  the  dark  as  to  the  qualifications  of  the  men. 
One  of  the  committee  made  the  suggestion  that  there  might  be  a 
record  kept  of  the  work  or  activity  of  each  member  of  the  society; 
in  other  words,  if  they  might  have  placed  before  them  the  record 
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of  each  man — ^the  number  of  conventions  he  had  attended,  his 
terms  of  service  on  committees,  the  number  of  papers  presented — 
such  information  would  be  of  help  to  the  nominating  committee. 
I  fear  we  are  beginning  to  fall  into  some  sort  of  a  rut  in  pushing 
up  the  officers  of  our  society.  That  is  not  always  the  best  thing 
to  do.  I  would  like  to  move  that  the  secretary  be  requested  to 
compile  from  the  data  he  has  on  hand  a  record  of  the  existing 
membership,  and  that  at  the  next  convention  he  suggest  to  us  a 
method  for  continuing  this  record. 

(Motion  seconded  by  Mr,  Giddings  and  carried.) 

Mr.  Briggs:  I  would  suggest  the  chair  now  appoint  the  new 
committee  of  three. 

The  President:  I  shall  appoint  Mr.  Hallock,  Chairman,  Mr. 
Folwell  and  Mr.  Nicholson. 

Mr.  Wadsworth:  In  the  proceedings  today  the  reports  of 
the  committees  have  been  accepted,  subject  to  reporting  back 
a  standard  for  the  next  meeting,  and  I  would  suggest  that  the 
report  of  the  Creosote  Wood  Block  Specification  Committee  be 
acted  on  in  the  same  way,  because  we  are  all  working  towards 
standards  of  construction  and  treatment  of  wood  block  pavement, 
and  I  believe  next  year  the  experiments  that  are  going  on  will 
enable  us  to  recommend  a  specification  for  treatment  and  con- 
struction of  creosote  wood  block  pavement  that  we  can  give  out 
as  standard. 

The  President:  The  older  standing  committees  on  standard 
specifications  have  reported,  and  their  reports  have  all  been 
accepted.  The  sewer  committee  reported  an  absolutely  new  spec- 
ification, and  that  is  the  only  one  not  accepted  and  adopted  by 
the  Society.  That  was  referred  back  to  the  committee  because 
it  was  new  and  there  was  a  limited  time  for  discussion  and  because 
the  committee  were  absent. 

Mr.  Collier:  The  wood  block  specifications  were  not  adopted 
last  year,  and  it  occupies  almost  the  same  position  with  reference 
to  this  society  that  your  sewer  report  does.  We  have  been  one 
year  without  specifications  adopted  by  this  society.  The  spec- 
ifications were  hurriedly  adopted,  and  they  are  not  satisfactory 
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to  the  wood  block  people.  I  presume  it  is  the  desire  of  the  asso- 
ciation to  perfect  these  specifications  as  rapidly  as  possible  and 
get  as  good  a  specification  as  is  possible.  We  had  much  rather 
that  specification  not  leave  here  as  the  sentiment  of  the  society, 
but  that  it  be  left  to  be  discussed  in  the  same  way  as  the  sewer 
specifications. 

Mr.  Dow:  These  specifications  are  not  permanent,  but  are 
meant  to  be  corrected  and  revised  each  year.  If  there  are  any 
comments,  they  should  be  written,  and  the  committee  can  take 
them  into  consideration  during  the  year.  The  specifications  were 
considered  the  best  we  were  capable  of  writing  at  the  present  time. 

The  President:  The  society  desires  that  the  different  people 
interested  in  the  different  specifications  furnish  to  the  committees 
during  the  year  all  the  information  they  desire  to  have  considered. 

The  next  will  be  a  paper  by  Mr.  James  E.  Howard,  of  the 
Bureau  of  Standards,  Washingon,  D.  C,  on  "Thermal  Effects 
on  Cement-Filled  Brick  Pavements." 

(Mr,  Howard  reads  his  paper.) 

The  President:  I  will  now  ask  the  secretary  to  read  the  paper 
of  Mr.  McCabe,  of  Detroit. 

(The  secretary  reads  Mr.  McCabe' s  paper.) 

Mr.  Anderson:  I  would  like  to  move  that  the  president 
appoint  a  committee  of  two  to  extend  the  appreciation  and  thanks 
of  this  society  for  the  treatment  that  has  been  accorded  us  at  this 
convention  in  Dallas. 

(Motion  seconded  by  Mr.  Giddings  and  carried.) 

The  President:  I  will  appoint  Messrs.  Anderson  and  Christ. 

I  think  this  has  been  one  of  the  most  successful  meetings  we 
have  held.  Our  sessions  have  been  better  attended  than  ever 
before.  A  number  of  our  active  members  have  commented  upon 
that  fact.  The  papers  have  been  listened  to  with  much  interest, 
and  the  subjects  have  been  well  handled  in  the  discussions.  We 
have  enjoyed  every  minute  of  our  stay  in  Dallas,  and  I  want 
again  to  thank  you  for  the  honor  you  conferred  on  me  in  selecting 
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me  as  your  president.  I  feel  it  is  the  crowning  honor  a  municipal 
engineer  can  aspire  to;  I  know  of  no  honor  that  could  be  conferred 
upon  me  that  I  would  appreciate  more  than  that  one.  I  appreci- 
ate your  attendance  at  this  convention  and  your  hearty  support 
in  everything  we  have  tried  to  do.  This  convention  has  been 
a  success;  we  have  worked  hard,  we  have  stayed  together,  and 
I  believe  we  have  accomplished  great  good.  I  am  exceedingly 
proud  of  this  Dallas  meeting  and  of  the  part  I  have  played,  and 
which  you  have  helped  me  to  play  in  making  it  a  success.  We 
owe  a  great  deal  to  Mr.  Dalton  for  his  energy,  assisted  by  Mr. 
Preston  and  Mr.  Johnson.  Special  attention  also  should  be  called 
to  the  services  rendered  us  by  the  Dallas  News.  The  other  papers 
have  treated  us  well,  but  the  News  has  had  this  young  man  here 
at  every  session,  and  he  has  treated  us  very  well,  and  so  has  his 
paper. 

I  think  we  should  hear  from  the  incoming  president. 

Mr.  Brigos:  I  can  only  say  that  I  fully  appreciate  the  honor 
conferred  on  me  in  being  chosen  president  for  the  coming  year, 
and  I  shall  endeavor  to  make  the  coming  year  a  success,  with  the 
assistance  of  the  secretary  and  the  other  officers. 

The  Secretary:  I  want  to  say  that  I  have  been  secretary 
five  years  now,  and  I  do  not  think  I  ever  knew  of  any  president 
to  work  harder  than  Mr.  Kingsley  has. 

The  President:  This  closes  the  program  for  this  convention 
of  the  society,  and  I  now  declare  the  convention  closed. 

RESOLUTION  OF  APPRECIATION  AND  THANKS 

Dallas,  Texas,  November  15,  1912. 

Be  It  Resolved  by  the  American  Society  of  Municipal  Improve- 
ments assembled  in  the  nineteenth  annual  convention  at  Dallas, 
Texas. 

That  this  meeting  has  been  the  most  delightful  and  successful 
in  the  history  of  this  association,  and  that  the  appreciation  and 
thanks  of  this  society  be  extended  to  the  following: 

To  the  local  Entertainment  Committee,  Messrs.  E.  L.  Dalton, 
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J.  M.  Preston,  and  A.  H.  Johnson  for  their  labors  and  untiring 
efforts  in  entertainment  for  the  society,  which  contributed  largely 
to  the  pleasure  of  our  visit  in  Dallas. 

To  Mesdames  Dalton,  Preston,  Irving,  Smith,  and  Alexander 
for  courtesies,  and  entertainment  extended  by  them  to  visiting 
ladies. 

To  the  Dallas  Chamber  of  Commerce,  the  Dallas  Automobile 
Club,  and  the  Golf  Club,  for  courtesies  extended  to  members 
of  this  society,  and  their  ladies  upon  the  inspection  tour  about 
the  City. 

To  Mr.  Frank  B.  Dunn  for  floral  decorations  in  the  convention 
hall. 

To  the  United  States  Government  for  beginning  the  scientific 
study  of  the  behavior  of  street  pavements  through  its  Bureau  of 
Standards. 

To  the  local  press  of  Dallas  for  notice,  and  especially  to  Mr. 
C.  Du  Bose  representing  the  Dallas  News  who  has  attended  every 
session,  and  so  ably  presented  our  proceedings  to  the  citizens  of 
Dallas. 

To  the  officials  and  citizens  of  Dallas  for  their  hospitable  wel- 
come. 

Be  it  further  resolved  that  as  we  return  to  our  respective 
homes  we  take  with  us  the  spirit  of  progress  and  enterprise  exhib- 
ited by  the  City  of  Dallas,  and  which  appears  to  be  characteristic 
of  other  Municipalities  in  the  great  State  of  Texas. 

Clark  G.  Anderson, 
E.  H.  Christ, 

CommiUee, 


REGISTERED  AT  DALLAS  CONVENTION 


Ahlere,  Dr.  O.  C. 
Allen,  F.  R. 
Anderson,  Clark  G. 

Baker,  E.  M. 

Bakup,  John 

Blackmer  &  Post  Pipe  Company 

Blair,  Will  P. 

Bradshaw,  H.  J. 

Brennan.  W.  C. 

Briggs,  B.  E. 

Brown,  Matthew 

Brown,  Miss  Elizabeth 

Burdge,  J.  S. 

Burns,  B.  M. 

Campbell,  A.  M.  Jr. 
Chausse,  Alcide 
Christ,  E.  H. 
Christy,  Leslie  V. 
Colby,  Elmer  E. 
Colby,  Mrs.  Elmer  E. 
Collier,  H.  L. 
Cottam,  C.  M. 
Couch,  Eugene 
Craig,  George  W. 
Craig,  Mrs.  George  W. 
Crook,  J.  W. 
Curless,  Theo.  A. 
Cutter,  I*rank  G. 

Dal  ton,  E.  Leon 
Danford,  W.  P. 
Dickey,  A.  T. 
Dow,  A.  W. 

Ewart,  Chas.  W. 

Fisher,  E.  A. 
Fisher,  Mrs.  E.  A. 
Flenniken,  John  W. 


Folwell,  A.  Prescott 
Franklin,  H.  B. 
Fuller,  Claude  E. 

Gardiner,  W.  H.  R. 
Gates,  C.  A. 
Giddings,  Fred 
Goetz,  A.  L. 
Goodfellow,  J.  J. 
Granger.  B.  F. 

Hall,  Kirk 
Hallock,  J.  C. 
Hamnett,  W.  S. 
Hanna,  R.  T. 
Hawley,  John  B. 
Head,  J.  M. 
Howell,  William  A. 
Hughes,  T.  C. 
Hunter,  W.  B. 
Hyams,  R.  M. 

Ingram,  G.  M. 
Iredell,  George  S. 

Johnson,  A.  H. 
Johnson,  S.  L. 

Kaull,  P.  S. 
Kemp,  L.  W. 
Kempster,  T.  G. 
Kingsley,  E.  A. 
Kingsley,  Mrs.  E.  A. 
Kinn,  J.  G. 
Klein,  A.  K. 
Klein,  I.  K. 

Lake,  Joe  Jr. 
Law,  Robert  E. 
Lenderink,  A. 
Lenderink.  Mrs.  A. 
Leonard,  C.  E. 


391 


392 


AMERICAN  SOCIETY  OP  MUNICIPAL  IMPROVEMENTS 


Macallum,  A.  F. 
Macartney,.  Morton 
Manning,  F.  S. 
Maurer,  A.  P. 
Meade,  R.  E. 
Meriwether,  B.  B. 
Meriwether,  Coleman 
Milam,  R.  W. 
Miller,  B.  F. 
Murginondo,  F. 
Murphy,  Matthew  D. 
Myers,  George 
McCabe,  J.  C. 
McCudden,  A.  J.  Jr. 

Naberhuis,  H.  A. 
Nicholson,  Maury 
Nicol,  W.  H. 
Noble,  O.  E. 

Parkes,  Wm.  J. 
Parkes,  Mrs.  Wm.  J. 
Parkes,  Master  Ed. 
Parmley,  W.  E. 
Pay  ton,  Lyle 
Phelps,  S.  H. 
Phelps,  Mrs.  S.  H. 
Pierce,  John  I. 
Pillman,  C.  H. 
Powell,  W.  J 
Preston,  J.  M. 
Pullar,  H.  B. 

Rankin,  Edward  S. 
Rankin,  Miss  Edith  J. 


Reed,  Merle  H. 
Reimer,  Frederick  A. 
Reimer,  Mrs.  Frederick  A. 
Richardson,  Clifford 
Ruttan,  C.  H. 
Robinson.  E.  M. 
Roess,  G.  F. 
Rudolph,  Charles  A. 

Smith,  W.  H.  Buck 
Smith,  Francis  P. 
Somers,  A.  M. 
Sonners,  R.  M. 
Sparks,  Geo.  W. 
Stallings,  Robt. 
Stubbs.  R.  C. 

Thompson,  A. 
Thompson,  J.  Edgar 
Thurston,  G.  W. 
Truett,  Geo.  W. 

Van  Zuben,  F.  J. 

Wads  worth,  Chas.  S. 
Ward,  L.  M. 
Warren,  Geo.  C. 
Waters,  J.  D. 
Weston,  W.  S. 
Whitley,  Frank 
Wilson,  James 
Winchester,  Mark 
Wooden,  F.  M. 

York,  C.  V. 


CONSTITUTION  OF  THE  SOCIETY 

ARTICLE  I— Name  and  Object 

Section  1.  The  objects  of  this  Society,  which  shall  be  known  as  "The 
American  Society  of  Municipal  Improvements,"  shall  be  to  disseminate 
information  and  experience  upon,  and  to  promote  the  best  methods  to  be 
employed  in  the  management  of  municipal  departments,  and  in  the  con- 
struction of  municipal  works,  by  means  of  annual  conventions,  the  reading 
and  discussion  of  paper?  upon  municipal  improvements,  and  by  social  and 
friendly  intercourse  at  such  conventions;  and  to  circulate  among  its  mem- 
bers, by  means  of  an  annual  publication,  the  information  thus  obtained. 

ARTICLE  II— Membership 

Section  I.  Any  engineer,  officer  or  director  who  shall  have  charge  or 
supervision  over,  or  be  employed  as  a  consulting  engineer  on  any  public 
municipal  department  work,  or  any  mayor,  councilman  or  other  munic- 
ipal official  in  any  municipality,  is  eligible  to  active  membership  in  this 
Society. 

Any  member  who  shall  have  ceased  to  have  charge  or  supervision  of 
any  public  or  municipal  department  or  work  may  retain  his  active  mem- 
bership, unless  he  shall  have  come  under  the  restrictive  requirements  of 
associate  membership,  when  he  shall  retain  membership  as  an  associate  only. 
Decision  as  to  the  classification  or  change  in  classification  of  all  members 
shall  rest  with  the  Executive  Conunittee;  but  an  appeal  may  be  taken 
from  such  decision  to  the  Society  at  any  regular  annual  meeting. 

Sec.  2.  Every  application  for  membership  shall  be  in  writing,  stating 
the  age  and  residence  of  the  applicant,  hie  official  position  and  past 
experience  in  municipal  work. 

Every  application  shall  be  considered  by  the  Executive  Committee 
within  two  months  of  its  receipt  by  the  Secretary.  A  two-thirds  vote 
of  the  committee  shall  be  necessary  for  election.  In  case  of  the  rejection 
of  an  applicant  by  the  committee,  he  may  appeal  to  the  Society  at  the 
next  annual  convention,  when  a  two-thirds  vote  of  all  the  active  members 
voting  shall  admit  him  to  membership.  Election  shall  take  effect  upon  the 
payment  of  the  dues  to  the  end  of  the  current  year. 

Sec.  3.  Any  proper  person  interested  in  municipal  improvements  or 
work  as  a  contractor  or  contracting  agent  or  who  is  a  manufacturer  of  or 
dealer  in  municipal  supplies,  may  become  an  associate  member,  who  shall 
enjoy  all  the  rights  and  privileges  of  active  membership,  excepting  that 
of  holding  office,  voting  or  addressing  the  convention  without  its  consent. 

Sec.  4.    Any  one  interested  in  the  subject  of  municipal  improvements, 
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but  not  included  in  either  of  the  above  classes  of  members,  may  be  admitted 
as  an  affiliated  member.  Such  members  shall  enjoy  all  the  rights  and  privi- 
leges of  active  membership,  excepting  that  of  holding  office  or  voting. 

Sec.  5.  Any  member  who  shall  be  in  arrears  for  more  than  one  year's 
dues  may  be  considered  as  no  longer  a  member  of  this  Society,  and  his  name 
may  be  discontinued  from  the  roll  of  the  Society  at  the  discretion  of  the 
Executive  Committee. 

Sec.  6.  Any  member  may  withdraw  from  the  Society  upon  payment 
of  all  dues  to  date,  and  by  notifying  the  Secretary  thereof  in  writing. 

Sec.  7.  Any  member  may  be  expelled  from  the  Society  at  a  regular 
meeting  of  the  same,  upon  the  recommendation  of  the  Executive  Com- 
mittee, adopted  by  a  two-thirds  vote  of  all  the  active  members  voting. 

ARTICLE  III— Fbbb  and  Dues 

,  Section  1.  Each  active  and  each  affiliated  member  shall  pay  five 
dollars  per  annum,  and  each  associate  member  shall  pay  ten  dollars  per 
annum,  all  dues  to  be  payable  in  advance,  on  or  before  the  date  of  the 
annual  meeting;  except  that  if  more  than  one  representative  of  a  given 
company  be  members,  one  shall  pay  a  fee  of  ten  dollars,  and  the  others 
five  dollars  each.  A  member  admitted  after  March  15th  of  any  year  shall 
pay,  for  the  balance  of  that  year,  one-half  the  annual  dues. 

ARTICLE  IV— Officers 

Section  1.  The  officers  of  this  Society  shall  consist  of  a  President, 
three  Vice-Presidents,  a  Secretary,  and  a  Treasurer,  not  more  than  two  of 
whom  shall  be  residents  of  the  same  state;  and  who,  with  the  past  Presi- 
dents who  have  retained  their  continuous  membership,  shall  act  as  an 
Executive  Conmiittee  for  and  in  behalf  of  the  Society. 

Sec.  2.  There  shall  also  be  elected  a  Finance  Committee  consisting  of 
three  members  of  the  Society. 

Sec.  3.  In  case  of  any  of  the  above  positions,  excepting  the  Presi- 
dency, becoming  vacant,  or  in  case  of  their  absence  during  the  annual 
convention,  the  President  shall  fill  such  vacancy  by  appointment  from  the 
membership. 

Sec.  4.  There  shall  be  appointed  annually  the  following  standing 
committees : 

1.  Street  Paving. 

2.  Street  Lighting. 

3.  Waterworks  and  Water  Supply. 

4.  Sewerage  and  Sanitation. 

5.  Refuse  Disposal  and  Street  Cleaning. 

6.  Park  Development  and  Maintenance. 

7.  Municipal  Government  and  Finance. 

8.  Standard  Forms  and  Records. 
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9.    Standard  Specifications. 
.  10.    Convention  Papers. 
11.     Convention   Arrangements. 
The  chairman  of  the  last  named  committee  shall  be  a  resident  of  the 
city  in  which  the  next  following  convention  is  to  be  held,  provided  there 
is  a  member  of  the  Society  residing  in  that  city.    The  Secretary  of  the 
Society  shall  be  the  Chairman  of  the  Committee  on  Convention  Papers, 
and  may  name  two  or  more  additional  members  of  said  conmiittee. 

The  number  of  each  committee  shall  be  three,  and  the  chairman  may 
add  such  names  as  he  may  deem  advisable.  No  special  or  standing  com- 
mittee shall  be  authorized  to  create  any  liabilities  unless  the  same  shall 
have  been  first  approved  by  the  Executive  Committee. 

ARTICLE  V— Elections 

Section  1.  The  officers  of  this  Society  shall  be  elected  by  ballot  on 
the  second  day  of  each  annual  convention,  a  majority  of  the  votes  cast 
electing. 

Sec.  2.  The  President  shall  not  be  eligible  for  immediate  re-election 
(except  by  a  unanimous  vote). 

Sec.  3.  The  officers  elected  shall  assume  office  immediately  after  the 
close  of  the  annual  meeting  at  which  they  were  elected. 

Sec.  4.    The  ballot  for  any  officer  may  be  waived  by  unanimous  consent. 

ARTICLE  VI— Duties 

Section  1.  The  President  shall  preside  at  the  meetings  of  the  Society 
and  at  those  of  the  Executive  Committee,  and  shall  perform  such  other 
duties  as  are  incumbent  upon  the  office.  In  the  absence  of  the  President, 
or  upon  his  becoming  ineligible,  the  senior  Vice-President  shall  assume  and 
perform  the  duties  of  the  office. 

Sec.  2.  The  Secretary  shall  keep  accurate  minutes  of  the  proceedings 
of  the  Society  and  of  the  Executive  Committee;  shall  conduct  all  corre- 
spondence; shall  issue  notices  of  any  meeting  of  the  Society  not  less  than 
four  weeks  prior  to  the  date  of  such  meeting;  shall  collect  and  receipt 
for  all  fees  and  dues  and  pay  them  to  the  Treasurer,  taking  his  receipt 
for  the  same;  and  keep  accurate  account  between  the  Society  and  its 
members. 

He  shall  keep  an  accurate  list  of  the  members  of  the  Society,  and  take 
such  steps  as  may  be  necessary  to  secure  new  ncmbers — this  with  a  view 
of  insuring  the  permanency  of  the  association,  as  well  as  maintaining  and 
increasing  the  membership  thereof. 

The  Secretary  shall  receive  a  salary,  the  amount  of  which  shall  be 
determined  by  the  Executive  Committee.  In  addition,  his  expenses  in- 
curred in  attending  conventions  of  this  Society  shall  be  paid  by  the  Society; 
and  he  is  authorized  to  incur,  in  the  name  of  the  Society,  the  expenses 
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necessary  to  the  conduct  of  his  office,  including  an  assistant  during  the 
convention. 

Sec.  3  The  Treasurer  shall  receive  from  the  Secretary  and  safely 
keep  all  moneys  belonging  to  the  Society,  giving  his  receipt  therefor;  shall 
pay  all  bills  by  vouchers  countersigned  by  the  President  and  Secretary; 
shall  keep  correct  account  of  the  funds  of  the  Society,  and  submit  to  it  at 
its  annual  meeting  a  report  of  all  receipts  and  disbursement  during  the 
preceding  year. 

Sec.  4.  The  Executive  Committee  shall  manage  all  the  affairs  of  the 
Society,  subject  to  the  action  and  approval  of  the  Society  at  its  meetings. 
All  questions  in  Executive  Committee  shall  be  decided  by  a  majority  vote, 
and  five  members  shall  constitute  a  quorum,  not  less  than  four  of  whom 
shall  be  officers  of  the  Society.  The  Executive  Committee  shall  meet  at 
least  once  each  year,  on  the  morning  of  the  first  day  of  the  annual  meeting 
of  the  Society,  and  as  much  of  tener  as  the  President  may  determine. 

Sec.  5.  The  Finance  Conmiittee  shall  meet  on  the  morning  of  the 
first  day,  and  previous  to  the  annual  meeting  of  the  Society,  to  examine 
and  audit  the  Secretary's  and  Treasurer's  accounts  and  annual  statements, 
and  report  thereon  to  the  Society. 

Sec.  6.  It  shall  be  the  duty  of  each  of  the  standing  committees, 
Nos.  1  to  9,  inclusive,  to  prepare  a  report  and  submit  the  same  at  the  annual 
meeting.  Also  to  obtain,  for  presentation  at  the  meetings,  papers  on  the 
subjects  covered  by  said  committee.  The  Conmiittee  on  Convention 
Papers  shall  exercise  such  supervision  over  the  papers  presented  as  may 
be  defined  by  the  by-laws.  The  Committee  on  Convention  Arrangements 
shall  have  charge  of  the  details  of  the  convention  next  following  the 
appointment  of  said  committee,  subject  to  the  provisions  of  this  Constitu- 
tion, the  By-Laws  and  the  instructions  of  the  Executive  Conunittee. 

ARTICLE  VII— Meetings 

Section  I.  The  annual  meeting  of  the  Society  shall  be  held  in  such 
city  as  the  majority  of  the  members  voting  shall  decide;  selection  of  place 
of  meeting  to  be  made  after  the  officers  shall  have  been  elected.  The  date 
and  duration  of  the  meeting  shall  be  determined  by  the  Executive  Com- 
mittee, which  shall  notify  the  members  concerning  the  same  not  later  than 
the  first  of  June;  but  such  date  shall  be  in  either  September,  October  or 
November. 

Sec.  2.  At  any  annual  meeting  of  the  Society  twenty  members  shall 
constitute  a  quorum  for  the  transaction  of  business. 

Sec.  3.  Any  member,  with  the  concurrence  of  the  presiding  officer, 
may  admit  friends  to  the  meeting  of  the  Society;  but  such  person  or  persons 
shall  not  without  the  consent  of  the  meeting  be  permitted  to  take  part 
in   any  discussion. 

Sec.  4.  All  papers,  drawings,  etc.,  submitted  to  the  meeting  of  the 
Society  shall  be  and  remain  the  property  of  the  Society. 
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ARTICLE  VIII— Order  op  Business 
Section   1.    At  the  annual  meeting  of  the  Society  the  order  of  business 
at  the  first  session  shall  be  as  follows: 

1 .  The  President's  address. 

2.  Reports  of  the  Secretary  and  Treasurer. 

3.  Report  of  the  Executive  Committee. 

4.  Report  of  the  Finance  Committee. 

5.  Reports  of  Special  Committees. 

6.  Reading  and  Discussion  of  Papers. 

Election  of  officers  and  selection  of  the  place  of  meeting  shall  take  place 
during  the  second  day. 

Sec.  2.  All  questions  shall  be  decided  by  vote,  and  all  differences  of 
opinion  in  regard  to  points  of  order  shall  be  settled  by  parliamentary  prac- 
tice as  set  forth  in  Cushing's  Manual. 

ARTICLE  IX— Amendments 

Section  1.  The  foregoing  constitution  and  articles  may  be  amended 
on  or  after  the  second  day  of  any  annual  meeting  of  the  Society  by  a  two- 
thirds  vote  of  all  members  voting;  provided  such  proposed  amendment 
shall  have  been  submitted  to  the  Society  in  writing  on  the  first  day  of  its 
annual  meeting. 

BY  LAWS 

No.  1.  Papers  presented  by  active  members  shall  be  submitted  to  the 
Conmiittee  on  Convention  Papers  prior  to  presentation,  which  committee 
shall  have  the  right  to  edit  the  same,  but  shall  not  have  the  right  to  exclude 
any  paper  entirely.  Papers  presented  by  associate  members  shall  be 
submitted  to  the  Committee  on  Convention  Papers  for  approval  and  editing 
prior  to  the  convention  for  which  they  are  offered.  Associate  members 
may  speak  personally  on  the  floor  of  the  convention  by  consent  of  the 
members  present. 

No.  2.  Members  shall  not  be  permitted  to  give  out  for  publication 
any  papers,  to  be  submitted  to  the  Society  at  its  annual  meeting,  in  advance 
of  such  meetings;  and  all  requests  for  papers  for  such  purposes  shall  be 
referred  to  the  Secretary. 


OFFICERS  OF  THE  SOCIETY  FOR  THE  YEAR  1911^-1913 

President B.  E.  BRIGGS Erie,  Pa. 

First  Vice-President EDWARD  H.  CHRIST Grand  Rapids,  Mich 

Second  Vice-Pretident..,. WILLIAM  A.  HOWELL...  .Newark,  N.  J. 

Third  Vice-President A.  F.  MACALLUM Hamilton,  Ont. 

Secretary A.  PRESOOTT  FOLWELL..New  York,  N.  Y. 

Treasurer E.  L.  DALTON Dallas,  Tex. 

Finance  Committee 

E.  S.  RANKIN,  Chairman Newark,  N.  J. 

L.  V.  CHRISTY Wilmington,  Del. 

E.  E.  COLBY Chickasha,  Okla. 

Executive  Committee 

The  officers  of  this  Society,  together  with  the  Past  Presidents  who 
have  retained  their  continuous  membership,  constitute  the  Executive 
Committee.    The  Past  Presidents  are  as  follows : 

Past  Presidents 

M.  J.  MURPHY St.  Louis,  Mo. 

GEORGE  H.  BENZENBERG MUwaukee,  Wis. 

AUGUST  HERRMANN ancinnati,  Ohio 

HARRISON  VAN  DUYNE Newark,  N.  J. 

NELSON  P.  LEWIS New  York,  N.  Y. 

A.  D.  THOMPSON Peoria,  Rl. 

ROBERT  E.  McMATH St.  Louis,  Mo. 

E.  A.  FISHER Rochester,  N.  Y. 

C.  H.  RUST Toronto,  Canada 

GEORGE  M.  BALLARD  (Deceased) Newark,  N.  J. 

A.  PRESCOTT  FOLWELL New  York  aty 

CHARLES  C.  BROWN Indianapolis,  Ind. 

MORRIS  R.  SHERRERD Newark,  N.  J. 

GEORGE  W.  TILLSON Brooklyn,  N.  Y. 

JAMES  OWEN Newark,  N.  J. 

JULIAN  KENDRICK Birmingham,  Ala. 

FRED  GIDDINGS Atchison,  Kan. 

E.  A.  KINGSLEY Little  Rock,  Ark. 
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1912-1913 


E.  H.  CHRIST  A.  F.  MACALLUM  W.  A.  HOWELL 

Seaotrr  Tntmint 

A.  PRESCOTT  FOLWELL  E.  L,  DALTON 


STANDING  COMMITTEES 
1912-1913 

Street  Paving 

GEO.  W.  CRAIG,  Chairman Omaha,  Neb. 

E.  E.  COLBY Chickasha,  Okla. 

F.  J.  CELLARIUS Dayton,  O. 

Traffic  on  Streets 

JAS.  W.  HOWARD,  Chairman New  York,  N.  Y. 

LINN  WHITE Chicago,  III. 

LOUIS  L.  TRIBUS New  York,  N.  Y. 

Street  Ldghting 

J.  E.  PUTNAM,  Chairman Rochester,  N.  Y. 

F.  G.  LYNCH Erie,  Pa. 

J.  M.  PRESTON Dallas,  Tex. 

Water  Works  and  Water  Supply 

A.  F.  MACALLUM,  Chairman Hamilton,  Ont. 

J.  WALTER  ACKERMAN Auburn,  N.  Y. 

G.  F.  ROESS Oil  City,  Pa. 

Sewerage  and  Sanitation 

FREDERIC  A.  REIMER,  Chairman Newark,  N.  J. 

ALEXANDER  POTTER New  York,  N.  Y. 

FREDERIC  R.  CHARLES Richmond,  Ind. 

Garbage  Disposal  and  Street  Cleaning 

J.  T.  FETHERSTON,  Chairman New  York,  N.  Y. 

J.  EDGAR  THOMPSON Knoxville,  Tenn. 

B.  F.  MILLER Meadville,  Pa. 

Park  Development  and  Maintenance 

H.  S.  RICHARDS,  Chairman Chicago,  111. 

R.  J.  EDGERLY Albany,  Ga. 

JOSEPH  FIRTH Charlotte,  N.  C. 
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Municipal  Legislation  and  Finance 

WM.  J.  PARKES,  Chairman Pine  Bluflf,  Ark. 

C.  W.  EWART Aberdeen,  Wash. 

S.  H.  PHELPS Sharpsville,  Pa. 

Standard  Forms 

J.  C.  HALLOCK,  Chairman Newark,  N.  J. 

A.  PRESCOTT  FOLWELL New  York,  N.  Y. 

MAURY  NICHOLSON Birmingham,  Ala. 

Stib'Committees  on  Standard  Forms 

STREET  PAYING  AND  REPAIRS  SIDEWALKS  AND  CURBS 

G.  W.  TILLSON,  New  York,  N.  Y.  PROF.  A.  N.  TALBOT,  Urbana,  lU. 

STREET   CLEANING    AND    REFUSE  SEWER   CONSTRUCTION  AND 

DISPOSAL  MAINTENANCE 

J.   T.   FETHERSTON.  GEO.  A.  CARPENTER, 

Richmond  Boro,  New  York,  N.  Y.  Pawtucket,  R.  I. 

STREET  LIGHTING  UNIFORM   BIDDING  BLANKS 

GEORGE  A.  SAWIN,  Newark,  N.  J.  E.  H.  CHRIST,  Grand  Rapids,  Mich. 

-  Standard  Specifications 

CHARLES  CARROLL  BROWN,  Chairman Indianapolis,  Ind. 

JAMES  OWEN Newark,  N.  J. 

CHARLES  H.  RUST Victoria,  B.  C. 

MORRIS  R.  SHERRERD Newark,  N.  J. 

E.  A.  FISHER Rochester,  N.  Y. 

Sub-Committees  on  Standard  Specifications 

WOOD  BLOCK  PAVING  BRICK  PAVING 

J.  N.  HAZLEHURST,  Chairman       E.  H.  CHRIST,  Chairman 
JAMES  E.  BARLOW  HENRY  MAETZEL 

H.  W.  KLAUSMANN  F.  J.  CELLARIUS 

BITUMINOUS  PAVING  ASPHALT  PAVING 

LINN  WHITE,  Chairman  GEORGE  W.  CRAIG,  Chairman 

A.  H.  BLANCHARD  FRANCIS  P.  SMITH 

W.  W.  SOUTHOATE  WILLIAM  A.  HOWELL 


COMMITTEES 
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CONCRETE  PAYING  SEWBBS 

F.  R.  CHARLES,  Chairman  E.  J.  FORT,  Chairman 

F.  D.  BROWN  RUDOLPH  HERING 

C.  G.  ANDERSON  A.  J.  PROVOST 

STONE  BLOCS  PAVINO  MACADAM  AND  GRAVEL  ROADS 

J.  C.  HALLOCK,  Chairman  A.  H.  BLANCHARD,  Chairman 

J.  HERBERT  GRANT  F.  A.  REIMER 

HENRY  MAETZEL  W.  W.  CROSBY 

Fire  Prevention 

ALCIDE  CHAUSSE,  Chairman Montreal,  Can. 

NORMAN  S.  SPRAGUE Pittsburg,  Pa. 

L.  C.  WILLIS Dallas,  Tex. 

Convention  Papers 

A.  PRESCOTT  FOLWELL,  Chairman New  York,  N.  Y. 

GEO.  W.  TILLSON Brooklyn,  N.  Y. 

JOHN  M.  GOODELL Upper  Montdair,  N.  J. 

Convention  Arrangements 

L.  V.  CHRISTY,  Chairman Wilmington,  Del. 

ALEXANDER  J.  TAYLOR Wilmington,  DeL 

W.  C.  BRENNAN Hamilton,  Ont. 

Convention  Exhibits 

H.  L.  COLLIER,  Chairman St.  Louis,  Mo. 

J.  MERRICK  HORN Wilmington,  Del. 

FRANK  B.  DUNN Conneaut,  O. 

W.  C.  PARMLEY New  York,  N.Y. 
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Dept.,  33  McGee  St.,  Winnipeg,  Man 1912 

Alexander,  A.  B.,  City  Engineer,  Decatur,  111 1910 

Allen,  F.  R.,  City  Engineer,  Pine  Blufif,  Ark 1911 

Allen,  Henry  C,  City  Engineer,  Syracuse,  N.  Y 1908 

Allin,  Thos.  D.,  203  Kendall  Bldg.,  Pasadena,  Cal 1905 

Alvord,  John  W.,  Consulting  Engineer,  Hartford  Bldg.,  Chicago,  111  1899 

Ambler,  John  N.,  Consulting  Engineer  for  City,  Winston,  N.  C 1908 

Anderson,  Clark  G.,  Commissioner  of  Streets  and  Public  Improve- 
ments, Moline,  111 1908 

Andrews,  Horace,  125  Lancaster  St.,  Albany,  N.  Y 1898 

Ash,  Louis  R.,  City  Engineer,  City  Hall,  Kansas  City,  Mo 1911 

Ashley,  Chas.  S.,  Mayor,  New  Bedford,  Mass 1912 

AsTLET,  John  W.,  Engineer  of  Construction  for  City,  714  Broadway, 
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Baillairge,  W.  D.,  City  Engineer,  Quebec 1912 
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Barker,  Harrt  T.,  City  Engineer,  New  Brighton,  Pa 1910 

Barlow,  James  E.,  Engineer,  Bureau  of  Municipal  Research,  911 

Neave  Bldg.,  Cincinnati,  0 1910 

Barlow,  John  R.,  City  Engineer,  Montreal,  Canada 1902 

Baumgartnbr,  Charles  H.,  City  Engineer,  Dubuque  la 1910 

Bayliss,  J.  R.,  704  Farley  Bldg.,  Birmingham,  Ala 1911 

Bean,  W.  Irving,  City  Engineer,  Terrell,  Texas 1912 
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Berrt,  George,  Asst.  Engineer,  Bureau  of  Highwa3r8,  Brooklyn, 
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Blanchard,  Arthur  Horace,  Professor  of  Highway  Engineering, 

Columbia  University,  New  York  City. 1909 

Bradshaw,  H.  J.,  City  Engineer,  Abilene,  Texas 1912 
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Bbiggs,  B.  E.,  City  Engineer,  Erie,  Pa 1902 
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Collins,  Clarke  P.,  Civil  and  Mining  Engineer,  809-811  Johnstown 
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Craig,  George  W.,  City  Engineer,  City  Hall,  Omaha,  Neb 1911 
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Johns  Hopkins  University,  Baltimore,  Md 1909 
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Firth,  Joseph,  City  Engineer,  Charlotte,  N.  C 1908 
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New  York  City 1901 

Fort,  E.  J.,  Chief  Engineer  of  Sewers,  Borough  of  Brooklyn,  N.  Y..   1905 
Freiberg,  M.  J.,  Waterworks  Commission,  216  E.  Front  St.  Cincin- 
nati, 0 1898 
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Freshnet,  S.  a.,  Greneral  Manager,  Grand  Rapids  Muskegon  Power 

Co.,  Grand  Rapids,  Mich 1905 

Fuller,  George  W.,  170  Broadway,  New  York  City 1906 

Gainey,  W.  H.,  City  Engineer,  Valdosta,  Ga 1906 

Gardiner,  W.  H.  R.,  Superintendent  Public  Works,  627  16th  Ave., 

West  Calgary,  Alta 1912 

Gardner,  S.  B.,  City  Engineer,  Eldora,  la 1910 

Garland,  E.  A.,  City  Engineer,  Santa  Barbara,  Cal 1912 

Gavbtt,  Andrew  J.,  City  Surveyor,  Plainfield,  N.  J 1910 

Gaynor,  Keyes  C,  City  Engineer,  Sioux  City,  la 1911 

GiDDiNGS,  Fred,  316  Godchaux  BIdg.,  New  Orleans,  La 1896 

Gilchrist,  Allen  R.,  City  Engineer,  Montgomery,  Ala 1906 

Giles,  John,  A.,  City  Engineer,  Binghampton,  N.  Y 1911 
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GooDELL,  John  M.,  106  Lorraine  Ave.,  Upper  Montclair,  N.  J 1904 

GooDFELLOW,  J.  J.,  City  Engineer,  San  Angelo,  Texas 1912 

Grant,  Justus  H.,  Special  Assistant  City  Engineer,  Rochester,  N.  Y.,  1908 

Green,  W.  W.,  City  Engineer,  Helena,  Ark. . : 1911 

Greenalch,  Wallace,  Commissioner  of  Public  Works,  Albany,  N.  Y. .  1908 
Gregory,  Alfred  C,  Engineer  of  Sewers,  907  Bellevue  Ave.,  Trenton, 

N.J 1910 

Griffin,  J.  William,  Superintendent  of  Water,  City  Hall,  Jersey 

City,  N.  J 1909 

Griggs,  Julian,  Columbus,  0 1904 

Grimes,  Edwin  L.,  City  Engineer,  Troy,  N.  Y 1908 

Hackney,  John  W.,  Atlantic  City,  N.  J 1908 

Hale,  Elson, 1909 

Hall,  Edmund,  Rm.  5,  Kistner  Bldg.,  Granite  City,  111 1908 

Hallock,  James  C,  Deputy  Chief  Engineer,  City  Hall,  Newark,  N.  J.  1909 

Halsey,  Edmund  R.,  41  Delaware  Ave,  South  Orange,  N.  J 1908 

Hammett,  W.  S.,  Mgr.,  Pittsburgh  Testing  Laboratory,  305  Praetorian 

Bldg.,  Dallas,  Texas 1912 

Hammond,  Geo.  T.,  156  Berkeley  Place,  Brooklyn,  N.  Y 1908 

Harder,  H.  J.,  City  Engineer,  City  Hall,  Paterson,  N.  J 1909 

Harding,  Robert  J.,  Superintendent  of  Public  Works,  Poughkeepsie, 

N.  Y 1910 

Harper,  E.  A.,  Kansas  City,  Mo 1905 

Harris,  Harry  F.,  Engineer  of  Streets,  Trenton,  N.  J 1910 

Hatton,  T.  Chalkley,  Wilmington,  Del 1903 

Haussling,  Jacob,  Mayor,  Newark,  N.  J 1907 

Hawkins,  A.  J.,  Assistant  Engineer,  City  Hall,  X.  Birmingham,  Ala. .  1910 
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Hawlby,  John  B-,  Hoxie  Bldg.,  Ft.  Worth,  Texas 1912 

Hazleqtjbst,  James  Nisbst,  532  Candler  Bldg.,  Atlanta,  Ga 1903 

Hegartt,  D.  a.,  Manager,  New  Orleans  Railway  &  Light  Co.,  New 

Orleans,  La 1900 

Hbllen,  H.  H.,  City  Engineer,  Wagoner,  Okla 1909 

Hbnby,  p.  W.,  25  Broad  St.,  New  York  City 1906 

Hebino,  Rudolph,  170  Broadway,  New  York  City 1910 

Hebbman,  August,  President,  Waterworks  Commission,  Cincinnati, 

0 1894 

Hill,  Nicholas,  Jr.,  100  William  St.,  New  York  City 1911 

HiLLTER,  William  R.,  Assistant  Commissioner  Public  Works,  Borough 

of  Richmond,  New  York  City 1908 

HiTTELL,  John  B.,  Chief  Engineer  of  Streets,  207  City  Hall.  Chicago, 

III 1908 

HoFF,  Cahl  p..  Assistant  City  Engineer,  St.  Joseph,  Mo 1912 

Hoffman,  Robebt,  City  Engineer,  Cleveland,  0 1908 

HoTTELL,  HowABD  C,  City  Chemist,  City  Hall,  Trenton,  N.  J 1912 

HowABD,  J.  W.,  1  Broadway,  New  York  City 1901 

Howe,  W.  B.,  City  Engineer,  Concord,  N.  H 1895 

Howell,  Robbbt  P.,  Town  Engineer,  Phillipsburg,  N.  J 1908 

Howell,  William  A.,  Engineer  of  Streets  and  Highways,  City  Hall, 

Newark,  N.  J 1907 

Hubbabd,  Geobge  W.,  Superintendent  Light  and  Water,  Elberton, 

Ga 1911 

Hudson,  Leo,  McKeesport,  Pa 1912 

Hughes,  T.  C,  City  Engineer,  Tulsa,  Okla 1912 

Hutcheon,  James,  City  Engineer,  Guelph,  Ont 1899 

Ibedell,  Geobge,  S.,  City  Engineer,  Austin,  Texas 1908 

JtJDSON,  Wm.  p.,  Broadalbin,  Fulton  Co.,  N.  Y 1902 

Kay,  Edoab  B.,  Tuscaloosa,  Ala 1906 

Kelsey,  Louis  C,  Salt  Lake  City,  Utah 1908 

Kbndbick,  Julian,  606  1st.  National  Bank  Bldg.,  Birmingham,  Ala.  1898 
Kingsley,  Edgab  a.,  County  Engineer,  Pulaski  Co.,  Little  Rock, 

Ark 1908 

KiBKPATBiCK,  Walteb  G.,  City  Engineer,  Birmingham,  Ala 1912 

Kibschbaum,  L.,  Asphalt  Chemist  to  City  of  Chicago,  Chicago,  111 1909 

Klausmann,  Hbnby  W.,  City  Engineer,  City  Hall,  Indianapolis,  Ind. .  1912 

Klodt,  B.  G.,  526-530  Gunter  Bldg.,  San  Antonio,  Texas 1912 

Kbause,  Mabk  C,  Engineer  in  Charge  Construction  of  Light  and 

Power,  Spirit  Lake  Land  Co.,  Spirit  Lake,  Idaho 1909 

Lea,  Lucian  D.,  City  Engineer.  Lead,  S.  D 1912 

Lee,  B.  M.,  City  Engineer,  Asheville,  N.  C 1908 
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LsGARE,  T.  £[eith,  ABsiatant  City  Engineer,  Columbia,  S.  C 1900 

Lendebink,  Andbbw,  City  Engineer,  Kalamasoo,  Mich 1912 

Lbyinson,  Hbnbt,  City  Engineer,  Little  Rock,  Ark 1909 

Lewis,  J.  E.,  General  Superintendent  of  the  Fred  A.  Jones  Co.,  Dallas. 
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Lewis,  N.  P.,  Chief  Engineer,  Board  of  Estimate  and  Apportionment, 

New  York  aty 1895 

Little,  John  C,  City  Engineer,  Annapolis,  Md 1910 

Lovewell,  Maurice  N.,  Assistant  Engineer,  South  Park  Conmiission- 

crs,  57th  and  Cottage  Grove  Ave.,  Chicago,  111 1912 
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Miss 1912 

Ludlow,  J.  L.,  Winston-Salem,  N.  C 1906 

Luster,  W.  H.,  City  Surveyor,  Elizabeth,  N.  J 1905 

Ltkken,  H.  G.,  City  Engineer,  Grand  Forks,  N.  D 1910 

Lynch,  F.  G.,  Assistant  to  City  Engineer,  Erie,  Pa 1910 

McCabb,  John  C,  City  Boiler  Inspector,  410  City  Hall.  Detroit. 

Mich 1912 

McClanathan,  R.  a.  Niagara  Falls,  N.  Y ^ 1910 

McCrary,  S.  K.,  City  Engineer,  1011  Laramie  St.,  Ft.  Atchison, 

Kans 1909 

McCuLLOUGH,  Ernest,  2114  Fisher  Bldg.,  Chicago,  111 1909 

McGehee,  Ben  C,  Little  Rock,  Ark 1909 

McKenna,  M.  F.,  City  Engineer,  Bridgeport,  Conn 1910 

McKenzie,  Andrew  J.,  City  Engineer,  Webb  City,  Mo 1910 

McMath,  Robert  E.,  327-328  Lincoln  Trust  Bldg.  St.  Louis,  Mo 1894 

McNeal,  John,  City  Engineer,  Columbia,  S.  C 1911 

Macallum,  Andrew  F.,  City  Engineer,  City  Hall,  Hamilton,  Ont. ..  1909 

Macartney,  Morton,  City  Engineer,  Spokane,  Wash 1910 

Maetzel,  Henry,  City  Engineer,  Columbus,  0 1908 

Magruder,  J.  O.,  City  Engineer,  Danville,  Va 1911 

Marcellus,  J.  B.,  Inspector  for  Board  of  Public  Works,  820  N.  13th. 

St.,  Boise,  Idaho 1909 

Meade,  R.  E.,  1520  Brown-Marx  Bldg.,  Birmingham,  Ala 1906 

Meriwether,   B.   B.,   care  Birmingham  Realty  Co.,   Birmingham, 

Ala 1908 

Mesiroff,  J.  A.,  City  Engineer,  City  Hall,  Milwaukee,  Wis 1911 

Mbtz,  L.  v..  Assistant  to  City  Engineer,  Erie,  Pa 1910 

Miller,  B.  F.,  Jr..  City  Engineer,  902  Grove  St.,  Meadville,  Pa 1910 

Mitchell,  J.  W.,  Mayor,  City  Hall,  Calgary,  Alta 1912 

Mueller,  Alfred  C,  Mayor,  Davenport,  la 1912 

Mullen,  Charles  A.,  Superintendent  of  Street  Construction,  Mil- 
waukee, Wis 1911 
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MuBPHT,  F.  E.,  Superintendent  of  Streets  and  Waterworks,  Hunts- 

ville,  Ala 1906 
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Neves,  William  D.,  City  Engineer,  Greenville,  S.  C 1908 
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NicoL,  Walter  H.,  Tuscaloosa,  Ala 1910 

Noble,  O.  E.,  City  Engineer,  Manhattan,  Kans 1908 
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Ithaca,  N.  Y 1909 

Olmstead,  Frederick  L.,  Brookline,  Mass 1909 

O'Neill,  Joseph,  City  Engineer,  Leavenworth,  Kan 1909 

Osborne,  E.  M.,  Superintendent  Light  and  Water  Commission,  Tal- 
ladega, Ala 1911 

Owen,  James,  196  Market  St.,  Newark,  N.  J 1904 

Owen,  Kenneth  D.,  Montclair,  N.  J 1908 

Parent,  Arthur,  Superintendent  City  Lighting  Department,  Mon- 
treal, Canada 1905 

Parker,  G.  A.,  Superintendent  of  Parks,  Hartford,  Conn 1902 

Parkes,  William  J.,  101-3  Senyard  Bldg.,  Pine  Blujff,  Ark 1906 

Parsons,  E.  B.,  Watertown,  Wis 1908 
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Payton,  Lyle,  City  Engineer,  Moline  111 1912 

Pealer,  Thomas,  City  Engineer,  Indiana,  Pa 1910 

Perry,  Charles  E.,  Canajoharie,  N.  Y 1911 

Petersen,  E.  F.,  Muskogee,  Okla 1912 

Phelps,  Earle  B.,  30  Church  St.,  New  York  City 1909 

Phelps,  S.  H.,  City  Engineer,  Sharpsville,  Pa 1911 

Philip,  John  W.,  City  Engineer,  Sarasota,  Fla 1911 

Phillips,  W.  W.,  City  Engineer  and  County  Surveyor,  Cartersville, 

Ga 1911 

Phul,  William  von,  921  Canal  St.,  New  Orleans,  La 1911 

Pierce,  John  Irvin,  City  Engineer,  Jackson,  Miss 1912 

Pillet,  Frederick  Fischer,  City  Engineer,  City  Hall,  Wilmington, 

N.  C 1912 
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Pollock,  Clarence  D.,  Calle  Cuba  24,  Havana,  Cuba 1902 

Potter,  Alexander,  50  Church  St.,  New  York 1913 

Pray,  James  S.,  Chairman,  Department  of  Landscape  Architecture, 

Harvard  University;  Res.  50  Garden  St.,  Cambridge,  Mass 1910 

Preston,  J.  M.,  City  Engineer,  Dallas,  Texas 1908 

Provost,  A.  J.,  Jr.,  39-41  West  38th  St.,  New  York  City 1904 

Prow,  John  C,  City  and  County  Engineer,  Salem,  Ind 1909 

Putnam,  J.  E.,  Assistant  City  Engineer,  Rochester,  N.  Y 1907 
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Reed,  Merle  H.,  City  Engineer,  Fort  Smith,  Ark 1912 

Reimer,  Frederic  A.,  Ass't  Coimty  Engineer,  Court  House,  New- 
ark, N.J 1909 

Reppert,  Charles  M.,  Division  Engineer,  Bureau  of  Construction, 

Department  of  Public  Works,  5912  Douglas  Ave.,  Pittsburgh,  Pa  1908 
Reynolds,  A.  M.,  Chief  Engineer,  Essex  County  Park  Commission, 

60  Clifton  Ave.,  Newark,  N.  J 1908 

Rich,  D.  H.,  Water  and  Light  Commissioner,  Red  Cloud,  Minn 1912 

Rich,   E.   D.,  Assistant  Professor  Civil  Engineering,   Ann  Arbor, 

Mich 1910 

Richardson,  Clifford,  30  Church  St.,  New  York  City 1911 

Richards,  H.  S.,  Assistant  Superintendent,  South  Park  Commission, 

5454  Greenwood  Ave.,  Chicago,  111 1909 

RiDGWAY,  Robert,  Public  Service  Comm.,  Ist.  Dist.,  Eng.,  of  Subway 

Construction,  154  Nassau  Street,  New  York  City 1908. 

Riter,  George  W.,  Care  Eureka  Hill  Mining  Co.,  Salt  Lake  City, 

Utah 1905 

Roberts,  George  W.,  City  Engineer,  South  Omaha,  Neb 1911 

RoBSS,  GusTAV  F.,  City  Engineer,  Oil  City,  Pa 1910 

Rogers,  D.  D.,  City  Engineer,  Daytona,  Fla 1908 
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Rudolph,  Charles  A.,  Street  and  Sewer  Director,  411  Delaware  Ave., 
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Shand,  Gadsden  E.,  Columbia,  S.  C 1908 

Shaner,  H.  S.,  City  Engineer,  Lynchburg,  Va 1908 

Shannon,  Charles  A.,  City  Engineer,  Nebraska  City,  Neb 1910 

Sharp,  John  C,  Engineer  of  Sewers,  C^ty  Engineer's  Office,  908  E. 

Couch  St.,  Portland,  Ore 1912 

Sherrerd,  M.  R.,  Chief  Engineer,  Department  of  Public  Works, 

Newark,  N.J 1896 


410  AMERICAN  SOCIETY  OF  MUNICIPAL  EMPBOVEMENTS 

Membwrahlp 
Dates  From 
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N.J 1905 
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Smith,  Eugene,  City  Surveyor,  Hoboken,  N.  J 1908 
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Smith,  Thad.  D.,  Aberdeen,  Wash 1911 

SoLOTAROFF,  WiLLiAM,  Superintendent  Shade  Tree  Commission, 
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ton, Del 1912 
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Sprague,  Norman  S.,  Superintendent  Bureau  of  Construction, 

Pi  t tsburgh ,  Pa 1908 

Stallings,  Robert,  Little  Rock,  Ark 1912 

Steed,  Robert  E.,  City  Clerk,  438  Fairfax  Ave.,  Norfolk,  Va 1911 

Stevenson,  John  D.,  Assistant  Engineer,  Bureau  of  Construction,  in 
charge  of  North  Side  OflBce,  1231  Monterey  St.,  North  Side,  Pitts- 
burgh, Pa 1912 

Strachan.  Joseph,  352  Putnam  Ave.,  Brooklyn,  N.  Y 1905 

Sullivan,  W.  A.,  Manager,  Shreveport  Traction  Co.,  Shreveport,  La..  1909 

Talbot,  A.  N.,  Professor  of  Municipal  and  Sanitary  Engineering, 

University  of  Illinois,  Urbana,  111 1903 

Taylor.  Alex.  J.,  Engineer  in  Charge  of  Sewers,  Wilmington,  Del. .  1908 

Taylor,  Charles  F.,  900  Lewis  Bldg.,  Pittsburgh,  Pa 1908 

Thomas,  J.  Fred.,  County  Surveyor,  Mercer  Co.,  Farrell,  Pa 1912 

Thomes,  Edward  C,  City  Engineer,  Poplar  Bluff,  Mo 1910 

Thompson,  J.  Edgar,  City  Engineer,  Knoxville,  Tenn 1910 

Thompson,  S.  C,  Principal  Assistant  Engineer,  Bureau  of  Highways, 

Borough  of  Bronx,  New  York  City 1904 

Thum,  William,  Mayor,  Pasadena,  Cal 1912 

TiLLSON,  George  W.,  Consulting  Engineer  to  Borough  President, 

Brooklyn,  N.  Y 1896 

ToNSON,  George  W.,  2056  Warren  St.,  Toledo,  0 1911 

Tribus,  Louis  L.,  86  Warren  St.,  New  York  City 1908 

Van  Trump,  Isaac,  2337  S.  Paulina  St.,  Chicago,  111 1911 

Van  Zuben,  Frank  J.,  Acting  Cfty  Engineer,  Ft.  Worth,  Tex 1912 

Wadsworth,  Charles  S.,  205  Chamber  of  Commerce  Bldg.,  Birming- 
ham, Ala 1908 
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Waite,  H.  M.,  Chief  Engineer,  Cincinnati,  0 1912 

Watson,  Robert  M.,  Borough  Engineer,  Rutherford,  N.  J 1908 

Watjgh,  R.  D.,  Controller  of  Works,  Winnipeg,  Man 1911 

Weatherford,  J.  H.,  City  Engineer,  Memphis,  Tenn 1908 

Weber,  Philip  H.,  City  Engineer,  Canton,  Ohio 1910 

Welborn,  M.  C,  Chief  Engineer  of  Sewers,  Austin,  Texas 1912 

Wbntworth,  Russell  A.,  City  Engineer,  Batavia,  N.  Y 1911 

Wetmore,  W.  G.,  City  Engineer,  Meridian,  Miss 1909 

Wheeler,  Delbert,  City  Engineer,  Clarinda,  la 1910 

Wheeler,  Holland,  City  Engineer,  Lawrence,  Kan 1905 

Wheelock,  D.  F.  a.,  City  Engineer,  Warren,  Pa 1910 

Whipple,  George  C,  103  Park  Avenue,  New  York  City 1905 

White,  Linn,  Chief  Engineer,  South  Park  Commissioners,  Chicago, 

111 1908 

Whitman,  Ezra  B.,  Water  Engineer,  City  Hall,  Baltimore,  Md 1912 

Whitney,  Harrie  L.,  City  Engineer,  Beverly,  Mass 1908 

Whtman,  R.  O.,  Amarillo,  Tex 1912 

WicKHAM,  J.  Q.,  City  Engineer,  Ames,  la 1911 

WiLLiOEROD,  William  D.,  City  Engineer,  City  Hall,  East  Orange, 

N.  J 1911 

Willis,  L.  C,  Superintendent  of  Construction,  O'Neill  Engineering 

Co.,  Dallas,  Texas. 1909 

Wills,  Joe  B.,  Chief  Sanitaty  Inspector,  City  Hall,  Dallas,  Texas...  1912 

Wilson,  James,  Superintendent  of  Water  Works,  Calgary,  Alta 1912 

Wilson,  W.  M.,  Engineer,  Board  of  Public  Works,  Rome,  Ga 1906 

WiNGFiELD,  Nisbet,  City  Engineer  andCommissionerof  Public  Works, 

Rome,  Ga 1906 

Young,  Alexander  R.,  City  Engineer,  Topeka,  Kan 1911 

Affiliated  members 
Norman,  W.  H.,  Dallas,  Texas 1912 

Wise,  W.  W.,  Des  Moines,  la 1908 

Associate  members 

The  American  Asphaltum  &  Rubber  Co.,  600-614  Harvester  Bldg., 

Chicago,  111 1911 

Baker,  John  Jr.,  1236  McCormick  Bldg.,  Chicago,  111 1911 

Barbour,  J.  G.,  Secretary  Metropolitan   Paving  Brick  Co.,  Can- 
ton, O 1911 

Barrett  Manufacturing  Co.,  17  Battery  Place,  New  York  City 1906 

Bessemer  Limestone  Co.,  Youngstown,  0 1911 
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Blackmbb  &  Post  Pips  Co.,  St.  Louis,  Mo 1912 

Blaib,  Will  P.,  Corresponding  Secretary,  National  Paving  Brick 

Mfrs.  Assn.,  824-26  Brotherhood  of  Locomotive  Engineers'  Bldg., 

Cleveland,  0 1907 

Bloice  Co.,  Rudolph  S.,  Bank  Floor,  Unity  Bldg.,  Chicago,  111 1908 

BoTCB,  C.  F.,  Decarie  Incinerator  Co.,  2458  York  St.,  Vancouver, 

B.  C 1908 

Briddel,  York,  General  Superintendent,  Graves-Matthews  Paving 

Co.,  Birmingham,  Ala 1911 

Buffalo  Steam  Roller  Co.,  Buffalo,  N.  Y 1906 

Burns,  Bob,  Assistant  Sales  Manager,  lola  Portland  Cement  Co.,. 

3120  San  Jacinto,  Dallas,  Texas 1912 

Canadian  Iron  So  Foundry  Co.,  Ltd.,  Imperial  Bank  Bldg.,  Mont- 
real, Canada 1905 

Cappelen,  F.  W.,  General  Manager,  Decarie  Incinerator  Co.,  Minne- 
apolis, Minn 1909 

Chamberlin,  Arthur  B.,  Care  Indian  Refining  Co.,  17  Battery  Place, 

New  York  City 1909 

Cherry,  William  I.,  Care  A.  P.  Hoffman,  1664  49th  St.,  Borough 

Park,  BrooUyn,  N.  Y 1908 

COLBORNB,  B.  B 1910 

Collier,  Henry  L.,  Engineer,  Yellow  Pine  Mfrs.  Assn.,  707  Lumber- 

mens  Bldg.,  St.  Louis,  Mo 1908 

Creosoted  Wood  Paving  Block  Assn.,  First  National  Bank  Bldg., 

Chicago,  m 1911 

Cullinan,  H.  J.,  Care  The  Texas  Co.,  Houston,  Texas 1912 

Curless,  Will  A.,  Cement  Engineer,  Rep.  Western  Glazed  Cement 

Pipe  and  Machinery  Co.,  Seattle,  Wash 1912 

Cutter,  Frank  G.,  Rep.  Warren  Brothers  Co.,  1349  Otis  Bldg., 

Chicago,  ni 1912 

Dixon,  W.  W.,  Care  Union  Clay  Products  Co.,  50  Church  St.,  New 

York  City 1911 

Doane,  S.  E.,  4411  Hough  Ave.,  Cleveland,  0 1911 

Dodge,  C.  P.,  Care  The  Texas  Co.,  Houston,  Texas 1911 

Dunn,  Frank  B.,  Secretary  and  General  Manager,  Dun  Wire-Cut- 
Lug  Brick  Co.,  309  Monroe  St.,  Conneaut,  0 1911 

Duty,    Spencer  M.,   President,   The  Deckman   Duty   Brick   Co., 

519  Electric  Bldg.,  Cleveland,  0 1911 

Farr,  Leslie  B.,  President,  Harlem  Contracting  Co.,  2  Rector  St., 

New  York  City 1908 

Franklin,  H.  B.,  Vice-President,  Foote  Concrete  Machinery  Co.,  108 

S.  La  Salle  St.,  Chicago,  III 1912 
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Fuller,  Claud  E.,  Superintendent  Buffalo  Brick  Co.,  Buffalo,  Kan.  1912 

Gillespie,  H.  L.,  President,  Union  Clay  Products  Co.,  60  Church  St., 

New  York  City 1910 

GiLLiGAN,  Hugh  J.,  133  First  St.,  Newark,  N.  J 1912 

Goodrich,  E.  H.,  General  Sales  Agent,  Mack  Manufacturing  Co., 

2242  Land  Title  Bldg.,  Philadelphia,  Pa 1910 

Granger,  B.  F.,  Sales  Manager,  Lock- Joint  Pipe  Co.,  Jackson,  Mich. .  1909 
Griffith,  O.  J.,  Treasurer  and  General  Superintendent,  L.  R.  Ry.  & 

E.  Co.  Little  Rock,  Ark 1912 

Harris,  Walter  B.,  General  Manager,  Warren  Chemical  &  Mfg.  Co., 

17  Battery  Place,  New  York  City 1908 

Head,  James  M.,  Attorney-at-Law,  59  Temple  Place,  Boston,  Mass..  1911 
HiRSH,  Allan  M.,  Treasurer,  Lock-Joint  Pipe  Co.,  165  Broadway, 

New  York  City 1910 

Horn,  J.  Merrick,  Warren  Bros.  Co.,  Ford  Bld'g.,  Wilmington,  Del.  1913 

HoRTON,  D.  C,  Jacksboro,  Tex 1912 

HoYT,  Ralph,  11  Clinton  St.,  Newark,  N.  J 1908 

Htams,  R.  M.,  District  Manager,  Southern  Bitulithic  Co.,  928  Maison 

Blanche,  New  Orleans,  La 1909 

Ingram,  G.  M.,  President,  Southern  Bitulithic  Co.,  602  First  Nat'l. 

Bank  Bldg.,  Nashville,  Tenn 1905 

International   Creosoting    &    Construction    Co.,    Galveston, 

Texas 1909 

Jackson,  Newton,  General  Agent,  U.  S.  Wood  Preserving  Co.,  Oak 

Lane,  Philadelphia,  Pa 1908 

Johnson,  Alfred  H.,  President,  Texas  Bitulithic  Co.,  Praetorian 

Bldg.  Dallas,  Texas 1908 

Kaull,   Pardon  S.,   President,   Kansas  Bitulithic  Co.,    American 

National  Bank  Bldg.,  Kansas  City,  Mo 1909 

Kemp,  L.  W.,  Salesman  for  the  Texas  Co.,  216  N.  Haskell  Ave.,  Dallas 

Texas 1912 

Lamson,  George  W.,  Agent,  Union  Oil  Co.  of  Cal.,  Railway  Exchange 

Bldg.,  Chicago,  111 1911 

Lindsay,  Gordon  I.,  Robeson  Process  Co.,  Pennington,  N.  J 1911 

Loud,  Henry  S.,  Chief  Engineer,  U.  S.  Wood  Preserving  Co.,  Morris- 
town,  N.  J 1908 

McAvoY,  John  C,  Secretary  and  General  Manager,  McAvoy  Vitri- 
fied Brick  Co.,  Broad  and  Arch  Streets,  Philadelphia,  Pa 1905 

McGrath,  George  B 1909 

MacKendrick,  W.  G.,  103  Bay  St.,  Toronto,  Ont 1911 
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Magill,  Claude  A.,  General  Manager,  The  Connecticut  Hassam  Pav- 
ing Co.,  902  Chapel  St.,  New  Haven,  Conn 1908 

Manning,  F.  L.,  Sales  Manager,  Peebles  Paving  Brick  Co.,  Ports- 
mouth, 0 1912 

Meriwetheb  CoLBifAN,  President,  Lock- Joint  Pipe  Co.,  165  Broad- 
way, New  York  City 1908 

Miner,  H.  A.,  President,  Steel  Protected  Concrete  Co.,  Trust  Bldg., 

Philadelphia,  Pa 1908 

Municipal  Joubnal,  50  Union  Square,  New  York  City 1908 

MussEN,  W.  H.  C,  299  St.  James  St.,  Montreal,  Canada 1905 

Norton,  B.  V.,  Secretary,  Union  Clay  Products  Co.,  50  Church  St., 

New  York  City 1911 

P ARMLET,  Walter  C,  Everett  Bldg.,  Union  Square,  New  York  City  1908 

Pittsburg  Filter  Co.,  Pittsburgh,  Pa 1905 

Power  Specialtt  Co.,  Ill  Broadway,  New  York  City 1908 

Reed,  Alexander,  U.  S.  Wood  Preserving  Co.,  165  Broadway,  New 
York  City 1901 

Reillt,  p.  C,  President,  Republic  Creosoting  Co.,  Indianapolis,  Ind.  1907 

Robinson,  E.  M.,  Southern  Bitulithic  Co.,  602  First  National  Bank 

Bldg.,  Nashville,  Tenn 1910 

RuDD,   A.   E.,  Secretary-Treasurer,  General  Construction  Co.,   143 

Cambridge  St.,  Guelph,  Ont 1912 

St.  Mabts  Sewer  Pipe  Co.,  St.  Marys,  Pa 1910 

Sanders,  R.  W.,  Milford,  Clermont  Co.,  0 1911 

Sawin,  Geo.  A.,  Elec.  Eng'r.  with  Public  Service  Electric  Co.,  759 

Broad  St.,  Newark,  N.  J 1913 

Schutte,  August  E.,  Consulting  Chemist,  Warren  Bros.  Co.,  Boston, 

Mass 1911 

Smith,  W.  Stuabt,  District  Manager,  Warren  Bros.  Co.,  49  West  Ave., 

Rochester,  N.  Y 1911 

Spencer,  W.  B.,  2  Rector  St.,  New  York  City 1912 

Stand ABD  Asphalt  &  Rubbeb  Co.,  137  La  Salle,  St.,  Chicago,  111...  1908 
Stubbs,  R.  C,  1418  Praetorian  Bldg.,  Dallas,  Texas 1912 

Tenney,  Geobge  O.,  President,  Atlantic  Bitulithic  Co.,  Richmond, 

Va 1906 

Thurston,    Geobge   W.,   Secretary,    Western   Paving  Brick  Mfrs. 

Assn..  500  Ridge  Bldg.,  Kansas  City,  Mo 1912 

TiPPEB,  Habby.  care  the  Texas  Co.,  17  Battery  Place,  New  York  City.  1909 
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Warrbn,  Gboros  C,  President,  Warren  Bros.  Co.,  59  Temple  Place, 

Boston  Mass 1905 

Warren,  Ralph  L.,  59  Temple  Place,  Boston,  Mass 1906 

Wertz,  J.  L.,  Vice-President,  Neptune  Meter  Co.,  120  Libertj'  St., 

New  York  City 1905 

Whitlet,    Frank,   Representative   of   Ockander  Bros.,   EUUsboro, 

Texas 1912 

Wright,  G.  W.,  President,  Oklahoma  Glazed  Cement  Pipe  Co., 

Tulsa,  Okla v 1912 

Wtllie,  H.  p.,  Greneral  Manager,  Cameron  Septic  Tank  Co.,  352 

Monadnock  Block,  Chicago,  Dl 1905 
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Active  members 

ALABAMA — Birmingham — J.  R.  Bay  lis,  A.  J.  Hawkins,  Julian  Kend- 
rick,  Walter  G.  Kirkpatrick,  R.  E.  Meade,  B.  B.  Meriwether,  Maury  Nichol- 
son, M.  S.  Sloan,  Charles  S.  Wadsworth;  Huntbvillb — N.  B.  Buchanan, 
F.  E.  Murphy;  Montgomery — Allen  R.  Gilchrist;  Talladega — E.  M. 
Osborne;  Tuscaloosa — ^Edgar  B.  Kay,  Walter  H.  NicoU. 

ARKANSAS — ^Fort  Smith — George  Myers,  Merle  H.  Reed;  Helena 
— W.  W.  Green;  Hot  Springs — ^Frank  V.  P.  Ellsworth;  Little  Rock — 
Hugh  R.  Carter,  Edgar  A.  Kingsley,  Henry  Levinson,  Ben  C.  McGehee, 
Robert  Stallings;  Pine  Bluff — F.  R.  Allen,  William  J.  Parkes. 

CALIFORNIA — Hollywood — ^Maurice  G.  Parsons;  Modesto — Geo. 
H.  Freitas;  Pasadena — ^Thomas  D.  Allin,  William  Thum;  Sacremento — 
Austin  B.  Fletcher;  Santa  Barbara — ^E.  A.  Garland. 

CONNECTICUT— Bridgeport— M.  F.  McKenna;  Hartford— G.  A. 
Parker. 

DELAWARE— Wilmington— L.  V.  Christy,  T.  Chalkley  Hatton,  M. 
D.  Murphy,  Charles  A.  Rudolph,  George  W.  Sparks,  Alex.  J.  Taylor. 

FLORIDA — Dattona — D.  D,  Rogers;  Marianna — George  C.  Spencer; 
Sarosota — John  W.  Philip. 

GEORGIA — ^Albany — R.  J.  Edgerley;  Atlanta — James  N.  Hazle- 
hurst;  Cartersville — ^W.  W.  Phillips;  Columbus — W.  C.  Campbell;  El- 
BERTON — George  W.  Hubbard;  Rome — W.  M.  Wilson,  Nisbet  Wingfield; 
Valdosta— W.  H.  Gainey. 

IDAHO — Boise — J.  B.  Marcellus;  Spirit  Lake — Mark  C.  Krause. 

ILLINOIS — Chicago — John  W.  Alvord,  John  B.  Hittell,  L.  Kirschbaum, 
Maurice  N.  Lovewell,  Ernest  McCullough,  H.  S.  Richards,  Isaac  Van  Trump 
Linn  White;  Decatur — ^A.  B.  Alexander;  Granite  Citt — Edmund  Hall; 
MoLiNE — Clark  G.  Anderson,  Lyle  Payton;  Oak  Park — ^Welland  F.  Sar- 
gent; Urbana — A.  N.  Talbot;  Waukegan — M.  J.  Douthitt. 

INDIANA — Iindianapolis — Chas.  C.  Brown,  Henry  W.  Klausmann; 
Richmond — Frederic  R.  Charles;  Salem — John  C.  Prow. 

IOWA — Ames — J.  Q.  Wickham;  Clarinda — Delbert  Wheeler;  Cres- 
ton — Theo.  S.  DeLay;  Davenport — ^AlfredC.  Mueller;  Dubuque — Charles 
H.  Baumgartner;  Eldora — S.  B.  Gardner;  Sioux  City — Keyes  C.  Gaynor. 

KANSAS — ^Atchison — S.  K.  McCrary;  Emporia — Matthew  Brown;  Law 
hence — Holland  Wheeler;  Leavenworth — Joseph  O'Neill;  Manhattan — 
O.  E.  Noble;  Pittsburg — Lawrence  E.  Curfraan. 

LOUISIANA— New  Orleans— Geo.  G.  Earl.  Fred  Giddings.D.  A. 
Hegarty,  William  von  Phul;  Shreveport — W.  A.  Sullivan. 
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MAINE— Bangor— Philip  H.  Coombs. 

MARYLAND — Annapolis — John  C.  Little;  Baltimore — Walter  W. 
Crosby,  Ezra  B.  Whitman;  Salisbury — P.  S.  Shockley. 

MASSACHUSETTS— Beverly— Harrie  L.  Whitney;  Brookline— 
Frederick  L.  Olmsted;  Cambridge — James  S.  Pray;  New  Bedford — Chas. 
S.  Ashley. 

MICHIGAN — ^Ann  Arbor — ^E.  D.  Rich;  Cadillac — Richard  E.  Eisner; 
Detroit — John  C.  McCabe;  Grand  Rapids — Edward  H.  Christ,  L.  D. 
Cutcheon,  S.A.  Freshney;  Holland — ^F.A.  Naberhuis ;  Kalamazoo — Andrew 
Lenderink. 

MINNEwSOTA— Red  Cloud— D.  H.  Rich. 

MISSISSIPPI— Grenada— J.  W.  Lowry;  Jackson— J.  H.  Fewell,  John 
Irwin  Pierce;  Meridian — W.  G.  Wetmore. 

MISSOURI — Kansas  City — Louis  R.  Ash,  E.  A.  Harper;  Poplar 
Bluff — ^Edward  C.  Themes;  St.  Joseph — William  H.  Floyd,  Jr.,  Carl  P. 
Hoff;  St.  Louis — Robert  E.  McMath;  Webb  City — Andrew  J,  McKenzie. 

NEBRASKA — Nebraska  City — Charles  A.  Shannon;  Omaha — George 
W.  Craig;  South  Omaha — George  M.  Roberts. 

NEW  HAMPSHIRE— Concord— Alfred  Clark,  W.  B.  Howe. 

NEW  JERSEY — Asbury  Park — Niart  Rogers;  Atlantic  City — John 
W.  Hackney;  East  Orange — Frederic  A.  Reimer,  William  Solotaroff,  Wil- 
liam D.  Willigerod;  Elizabeth — W.  H.  Luster;  Hoboken — Eugene  Smith; 
Jersey  City — J.  William  Griffin;  Montclair — Howard  J.  Cole,  Kenneth 

D.  Owen:  Newark — C.  V.  Bauman,  A.  R.  Denman,  Augustus  F.  Eggers, 
James  C.  Hallock,  Jacob  Haussling,  William  A.  Howell,  William  Mungle, 
Harry  B.  O'Connell,  James  Owen,  E.  S.  Rankin.  A.  M.  Reynolds,  M.  R. 
Sherrerd,  Charles  M.  Shipman,  J.  B.  Stobaeus;  South  Orange — Edmund 
R.  Halsey;  Paterson — H.  J.  Harder;  Phillipsburg — ^Robert  P.  Howell; 
Plainfield — ^Andrew  J.  Gavett ;  Rutherford — Robert  M.  Watson ;  Som- 
ERViLLE — Joshua  Doughty,  Jr.;  Trenton — Joseph  E.  English,  Alfred  C. 
Gregory,  Harry  F.  Harris,  Howard  C.  Hottcll;  Upper  Montclair — John 
M.  Goodell. 

NEW  YORK — Albany — Horace  Andrews,  Wallace  Greenalch ;  Auburn 
— J.  Walter  Ackerman;  Batavia — Russell  A.  Wentworth;  Binghampton — 
John  A.  Giles;  Broadalbin — Wm.  P.  Judson;  Brooklyn — George  Berry, 

E.  J.  Fort,  George  T.  Hammond,  Joseph  Strachan,  George  W.  Tillson; 
Canajoharie — Charles  E.  Perry;  Elmira — Thurbor  A.  Brown;  Ithaca — 
Henry  N.  Ogden;  Kingston — Edward  B.  Codwise;  New  Brighton — John 
Turney  Fetheraton;  New  York — Arthur  H.  Blanchard,  Irving  C.  Bull, 
Charles  H.  Davis,  A.  W.  Dow,  Henry  B.  Drownc,  A.  Pre.scott  Folwell, 
George  W.  Fuller,  Richard  H.  Gillespie,  P.  W.  Henry,  Rudolph  Hering, 
Nicholas  Hill,  Jr.,  William  R.  Hillyer,  J.  W.  Howard,  N.  P.  Lewis,  Earle 
B.  Phelps,  Alexander  Potter.  A.  J.  Provost,  Jr.,  Clifford  Richardson, 
Robert  Ridgway,  Francis  P.  Smith,  S.  C.  Thompson,  Louis  L.  Tribus, 
George  C.  Whipple;  Niagara  Falls — R.  A.  McClanathan;  Pough- 
keepsie — Robert  J.  Harding;  Rochester — F.  T.  Elwood,  E.  A.  Fisher, 
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Justus  H.  Grant,  J.  E.  Putnam;  Saranac  Lake — John  L.  Collins;  Syra- 
cuse— Henry  C.  Allen;  Troy — Edwin  L.  Grimes;  Watbrtown — Henry  E. 
Baker;   Yonkers — Samuel  S.  Cooper. 

NORTH  CAROLINA — Asheville — B.  M.  Lee;  Canton — Lucien  Buck; 
Charlotte — Joseph  Firth;  Greensboro — Samuel  D.  Newton;  Wilmington 
— Frederick  Fischer  Fillet;  Winston — John  N.  Ambler;  Winston-Salem 
— J.  L.  Ludlow. 

NORTH  DAKOTA— Crand  Forks— H.  G.  Lykken. 

OHIO — Cincinnati — James  E.  Barlow,  M.  J.  Freiberg,  August  Herr- 
man,  H.  M.  Waite;  Cleveland — Robert  Hoffman;  Columbus — Julian 
Griggs,  Henry  Maetzel;  Dayton — Frederick  J.  Cellarius;  Lima — G.  A. 
Cray  ton;  Toledo — George  W.  Tonson. 

OKLAHOMA— Chickasha— Elmer E.  Colby;  Durant— W.  P.  Danford: 
Muskogee — E.  F.  Peterson;  Shawnee — Frank  D.  Brown;  Tulsa — ^T.  C. 
Hughes;  Wagoner — H.  H.  Hellen. 

OREGON— Portland— John  C.  Sharp. 

PENNSYLVANIA— Carbondale—B.  R.  Blair;  Carlisle— Clarence 
A.  Bingham;  Erie — B.  E.  Briggs,  F.  G.  Lynch,  L.  V.  Metz;  Farrell — J. 
Fred  Thomas;  Indiana — Thomas  Pealer;  Johnstown — Clarke  P.  Collins, 
Dudley  T.  Corning;  Kushbqua— M.  W.  Blair;  Meadville— B.  F.  Miller, 
Jr.,;  McKeesport — Leo  Hudson;  New  Brighton — Harry  T.  Barker;  Nor- 
RiSTOw^N — S.  Cameron  Corson;  Oil  City — GustavF.  Roess;  Pittsburgh — 
Charles  M.  Reppert,  Norman  S.  Sprague,  John  D.  Stevenson,  Charles  F. 
Taylor;  Shabpsville — S.  H.  Phelps;  Warren— D.  F.  A  Wheelock;  Wilkes- 
BABRB — B.  K.  Finch. 

RHODE  ISLAND — Pawtucket— George  A.  Carpenter. 

SOUTH  CAROLINA— Charleston— James  H.  Dingle;  Columbia — 
T.  Keith  Legare,  John  McNeal,  Gadsden  E.  Shand;  Greenville — William 
D.  Neves. 

SOUTH  DAKOTA— Lead— Lucien  D.  Lee. 

TENNESSEE— Knoxville— John  W.  Flenniken,  J.  Edgar  Thompson; 
Memphis — J.  H.  Weatherford,  Philip  H.  Weber;  Nashville — William  W. 
Southgate. 

TEXAS — Abilene — H.  J.  Bradshaw;  Amarillo — R.  O.  Whyman;  Aus- 
tin— George  S.  Iredell,  James  P.  Murray,  M.  C.  Welborn;  Dallas — ^Eugene 
Couch,  E  L.  Dalton,  M.  C.  Erwin,  W.  S.  Hammett,  J.  E.  Lewis,  J.  W. 
Preston,  L.  C.  Willis,  Joe  B.  Wills;  Fort  Worth — JohnB.  Hawley,  Frank 
J.  Van  Zuben;  Galveston — A.  T.  Dickey;  Paris — J.  W.  Crook;  San  An- 
GELO — J.  J.  Goodfellow;  San  Antonio — B.  G.  Klodt;  Terrell — W.  Irving 
Bean. 

UTAH — Salt  Lake  City — Louis  C.  Kelsey  George  W.  Riter. 

VIRGINIA — Danville — J.  O.  Magruder;  Lynchburg — H.  S.  Shaner; 
Norfolk — Robert  E.  Steed. 

WASHINGTON— Aberdeen— Charles  W.  Ewart,  Thad.  D.  Smith; 
Spokane — Morton  Macartney. 

WISCONSIN — Kenosha — August   Baltzer;    Milwaukee — George  H. 
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Benzenberg,  H.  E.  Briggs,  J.  A.  Mesiroff,  Charles  A.  Mullen;  Racine — 
P.  H.  Connolly;  Watbbtown — E.  B.  Parsons;  Waukesha — Morgan  R. 
Butler. 

CUBA — Havana — Clarence  D.  Pollock. 

CANADA — Calgary — Charles  E.  McMillan,  J.  W.  Mitchell,  James 
Wilson ;  West  Calgary — W.  H.  R.  Gardiner;  Hamilton — W.  C.  Brennan, 
Andrew  F.  Macallum;  Guelph — James  Hutcheon;  Lethbridge — ^A.  CD. 
Blanchard;  Montreal — John  R.  Barlow,  Alcide  Chausse,  Arthur  Parent; 
Quebec — W.  D.  Baillairge;  Winnipeg — William  Aldridge,  John  W.  Astley, 
H.  N.  Ruttan,  R.  D.  Waugh;  Victoria,  B.  C. — Charles  H.  Rust;  St. 
Johns,  Newfoundland — John  L.  Slattery. 

Associate  Members 

ALABAMA — Birmingham — York  Briddell. 

ARKANSAS— Little  Rock— O.  J.  Griffith. 

CONNECTICUT— New  Haven— C.  A.  Magill. 

DELAWARE— Wilminoton—J.  M.  Horn. 

ILLINOIS — Chicago — American  Asphaltum  &  Rubber  Co.,  John  Bak- 
er, Jr.,  Rudolph  S.  Blome  Co.,  Creosoted  Wood  Block  Paving  Association, 
F.  G.  Cutter,  Foote  Concrete  Machinery  Co.,  Geo.  W.  Lamson,  Standard 
Asphalt  A  Rubber  Co.,  H.   D.  Wyllie. 

INDIANA — Indianapolis — P.  C.  Reilly. 

KANSAS— Buffalo— Claude  E.  Fuller. 

LOUISIANA— New  Orleans— R.  M.  Hyams. 

MASSACHUSET*rS— Boston— J.  M.  Head,  A.  E.  Schutte,  Geo.  C. 
Warren,  Ralph  L.  Warren. 

MICHIGAN— Jackson— N.  F.  Granger. 

MINNESOTA— Minneapolis— F.  W.  Cappelen. 

MISSOLTRI— Kansas  City— Pardon  S.  Kaull,  Geo.  W.  Thurston;  St. 
Louis — BHckmer  &  Post  Pipe  Co.,  H.  L.  Collier. 

NEW  JERSEY— Morristown—H.  S.  Loud;  Newark— H.  F.  Gilligan, 
Ralph  Hoyt,  Geo.  A.  Sawin;  Pennington — Gordon  I.  Lindsay. 

NEW^  YORK— Brooklyn— William  J.  Cherry;  Buffalo— Buffalo 
Steam  Roller  Co.;  New  York — Barrett  Manufacturing  Co.,  A.  B.  Cham- 
berlin,  W.  W.  Dixon,  Leslie  B.  Farr,  H.  L.  Gillespie,  Walter  B.  Harris, 
Allen  M.  Hirsh,  Coleman  Meriwether,  Municipal  Journal,  B.  V.  Norton, 
Power  Specialty  Co.,  W.  C.  Parmley,  Alex.  Reed,  Harry  Tipper,  W.  B. 
Spencer,  J.  L   Wertz;  Rochester — W.  Stuart  Smith. 

OHIO— Canton— J.  G.  Barbour;  Cleveland— Will  P.  Blair,  S.  E. 
Doane,  Spencer  M.  Duty;  Conneaut — Frank  B.  Dunn;  Youngstown — 
Bessemer  Limestone  Co;  Milford — R.  W.  Saunder;  Portsmouth — F.  L. 
Manning. 

OKLAHOMA— Tulsa— G.  W^  Wright. 

PENNSYLVANIA— Philadelphia— E.  H.  Goodrich,  Newton  Jack- 
son, J.  C.  McAvoy,  H.  A.  Miner;  Pittsburgh — Pittsburg  Filter  Co.;  St. 
Marys — St.  Marys  Sewer  Pipe  Co. 
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TENNESSEE— Nashville— G.  M.  Ingram,  E.  M.  Robinson. 

TEXAS — ^Dallas— Bob  Burns,  L.  W.  Kemp,  A.  H.  Johnson,  R.  C. 
Stubbs;  Galveston — International  Creosoting  &  Construction  Co.; 
Houston — H.  J.  Cullinan,  C.  P.  Dodge;  Hillsboro — Frank  Whitley; 
Jacksbobo — D.  C.  Horton. 

VIRGINIA— Richmond— Geo.  O.  Tenney. 

WASHINGTON— Seattle— W.  A.  Curless. 

CANADA — Guelph — ^A.  E.  Rudd;  Montreal — Canadian  Iron  &  Found- 
ry Co.,  W.  H.  C.  Mussen;  Toronto — W.  G.  MacKendrick;  Vancouver— 
C.  F.  Boyoe. 


CONVENTIONS  OF  THE  SOCIETY 

First  Annual  Convention 1894 Buffalo,  N.Y. 

Second  Annual  Convention 1895 Cincinnati,  O. 

Third  Annual  Convention 1896 Chicago,  111. 

Fourth  Annual  Convention 1897 Nashville,  Tenn. 

Fifth  Annual  Convention 1898 Washington,  D.  C. 

Sixth  Annual  Convention 1899 .Toronto,  Canada. 

Seventh  Annual  Convention 1900 Milwaukee,  Wis. 

Eighth  Annual  Convention 1901 Niagara  Falls,  N.  Y, 

Ninth  Annual  Convention 1902 Rochester,  N.  Y. 

Tenth  Annual  Convention 1903 Indianapolis,  Ind. 

Eleventh  Annual  Convention 1904 St.  Louis,  Mo. 

Twelfth  Annual  Convention 1905 Montreal,  Canada. 

Thirteenth  Annual  Convention 1906 Birmingham,  Ala. 

Fourteenth  Annual  Convention 1907 Detroit,  Mich. 

Fifteenth  Annual  Convention 1908 Atlantic  City,  N.  J. 

Sixteenth  Annual  Convention 1909 Little  Rock,  Ark. 

Seventeenth  Annual  Convention 1910 Erie,  Pa. 

Eighteenth  Annual  Convention 1911 Grand  Rapids,  Mich. 

Nineteenth  Annual  Convention 1912 Dallas,  Tex. 

Twentieth  Annual  Convention 1913 Wilmington,  Del. 
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CONVENTION  PAPERS 

(Papers  Marked  With  an  Asterisk  Are  Out  of  Print.) 

Such  annual  Proceedings  of  previous  years  as  are  not  out  of  print  are 
for  sale  by  the  Secretary  at  the  following  prices,  including  postage: 

1901 $1.00  1908 $1.00 

1903 1.00  1909 1.50 

1904 1.00  1911 2.00 

1907 1.00  1912 2.00 

Sewerage  and  Sanitation 

Year  of 

Lencth.   Publl- 

Pages      cation 

♦Street  and  Sewer  Work  of  Indianapolis.     By  W.  B.  Holton. .     5        1895 

*School  Hygiene.    By  Dr.  Mary  E.  Donahue 2        1895 

*The  Construction  of  Pipe  Sewers  at  Washington  to  Prevent 

Root  Intrusion.    By  Capt.  Lansing  H.  Beach 7        1896 

*Sewer8  and  Sewage  Disposal  of  Chicago.    By  G.  L.  Clausen.. .     4        1896 
*School  Inspection  as  a  Means  of  Preventing  the  Spread  of 

Contagious  Diseases.    By  J.  M.  Witherow 4        1897 

•Report  of  a  Commission  of  Experts  Concerning  the  Agri- 
cultural Utilization  of  Vienna  Sewage.    Translated  by  Capt. 

Lansing  H.  Beach 29        1898 

*The  Sewerage  of  Baltimore.    By  Kenneth  Allen 6        1898 

*The  Sewage  Disposal  Project   for   Washington,    D.    C.    By 

D.  E.  McComb 7        1898 

*Some  Observations  on  the  Effect  of  Flushing  Devices  for  Small 

Sewers.     By  A.  E.  Phillips 13        1898 

*l8  a  House  Sewer-Trap  Always  Necessary.     By  Chas.  B.  Ball    4        1899 
*Sewage    Disposal    and     Water    Purification.     By    John     N. 

McClintock 10        1900 

*Sewage  Purification.     By  E.  A.  Hermann 8        1900 

*The  Situation  Regarding  the  Question  of  Sewerage  in  Balti- 
more.    By  Kenneth  Allen 3        1900 

♦Sanitary  Plumbing  in  Public  Schools.    By  Chas.  B.  Ball 7        1900 

♦Recent  Progress   in    Sewage   Purification   in   England.       By 

Gilbert  J.  Fowler \  14        1900 

♦General  Conclusions  Derived  From  the  Experimental  Bac- 
terial Treatment  of  Raw  Sewage  at  London,  England.     By 

Dr.  Frank  Clowes \     3        1900 

♦Municipal  Sewerage  Systems  and  Assessments  for  Same.     By 

Geo.  T.  Boiiton 5        1900 
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Allis-Chalmers  Company 465 
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St.  Marys  Sewer  Pipe  Company 451 
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Yellow  Pine  Manufacturers'  Association 435 
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Year  off 

Length.    Publl- 

Pages     catloD 

Estimation  of  the  Cost  of  Sewer  Construction.    By  Emmet t 

Steece 6       1901 

State   Legislation    and    Municipal    Sanitation.    By   O.   H. 

Landreth 3        1901 

The  New  Sewage  Disposal  Plant  of  Madison,  Wis.    By  F.  E. 

Tumeaure 8        1901 

*  Biological  System  of  Sewage  Disposal.    By  John  McClintock    9        1902 

•Municipal  Sanitation.    By  A.  Prescott  Folwell 8        1902 

•Practical  Operation  of  Sewage  Purification  Plants.    By  John 

W.  Alvord 17        1902 

♦Residential  Septic  Tanks.    By  B.  J.  Ashley 5        1902 

♦Sanitary  Science  and  the  Public  Health.    By  David  H.  Judd  .     3        1902 
♦Sewer  Maintenance — Under  Whose   Supervision   and    Why. 

By  John  H.  Emigh 5        1902 

♦Sewerage  of  Rochester.    By  W.  J.  Stewart 2        1902 

Perviousness  of  Sewers.    By  A.  Prescott  Folwell 10        1903 

Sanitation   of   Industrial  and  Public    Buildings.    By    Prof. 

Severance  Burrage 3        1903 

Sewage  Disposal.    By  J.  N.  McClintock 5        1904 

Sewage  Disposal  as  Applied  to  Small  Cities  and  Towns.    By 

T.  Chalkley  Hatton 10       1904 

The   Sewerage    System    of    Little    Rock.     By    Walter    F. 

Reichardt 6        1904 

The  Use  of  Sulphur  for  Sewer  Pipe  Joints  in  Wet  Trenches. 

By  E.  S.  Rankin 4        1904 

♦Sanitary  Engineering  in   the   Southern   States.     By   J.    N. 

Hazlehurst 6        1905 

♦Sewage  Disposal — ^An  Experiment  and  an  Experience.    By 

W.  H.  V.  Reimer 3        1905 

♦Yellow  Fever  and  Sanitation.    By  J.  X.  Hazlehurst 10        1906 

Sewerage  System  and  Disposal  Works,  Kew  Beach,  Toronto. 

By  Chas.  H.  Rust 6        1907 

Phenomena  of  the  Crushing  of  Sewer  Conduits.    By  James 

Nisbet  Hazlehurst 24        1907 

The  Joint  Construction  and  Operation  of  Sewerage  Works; 
the  Drainage  District  as  Distinct  from  the  Municipality. 

By  E.  S.  Rankin 13        1908 

Importance  of  the  Proper  Operation  of  Water  and  Sewage 

Purification  Plants.    By  George  W.  Fuller 19        1908 

Sewage  Purification  vs.  Water  Purification.    By  George  C. 

Whipple 7        1908 

Tight  Joints  in  Pipe  Sewers.    By  B.  E.  Briggs 6        1908 

The   Construction   of   a   Reinforced   Concrete   Intercepting 
Sewer  (Illustrated).    By  Alexander  J.  Taylor 14        1908 


Mr.  City  Engineer: 

REMEMBER  that  Canton, 
Ohio  shale  is  acknowledged  by  Experts  to  be  the 
best  in  the  World  for  manufacturing  Paving 
Brick, — and  is  used  in  U.  S.  Government  Specifi- 
cations for  Paving  Brick  as  a  standard  for  Quality. 

Every  time  you  use  **Metro- 
politan  (Canton  Shale)  Pavii^  Block"  you  get  a 
permanent  pavement. 


Home  of 
"Best  Paving  Block  Made" 
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Year  of 

Length,    Publi- 

Pages      cation 

Education    in    Municipal    Sanitation.     By    Prof.    Henry    X. 

Ogden 6        1909 

Disinfection  of  Sewage  and  Sewage  Effluents.     By  Earle  B. 

Phelps ' 10        1909 

What    the    State   of    New    Jersey   is   Doing    to    Purify    Its 

Streams.     By  H.  M.  Herbert 6        1909 

Materials  for  Sewer  Inverts.     By  E.  S.  Rankin 3        1909 

♦Present  Use  of  the  Septic  Tank.     By  Prof.  H.  N.  Ogden 12        1910 

♦Report  of  Committee  on  Sewerage  and  Sanitation.     By  George 

C.  Whipple,  Chairman 1        1910 

♦Municipal  Sanitation  in  Cuba  (Illustrated).     By  R.  Winthrop 

Pratt 13        1910 

♦Construction    of    Exposed    Sewers    at     Leavenworth,    Kan. 

(Illustrated).     By  Joseph  O'Xeil 7        1910 

♦Sewage  Disposal  System  of  Toronto  (Illustrated).     By  C.  H. 

Rust 13        1910 

♦European  Sewage  Disposal  Works  (Illustrated).     By  Rudolph 

Hering 14        1910 

Report  of  Committee  on  Standard  Sewerage  Specifications. 

E.  J.  Fort,  Rudolph  Hering  and  Andrew  Provost,  Jr 22        1911 

Sanitation  of  Swimming  Pools.     By  Melvin  C.  Whipple  and 

J.  W.  M.  Bunker 20        1911 

Chicago  Sewage  Disposal  Experiment  Station.     By  Langdon 
Pearse    11        1911 

Water  Supply 

♦Quality  of  Public  W^ater  Supply.     By  John  W.  Hill 8        1895 

♦Water  Supply  of  Newark.     By  Henry  E.  Bailey 3        1895 

♦The  Water  Supplies  of  Eight  Cities  in  Relation  to  Typhoid 

Fever  Rates.     By  John  W^  Hill 9        1896 

♦Water  Supply.     By  John  L.  Kennedy 3        1896 

♦Investigation  of  Quality  of  Water  for  Public  Use.     By  A.  S. 

Tuttle 10        1896 

♦Some  Features  of  the  Brooklyn  Water  Supply  as  Presented  by 

I.  M.  De  Verona,  in  a  Recent  Report.  By  M.  R.  Sherrerd. .  7  1896 
♦Newark's   Gravity   Supply   and   Steel   Conduit.     By   M.    R. 

Sherrerd 4        1896 

♦Locating  and  Removing  Sources  of  Pollution  From  a  Surface 

Water  Supply.    By  M.  R.  Sherrerd 3        1897 

♦Filtration  of  the  Davenport,  Iowa,  Water  Supply.     By  E.  W. 

Boynton   6        1897 

♦The  Results  of  the  Introduction  of  Water  Meters  at  Atlantic 

City,  X.  J.     By  W.  C.  Hawley 4        1897 

♦Coating  of  Steel  Pipes.     By  L.  W.  Rundlett 11         1897 


MAXIMUM  competition,  the  most  bidding  by  the  best  bidders, 
is  secured  by  Proposal  advertising  in  the  RECORD. 
More  busy,  successful  contractors,  construction  engineers  and 
manufacturers    can    be    reached     through    the    ENGINEERING 
RECORD  than  through  any  other  engineering  or  contracting  journal. 

They  read  the  RECORD  because  it  publishes  the 
Most  Construction  News 
Most  For  Sale  and  Want  Ads. 
Most  Proposals — and  contains 
Most  Information  that  the  Contractor  uses  in  his  business 

They  also  rely  upon  the  RECORD  for  their  information  regarding  new  work 
because  it  has  proven  to  be  prompt,  accurate  and  dependable. 

This  is  the  reason  why  for  over  seven  years  the  RECORD  has  published 
more  advertisements  for  bids  than  any  other  paper  in  the  world.  Nearly  3000  of 
these  official  announcements  are  printed  each  year  in  the  RECORD. 

Xo  work  is  too  small,  none  too  large  to  be  beyond  the  money-saving, 
quality-insuring  influence  of  RECORD  Proposal  Advertising. 

The  best  investment  you  can  make  for  those  you  represent  will  be  to  ad- 
vertise in  the  EXGINEERIXG  RECORD  whenever  you  have  work  to  be  done, 
need  supplies,  or  wish  to  buy,  sell  or  rent  equipment  or  machinery  of  any  kind. 
The  cost  will  be  slight ;  the  results  satisfactory. 

MUNICIPAL  BONDS.— Dealers  In  these  securities  ioolc  to  tlie  RECORD 
Proposal  pages  for  inforinatlon  regarding  new  issues. 

If  you  are  not  already  a  reader  of  the  RECORD,  send  us  your  name  for  a 
sample  copy — FREE. 

It  is  the  recognized  authority  in  all  branches  of  municipal  engineering,  and 
is  kept  on  file  as  a  record  of  progress  in  the  offices  of  City  Engineers  all  over  the 
country. 

The  price  (52  issues)  is  only  $3  a  year. 

ENGINEERING  RECORD 

239  West  39th  Street,  New  York 

1570  Old  Colony  Bldg.  Chicago,,  111. 

Real  Estate  Trust  Bldg.  Philadelphia,  Pa. 

Hastings  House,  Xorfolk  St.  London,  England 
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Year  of 

Length,    Publl- 

Pages     cation 

♦Tests  of  Coating  for  Steel  Water  Pipe.     By  F.  W.  Cappelen. . .     6        1897 

♦Water  Supply.     By  M.  L.  Holman 4        1898 

♦Water  Rates  and  Statistics  Pertaining  Thereto  in  the  Larger 

Cities  of  the  United  States.     By  August  Herrmann 18        1899 

♦Sewage   Disposal    and   Water    Purification.     By   John   N. 

McClintock     10        1900 

♦Improvements  of  Water  Supplies.    By  G.  Bouscaren 4        1900 

The  Water  Meter  as  a  Sanitary  Agent.    ByM.  N.Baker 3        1901 

♦History  of  the  Distributing  System  of  the  Rochester  Water 

Works.     By  William  M.  Radenhurst 6        1902 

♦Specifications,  Testing,  Installation  and  the  Cost  of  Water 

Meters.    By  G.  A.  Hotchkin 15        1902 

♦State  Water  Supply.    By  George  W.  Rafter 5        1902 

♦Water  Supply  of  Rochester.    By  John  P\  Skinner 3        1902 

Construction   of  Heinforced   Sixty-Inch   Concrete   Conduits 

By  M.  R.  Sherrerd 6        1903 

Indianapolis  Water  Works  and  Matters  Pertaining  to  Water 

Works  Generally.    By  F.  A.  W.  Davis 8        1903 

Municipal  Ownership  of  Water  Supplies.    By  T.   Chalkley 

Hatton 4        1904 

The  Pollution  of  the  Passaic  River.    By  Ernest  Adam 10        1904 

♦History   and    Description   of    Montreal   Water   Works.     By 

George  Janin 6        1905 

♦Purification  of  Water  by  Copper  Sulphates.    By  Daniel  D. 

Jackson 10        1905 

♦New  Orleans  Water  Works.     By  George  G.  Earl 14        1906 

♦Cost  of  Cleaning  and  Grubbing  a  Reservoir  Site.     By  Julian 

Griggs 6        1906 

Report  of  Committee  on  Water  Works  and  Water  Supply. 

By  J.  L.  Ludlow,  Chairman 5        1908 

Sewage  Purification  vs.  Water  Purification.     By  George  C. 

Whipple 7        1908 

Importance  of  the  Proper  Operation  of  Water  and  Sewage 

Purification  Plants.     By  George  W.  Fuller 19        1908 

♦Improvements  in  Check  Valves  on  Auxiliary  Water  Supplies 

(Illustrated).     By  J.  Walter  Ackerman 7        1910 

Water  Purification  Plant  of  Grand  Rapids.     By  J.  \W. 

Armstrong    21        1911 

R-oads  and  Pavements 

♦Specifications  for  Vitrified  Paving  Brick.     By  W.  S.  Wilkins. .  6  1895 

♦Street  and  Sewer  Work  of  Indianapolis.     By  W.  B.  Holton. . .  5  1805 

♦Street  Paving  in  Newark.     By  Harrison  Van  Duyne 3  lS9o 

♦The  Xeed  of  a  Laboratory  for  the  Testing  of  Asphalt  and 

Asphalt  Pavements.     By  Xolson  P.  Lewis 7  1896 


WIRE  =  CUT  .  LUG  =  BRICK 

REPORT  PROGRESS 


MANUFACTURERS  LICENSED 

During  the  Year  1910 

Corry  Brick  and  Tile  Company Corry,  Pa. 

United  Brick  Company *.  .Conneaut,  Ohio 

During  the  Year  1911 

Sterling  Brick  Company Olean,  N.  Y. 

Reynoldsville  Brick  &  Tile  Company Reynoldsville,  Pa. 

Danville  Brick  Company Danville.  III.. 

Patterson  Clay  Products  Co Clearfield,  Pa. 

During  the  Year  1«j12 

Wabash  Clay  Company Veedersburg,  Ind. 

Clinton  Paving  Bnck  Company. Clinton,  Ind. 

Alton  Brick  Companv Alton,  111. 

Deckman-Duty  Brick  Company Cleveland,  Ohio 

Tuna  Valley  Pressed  Brick  Co Bradford,  Pa. 

Foster  Paving  Block  Co Bradford,  Pa. 

Metropolitan  Paving  Brick  Co Canton,  Ohio 

Bessemer  Limestone  Company Youngstown,  Ohio 

Peebles  Paving  Brick  Co Portsmouth,  Ohio 

Murphysboro  Paving  Brick  Co Murphysboro,  111. 

Binghamton  Paving  Brick  Co Binghamton,  N.  Y. 


WIRE-CUT-LUG  BLOCKS  MADE 


In  1909 

27,000 

In  1910 

3,666,000 

In  1911 

12,101,000 

In  1912 

27,024,238 

The  manufacturers  listed  above  have  a  total  output  of  over 
300.000,000  paving  blocks  and  practically  their  entire  output  for  1913 
will  be  Wire-Cut-Lug  Blocks.    They  cost  no  more. 


DUNN  WIRE-CUT-LUQ  BRICK  COMPANY 

Patented  In  United  States  and  Foreign  Countries 
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♦Paving  Streets  with  Brick.    By  S.  J.  Hathaway 7        1896 

*Paving  in  Nashville,  Tenn.     By  J.  L.  Kennedy 4        1896 

♦Testing  Paving  Bricks.     By  A.  D.  Thompson 9        1896 

♦Street  Paving  in  Syracuse,  N.  Y.     By  Robert  Ballard 3        1896 

♦Regulations  Concerning  the  Openings  in  Pavements  by  Cor- 
porations or  Plumbers  in  Washington,   D.   C.     By  Capt. 

Lansing  H.   Beach 8        1896 

♦Excavations  in  City  Streets.     By  George  D.  Snyder 5        1896 

♦Improved  Streets  and  Care  of  Same.    By  M.  A.  Downing 5        1896 

♦Upon  the  Noise  of  Brick  Pavements.    By  Ernest  Adam 4        1896 

♦Repairs  of  Asphalt  Pavement,  Based  on  Experience  in  Buffalo 

N.  Y.    By  E.  V.  Guthrie 6        1896 

♦Specifications  for  Asphaltic  Mixtures  and  Tests  for  Same. 

By  A.  W.  Dow 9        1896 

♦The  Practicability  and  Advisability  for  a  City  Like  Minne- 
apolis to  Lay  and  Maintain  Its  Own  Asphalt  Pavements. 

By  F.  W.  Cappelen 4        1897 

♦Asphalt  Pavements.    By  A.  Rosewater 17        1897 

♦A  Few  Considerations  Regarding  Wooden  Block   Pavements. 

By  W.  A.  Downing 6        1897 

♦Rumbling  in  Brick  Pavements.     By  Ernest  Adam 2        1897 

♦Results  of  One  Year's  Work  With  a  Chemical  Laboratory 

for  Testing  Asphalts.    By  George  W.  Tillson 6        1897 

♦Standard  Tests  for  Paving  Brick.     By  M.  L.  Holman 35        1897 

♦Bicycle  Paths.    By  L.  W.  Rundlett 7        1897 

♦Repairs  of  Asphalt  Pavement  in  Buffalo.     By  E.  B.  Guthrie. .     8        1898 

♦The  Proper  Curbing  of  Streets.     By  Horace  Andrews 8        1898 

♦A  Street  Extension  Plan  for  the  Entire  District  of  Columbia. 

By  William  P.  Richards 7        1898 

♦Some  Points  on  the  Theory  and  Practice  of  Asphalt  Mixtures. 

By  A.  W.  Dow 6        1898 

♦The  Relative  Values  of  Paving  Materials.    By  George  W. 

Tillson 9        1898 

♦Life  of  Pavements.    By  George  W.  Tillson 16        1899 

♦Physical  Properties  of  Asphalts  and  Asphaltic  Cements.     By 

W.  H.  Broadhurst 5        1899 

♦Damages    for    Non-Repair    of    Highways.     By  Hon.    J.    S. 

Fullerton    ' .'. . .     8        1899 

♦Creosoted  Wood   Block  Pavements  in   Indianapolis.    By  M. 

A.    Downing 4        1899 

♦Brick  Paving  in  Various  Cities  as  Viewed  by  an  Observer  in 

Search  of  Information.    By  L.  M.  Hastings 7        1899 

♦Pavements  Between  Railway  Tracks.    By  C.  H.  Rust 5        1899 

♦The   Construction   of   Asphalt  Pavements.    By  George  W. 

Tillson ". 6        1900 


'  Bill  McCracken 
id  to  say:    "There's 

easons  why  the  asphalt  pave- 

:  down  our  way  aint  wuth  two 

>ps  in  dogtown;    in  the  first 

place  the  asphalt  was  full  of 

impurities  —  an'  the  other 

five  reasons  don't  matter." 

For  17  years  w^e  have  been 
demonstrating  the  import- 
tance  of  an  engineer's  speci- 
fying asphalts  whose  purity 
and  uniform  character  have 
been  established  —  asphalts 

that  have  made  good  in  engineering  construction  for 

actual  service. 

"Pioneer"  Asphalts 

fiaoe  mad*  good.  They  have  beeo  employed  in  tnany  of  the  most  import- 
■Dt  constructloDi  Id  this  country— projects  costing:  millions  of  dollars— «nd 
we  shall  be  pleased  to  refer  Interested  engineers  to  specific  cases.  We  aak 
for  "Pioneer"  Asphalts  only  that  measure  of  consideration  to  which  they 
are  entitled  by  reason  of  their  efficiency,  their  stability  and  their  economy 
as  proven  bp  their  record. 

Our  materials  include: 

"Pioneer"  Mineral  Rubber  Pipe  Coating 
"Pioneer"  Watarpreollna  Asphalt 
"Pioneer"  Paving  Cement 
"Pioneer"  Filler  Asphalt 
"Pioneer"  Road  Aaphalt 
"Plonoer"  Road  Surlaoe  Asphalt 

On r  "Open  Specif icm I looa."  InvilliiK  competlllon  od  all  kaphalts  tbal  b»v*  mada  good,  ar* 
valuable  docamcnta  (or  an  Bnalaecr'*  (Ilea,  aod  will  be  mailed  on  reqneai. 

The  American  Asphaltum  &  Rubber  Co. 

Harvester  Building.  CHICAGO. 
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*The  Construction  of  Standard  Medina  Block  Stone  Pavements. 

By  E.  A.  Fisher 7        1900 

*Granite  Block  Pavements.     By  Josiah  A.  Briggs 6        1900 

•Construction    and   Maintenance    of    Brick    Pavements.    By 

E.  A.  Kemmler : 10        1900 

*The  Value  of   Chemical    Tests    on   Asphalt   Mixtures.     By 

W.  H.  Broadhurst 3        1900 

Asphaltum  and  Its  Compounds  in  Nature — Location,  Analyses 

and  Principal  Uses.     By  J.  W.  Howard 9        1901 

Pavement  Guarantees.     By  George  W.  Tillson 9        1901 

Recent    Experiences    with    Wood    Pavements.      By    B.    T. 

Wheeler 6        1901 

The  Possibilities  of  the  Use  of  Coal  Tar  in  Bituminous  Pave- 
ments.    By  Fred  J.  Warren 5        1901 

The  Relative  Merits  of  Portland  and  Natural  Cements  for 

Pavement  Foundations.     By  C.  H.  Rust 2        1901 

Wood  Pavements  at  Home  and  Abroad.    By  F.  A.  Kummer. . .  13        1901 
•Development  of  Bituminous  Macadam  Pavement.    By  Fred  J. 

Warren 6        1902 

•Pavements  Injured  by  Water — How  to  Minimize  the  Injury. 

By  J.  W.  Howard 7        1902 

♦Pavements  of  Rochester.     By  W.  J.  Stewart 3        1902 

•Road  and  Street  Improvements.    By  Emmet  Steece 3        1902 

•Use  of  Wood  Pavement  Under  Heavy    Traffic.    By    F.    A. 

Kummer 7        1902 

*Work  of  the  Massachusetts  Highway  Commission.    By  T.  W. 

McClintock 13        1902 

•Work  of  the  New  York  Highway  Association.     By   Edward 

A.   Bond 5        1902 

Descriptive  Discussion  of  the  Bitulithic  Pavement  and  the 

Method  of  Its  Construction.    By  C.  A.  Kenyon 7        1903 

Development  of  the  Kreodone  Block  Pavement.    By  Mr.  Riley    5        1903 
Guarantee  and  Maintenance  of  Asphalt  Pavements  in   the 

City  of  Rochester.     By  W.  J.  Stewart 5        1903 

Medina  Sandstone  Pavements  in  Brooklyn.     By  C.  D.  Pollock.     4        1903 

Passing  of  the  Cobblestone.     By  George  W.  Tillson 3        1903 

Paving  System  of  Indianapolis.    By  James  B.  Nelson 10        1903 

Recent  Practice  in  Rectangular  Wooden  Block  Pavement  in 

New  York.     By  F.  A.  Kummer 8        1903 

Remarks  on  the  Cost  of  Brick  Pavements  at  Atchison,  Kan. 

By  Fred  Giddings 3        1903 

Street   Pavements   in   the  City  of  Newark,   and  Pavements 

Generallv.     By  Ernest  Adam 9        1903 

A  Municipal  Laboratory   for   Testing   Asphalt  and   Cement. 

Bv  W.  H.  Broadhurst 7        1901 


SATISFACTION 
AND  TEXACO 


The  two  are  inseparable.  Satisfactory  roads  in  all  parts  of  the  country 
have  earned  the  commendation  of  engineer,  contractor  and  tax  payer 
for  Texaco  Paving  and  Road  Materials. 

Consideration  of  the  qualities  of  Texaco  Materials  will  at  once  show 
the  reason  for  their  uniform  success. 

They  exhibit  purity,  uniformity,  homogeneity  and  an  adaptability  to 
climatic  and  traffic  conditions. 

Each  material  is  made  for  the  particular  purpose  with  the  particular 
uses  kept  constantly  in  mind. 

Care  in  refining,  and  a  good  source  to  begin  with,  secures  for  them  the 
excellence  that  enables  them  to  withstand  traffic  and  climatic  condi- 
tions on  roads  scattered  from  the  St.  Lawrence  to  the  Rio  Grande. 

The  Texaco  family  consists  of 


Texaco  Road  Oil  Texaco  Road  Asphalt 

Texaco. Uquid  Asphalt  Texaco  Pavlos  Filler 

Texaoi  Macadam  Binder        Texaco  Pavlog  Cemeot 

They  are  all  noteworthy  for  their  uniformitv,  purity,  imperviousness 
to  water  and  wear  and  for  the  general  excellence  and  durability  that 
they  incorporate  into  whatever  kind  of  construction  they  are  em- 
ployed on. 

We  shall  be  pleased  to  receive  any  inquiries  as  to  prices,  specifications, 
or  requests  for  information  of  any  sort. 


THE  TEXAS  COMPANY 
PAVING  AND  ROADS  DIVISION 

HOUSTON         -        NEW  YORK 

BRANCH  OFFICES 

Chicago        Tulsa  El  Paso        pHiLADELPmA 

Dallas  St.  Louis  Boston         Atlanta 

New  Orleans         Pueblo 
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Concrete  Pavements.     By  C.  H.  Rust 3  1904 

Five  Years'   Operation  of  the  Winnipeg  Municipal  Asphalt 

Plant.     By  H.  X.  Ruttan 12  1904 

Notes  on  Tests  for  Wood  Paving  Block.    By  F.  A.  Kummer. . .     5  1904 

The  Bitulithic  Pavement.     By  Fred.  J.  Warren 5  1904 

•Gutters  and  Crosswalks.     By  W.  J.  Stewart 2  1905 

♦Montreal's  Civic  Asphalt  Plant.     By  John  R.  Barlow 2  1905 

•Organization  and  Conduct  of  a  Bureau  of  Street  Rcparis  for 

a  City  of  1,250,000.     By  E.  J.  Fort 13  1905 

•Pavements  and  Paving  Materials.    By  J.  W.  Howard 3  1905 

•Use  of  Oil  on  Macadam  Roads.     By  T.  F.  White 4  1905 

•Bituminous   Pavements   Containing  Crushed  Stone.    By  J. 

W.  Howard 6  1906 

•Chert  Roads.     By  Prof.  Edgar  B.  Kay 5  1906 

•Earth  Settlement  in  City  Streets.    By  Horace  Andrews 15  1906 

•Experience   in   Oiling  an   Un paved   Street.    By  Francis   H. 

Wright 3  1906 

•Highway  Construction.    By  James  Owen 8  1906 

•Municipal  Asphalt  Plant  at  Hamilton,  Ont.    By  E.  S.  Barrow.     3  1906 

•Pavements  of  Kansas  City,  Mo.     ByE.  A.  Harper 1  1906 

•Paving  and  Paving  Materials  of  the  Southwest.    By  Walter 

F.  Reichardt 5  1906 

•Tests  of  Other  Wood  Than  Pine  for  Paving  Purposes.     By 

F.  A.  Kummer 7  1906 

Density  of  a  Pavement  an  Important  Element  of  Its  Dura- 
bility.   By  J.  W.  Howard 4  1907 

Requirements  and  Tests  for  Best  Qualities  of  Paving  Bricks. 

By  J.  W.  Howard 5  1907 

Specifications  for  Testing  Wood  Paving  Blocks.    By  George 

W.  Tillson 11  1907 

Fillers  for  Brick  Pavements.    By  William  A.  Howell 6  1907 

Good  Asphalt  Pavements.    What  Steps  Should  a  City  Take 

to  Insure  Them?    By  Francis  P.  Smith 15  1907 

Some  Efforts  Being  Made  to  Improve  the  Asphalt  Pavements 

in  Kansas  City.    By  E.  A.  Harper 4  1907 

Street  Paving  and  Cleaning.    By  Clarence  D.  Pollock 3  1907 

Guarantee  Clause  in   Paving  Specifications  of  the  City  of 

Chicago.    By  John  B.  Hittell 10  1907 

Guarantees    From   a   Contractor's    Sandpoint.     By    W.    N. 

Andrews 2  1907 

The  Proper  Construction  of  Brick  Street  Pavements.     By  Will 

P.  Blair 19  1908 

Imperial   Roads;   Their  Aims   and   Accomplishments    (Illus- 
trated).    By  W.  B.  Spencer 13  1908 

Concrete  Pavements;  the  Blome  Method.    By  H.  S.  Dewey. .  13  1908 


The  American  Society  of  Municipal  Improvements,  composed 
chiefly  of  City  Engineers,  secured  and  caused  to  be  published  reliable 
information  which  PROVES  that— 


Southern  Yellow  Pine 

is  the 

BEST  AVAILABLE  WOOD 

for  creosoting,  and  other  kinds  of  preservative  treatment,  owing  to 
ITS  EXTRAORDINARY  PHYSICAL  AND  MECHANICAL 
QUALITIES.  ''It  is  Hard,  Dense,  Strong,  Flexible  and  Straight 
in  the  Grain;  a  good  sound  timber  of  a  nature  free  from  defects." 

(Ste  Bulletin  No.  99~Pine»,  October  l^ti.  Forest  Service.) 

Annular  rings  compact  and  narrow. 

Contains  resin  and  wood  oil,  which  are  natural  wood  preservatives ; 
Resists  decay;  durable  in  contact  with  soil,  under  ground  or 
under  water ; 

BEST  TIMBER  FOR  HEAVY  ENGINEERING  STRUCTURES, 

WHERE  GREAT  STRENGTH,  LONG  SPAN  AND 

DURABILITY    ARE    REQUIRED. 

"Long  Leaf  Pine  has  been  for  a  long  time  the  standard  construc- 
tion material,  not  only  on  account  of  its  strength,  hardness  and 
durability,  but  also  on  account  of  the  good  length  of  heart  wood  that 
can  be  obtained  free  from  knots." 

(See  U.  S.  Forest  Service  Circular  No.  tlSStrength  of  Structural  Timbere.) 

(Engineers  will  be  interested  in  our  "Manual  of  Wood  Confltructlon,"  "Yellow  Pine 
Standard  Grading  Rules."  "Bridge  and  Timber  Specifications." 


MORE  THAN  TEN  MILLION  SQUARE  YARDS  OF 

YELLOW  PINE  CREOSOTED  PAVINQ  BLOCKS 

Are  now  Giving  Perfect  Satisfaction  under  all  Classes  of  Traffic  in 
large  cities  for  Streets,  Tracks,  Bridges  and  Viaducts. 

WHY  I  I 

The  strongest  of  all  woods  under  end  compression. 

The  straightness  and  evenness  of  its  grain  makes  thorough  and 
uniform  preservative  penetration  easily  possible. 

Requires  less  preserving  oil  to  Cubic  Foot  of  Lumber  to  insure  it 
against  decay. 

Available,  durable  and  price  is  satisfactory. 

Pavins:  Block  Timber  Specification:  "Square  Edge 
and  Sound  Soutliern  Yellow  Pine." 

We  do  not  sell  the  blocks  but  will  supply  full  information  and  lit- 
eralure  upon  application. 

Yellow  Pine  Manufacturers  Association 

Lumbermen's  Building  ::  ::  ST.  LOUIS,  MO. 
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Mineral  Rubber  Asphalt  Macadam.     By  Linn  White 9        1908 

The  Haesam  Pavement  As  a  Solution  of  Road  Construction 

(Illustrated).    By  Claude  A.  Magill 13        1908 

Maintenance  and  Repair  of  Asphalt  Pavements.    By  G.   H. 

Lutz 9        1908 

Brick  Pjivements,  Good  and  Bad  (Illustrated).    By  Will  P. 

Blair 3        1909 

Toronto  Pavements  (Illustrated).     By  C.  H.  Rust 20        1909 

Pavements  and  Their  Grade  Limitations  in  the  Borough  of 

the  Bronx.    By  S.  C.  Thompson 14        1909 

Paving  Practice  with  Respect  to  Crowns  of  Roadway  Pave- 
ments and  Concrete  Foundations  (Illustrated).    By  George 

C.  Warren 24        1909 

The  Use  of  Other  Foundations  than  Concrete  for  Pavements. 

By  P.  E.  Green 4        1909 

Taking  Care   of   Pavements   Along  Street   Railway  Tracks 

Where  Streets  Are  Paved  With  a  Soft  Surface  (Illustrated). 

By  F.  V.  P.  Ellsworth 7        1909 

Storm   Drainage   at   Street    Intersections    (Illustrated).    By 

J.  H.  Weatherford *     8        1909 

Care  of  Surface  Water  at  Street   Intersections,     By  S.   D. 

Newton 14        1909 

Creosote  Oil  for  Wood  Block  Pavements.     By  Jame^^isbet 

Hazlehurst 5        1909 

Bituminous  Pavements  on  Macadam  Base  (Illustrated).    By 

Linn  White '.     8        1909 

Concrete  Pavement  Now  being  Laid  in  Boise,   Idaho.    By 

J.  B.  Marcellus 6        1909 

Asphalt  Pavement  Thickness  Should  Not  Be  Reduced  Be- 
cause of  Reduction  of  Guaranty  Period.  By  J.  W.  Howard.  7  1909 
Manipulation  Factors  in  the  Valuation  of  Paving  Cement. 

By  L.   Kirschbraun 5        1909 

Three  Years'  Experience  With  Oil  Roads  (Illustrated).     By 

Frederick  A.  Reimer 8        1909 

Some   Observations   on   Asphalt   Paving   and   Some   Present 

Needs.     By  Harry  Tipper 12        1909 

The  Construction  of  Street  Railways  and  Pavements  About 

the  Tracks  (Illustrated).     By  John  N.  Ambler 23        1909 

Tee  Rails  in  Paved  Streets  (Illustrated).  By  D.  A.  Hegarty. .  8  1909 
Advantages   and   Disadvantages   of  Alley   Systems  in  Large 

Cities.    By  Wm.  A.  Howell ". . .  .\ 7        1909 

*Co-relating    Sidewalk    Grade  to  Curb    Grade     (Illustrated). 

Bv  Clark  G.  Anderson 17        1910 

*Report   of  Committee  on   Paving.     By  William   A.   Howell, 

Chairman 3        1910 


^^^ 


SARCO  At^halt!^  are  perfectly  adapted  to  and  have 
been  used  extensively  and  successfully  in  all  types  of 
Pavements,  Waterproofing,  SARCO  Mineral  Rubber 
Floors,  Roofing,  etc. 

Specifications  for  the  use  of  SARCO  Asphalts  will  be 
gladly  furnished  on  request. 

A  copy  of  "SARCO  Asphalts  and  Their  Uses"  wiil  lie 
of  interest  to  you.     Yours  for  the  asking. 


STANDARD  ASPHALT  &  RUBBER  CO. 

137  50.  LA  SALLE  ST. 

CHICAQO 


438  AMERICAN  SOCIETY   OF  MUNICIPAL  IMPBO\'EMENTS 

Year  of 

Lencth,   Publl- 

PagSB     cation 

•Close  Jointed,  Heavily-Grouted  Granite  Pavements  (Illus- 
trated).   By  William  A.  Howell 21        1910 

•Bituminoas  Pavements,  Patented  and  Otherwise.     By  E.  A. 

Kingsley 18        1910 

•Repairing    Asphalt     Pavements      (Illustrated).      By    Henry 

G.   Allen *.     8        1910 

♦Economics  of  Modern  Highway  Engineering.    By  Prof.   A. 

H.  Blanchard 11        1910 

•Supervision  of  Municipal  Work.    By  Will  P.  Blair 15        1910 

•Paving  Methods  in  Erie  (Illustrated).     By  F.  G.  Lynch 12        1910 

•Report  of  Committee  on  Standard  Specifications.     By  C.  H. 

Rust,  Chairman 2        1910 

•Report  of  Sub-Conunittee  on  Wood  Block  Specification,    By 

A.  W.  Dow,  Chairman 14        1910 

•Report   of   Sub-Conmiittee  on  Brick  Paving  Specifications. 

By  E.  H.  Christ,  Chairman 2        1910 

•Report  of  Sub-Committee  on  Asphalt  Pavement  Specifications 

By  F.  P.  Smith 15        1910 

Report  of  Committee  on  Street  Paving.     William  A.  Howell, 

Chairman 4        1911 

Bituminous  Concrete  Pavements.    By  H.  G.  Lykken 16        1911 

Bitucrete,  Its  Development  and  Use.     By  A.  E.  Schutte 6        1911 

Standard  Tests  for  Asphalt  Cements.     By  J.  W.  Howard 9        1911 

Grouted    and    Sand    Filled    Brick    Pavements.     By    Maury 

Nicholson 9        1911 

Contraction  and  Expansion  of  Vitrified  Brick  Pavements.    By 

Will  P.  Blair 7        1911 

Standard  Brick  Pavement  Specifications 17        1911 

Standard  Asphalt  Pavement  Specifications 11        1911 

Report  of  Committee  on  Bituminous  Paving  Nomenclature. 
Linn  White,  Chairman 3        1911 

Street  Lighting 

•Electrolysis  Prevention.     By  Harold  P.  Brown 7        1895 

•Municipal  Control  and  Inspection  of  Electrical  Construction 

in  Cincinnati.     By  John  A.  Cabot 4        1896 

•Outages.     By  J.  A.  Cabot 6        1896 

•The  Latest  Method  of  Electrolysis  Prevention.     By  Harold 

P.  Brown 7        1897 

•Electrolysis  of  Cast  Iron  Pipes  at  Dayton,  Ohio.     By  Harold 

P.  Brown 8        1898 

•Electrolysis — From  the  Standpoint  of  the  Municipal  Elec- 
trician.    By  H.  S.  Wynkoop 5        1899 

•Electrical  Government.    Bv  Austin  S.  Hatch 7        1902 


BITtJLITHIC  juvemeat  l>  mide  al  vurylng  sln-g  of  the  bat  STONE  oblolniihle 
IITUMINOUS  CBHENT.  hsvlDC  the  denilly.  dursbllLly,  and  Inherent  stability  s 

BITULITHIC  l9  the  tnvement  laid  by  [»vlac  ipeclilliM. 

ositble  out  of  the  beet  mstcrlaU. 

BITULITHIC  pavlnn  tiu  been  laid  to  tbe  extent  of  over  25.eOD.D0Oiquarr  yards,  eat 
int  to  over  UK  mllm  ol  roadway  thirty  leet  wide  between  the  curbs. 

BITULITHIC  has  been  aelected  as  the  beat  pavement  <»natrucIlon  fni  bualneu  al 


BITULITHIC 


BlTUHTHfC  wUI  BHenll> 
CaMcia7"tn~iatltud<B~reachrni'to  Ednii 


BITULITHIC  pavement  baa  been  adopted  as  a  Btandald  pavement  throinhout  1 
United  Stales  and  Canada.  In  latitudes  reachlni  to  Edmonton.  AlU.,  on  the  North 
El  Paso,  Teus.  on  the  south,  Hllbatandlnc  the  eitreme  heat  and  eold  wllhout  cracklni. 

BITULITHIC  l>  a  sanltar}'.  duslUwi.  noliele«.  non-sklddlDg  pavement  and  aOardi 


WHUtn 


E  WAY  TO  GOOD  COUNTRY  ROADS  IS  TO  SURFACE  THEM  WITH 

WARRENITE 


WARRENITE  road  surface,  on  either  eonerete  or  old  ma.-adani  (oundallon,  can 

hkh  W6  lumlab  WARRENITE  and  BITULITHIC  surface  mlitura  hot  nady  toi 
I  all  eontracton  who  may  desire  to  bid  for  th»  cansliiictHin  of  the  work. 

WARREN   BROTHERS  COMPANY 

Ekecutlve  Offices,  59  Temple  Place,  Boston,  Mass. 
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♦Electric  Street  Lighting.     By  Alex  Dow 8        1902 

Have   Improvements   in  Electric   Arc   Street  Lighting  Kept 

Pace    With    Other   Municipal   Improvements?    By  VV.   H. 

Hilhnan 14        1903 

Statistics  Relating  to  the  Street  Lighting  of  the  City  of  Roch- 
ester.    By  E.  A.  Fisher 3        1903 

♦Street  Lighting.     By  J.  I.  Mange 5        1906 

Ornamental  Street  Lighting.    By  E.  A.  Fisher 8        1907 

Public  Lighting  Plant  of  Detroit,  Mich.    By  William  M.  Daly .     7        1907 

New  Kinds  of  Street  Lamps.     By  L.  H.  Weissleder 3        1907 

Municipal  Electrical  Conduit  System  of  the  City  of  Auburn, 

N.  Y.    By  Walter  Ackerman 7        1907 

♦Some    Examples    of    Street    Lighting    (Illustrated).    By   J. 

E.    Putnam 6        1910 

Report    of    Committee    on    Street    Lighting.     E.  A.  Fisher, 

Chairman 3        1911 

Some  Examples  of  Ornamental  Street  Lighting.    By  J.  E. 

Putnam 2        1911 

Street  Cleaning  and  Refuse  Disposal 

1 

♦Collection   and    Disposal   of   Garbage.    By  Thomas  J).   De 

Vilbiss 4  1895 

♦Street    Cleaning,    Street    Watering,    Scavenging,    Etc.     By 

John    Jones 5  1895 

♦Street  Cleaning  in  Newark.     By  H.  E.  Bailey 1  1895 

♦The  Collection  and  Disposal  of  Garbage  in  Milwaukee.    By 

Walter   Kempster 5  1896 

♦Garbage  Disposal.    By  A.  R.  Reynolds 4  1898 

♦Disposition  of  Garbage  at  Cincinnati,  O.    By  Aug.  Herrman..  4  1899 
♦Outline  of  the  System  of  Garbage  Collection  and  Disposition 

in  the  City  of  Toronto.    By  John  Jones 4  1899 

♦Garbage  Crematories.    By  E.  Coatsworth 3  1899 

♦Collection  and  Disposition  of  Garbage  and  Street  Sweepings 

in  Wilmington,  Del.     By  H.  J.  Wiley 2  1899 

Disposal  of  Garbage  and  Street  Cleaning.     By  John  H.  Emigh.  8  1901 

Garbage  and  Street  Cleaning.    By  William  Jennings 3  1901 

Garbage  Destructor  at  Toronto.     By  John  Jones 4  1903 

♦Cost  of  Collection  and  Disposal  of  Garbage.     ByB.  E.Briggs.  3  1905 
♦Incineration  and  Cremation  of  Municipal  Waste.     By  Howard 

G.    Bayles 8  1905 

♦Street  Cleaning  and  the  Collection  and  Disposition  of  Sweep- 
ings and  Ashes.     By  T.  Chalkey  Hatton 10  1906 

Street  Cleaning  in  Detroit.     By  Frank  Aldrich 6  1907 

Final   Disposition   of   Garbage  and  Rubbish.     By    Frederick 

P.    Smith 7  1907 


CouDlry  Club  Road,  Creenvllle.  3.  C.    Built  oltb  TarvLi  X 

What  the  QovernmeDt  Found  Out  About  Tarvia 


■     of  AgncuUure,  built  an  «peilmen«l 

thatlheoHtDrualuiTiirvl 

road  Blthp  country  club  si  Greenville  3.  C 

la  IMS.  lollovlng  vay  ploKly  our  ap«1fl<a. 

'""Tarv"'x*'"or™ 

"TWvto  xT™"  p™elr.tlQn   wor    ,  u^lng 

roada  Bud  pavemen 

"Tarvia  A"  (or  hot 

road  wax  Uiken  at  b  point  ohrrclt  adjoluan 

"Tarvia  B"   (BDuIlei 

the  Department  wu  to  find  out  just  how 

prevention  and  tU 

The  picture  leLi.   the  Mnry,    The  pUla 

Tarvb  booklet  mailed  f 

DiBcadam  In  the  lorairound  la  worn  oul. 

BARRETT  MANUPAC 

cl«r  division  line  la  geen  lo  the  nbove  photo- 
graph. 

New  York          Thlcago 

Pblladelphia        Boston    * 

SI.  Loul.         Cleveland  t 

Pittsburgh      Cincinnati 

Is  automobile  proof,  waterproof,  diutlws  and 

Kanaa.  City 

Mlnocapolla            3c«Llle 
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Statistics    Concerning   Disposition    of    Garbage    and    Street 
Cleaning.     By  Louis  L.  Tribus 5        1909 

Garbage  Reduction  and  Disposition  of  the  By-Prod ucts  (Illus- 
trated).    By  Charles  S.  Wheelwright 5        1909 

Refuse  Disposal  by  High  Temperature  Destructor  System 

(Illustrated).    By  W.  F.  Morse 10        1909 

*Report  of  Committee  on  Street  Cleaning  and  Garbage  Dis- 
posal.   By  Louis  L.  Tribus,  Chairman 14        1910 

Report  of  Committee  on  Refuse  Disposal  and  Street  Cleaning. 
Louis  L.  Tribus,  Chairman 4        1911 

Parks 

*Tree  Planting  in  the  Streets  of  Washington.    By  W.  P.  Rich- 
ards      5        1898 

*Tree  Planting  on  Streets  and  Boulevards  in  Large  Cities.    By 

E.  C.  Lydon 3        1900 

The  Local  Park  System  of  Wilmington,  Del.    By  Theodore 

A.  Leisen 5        1901 

*Park  Development  and  Maintenance.     By  G.  A.  Parker 9        1902 

Park  System  of  Indianapolis.     By  Mr.  Merrit 3        1903 

♦Municipal  Parks.    By  John  N.  McClintock 3        1905 

*What  May  Be  the  Trend  of  Park  Development.    By  G.  A. 

Parker 4        1905 

♦Municipal  Control  of  the  Planting  and  Care  of  Shade  Trees. 

By  WilUam  Solotaroff 5        1906 

The  Care  and  Maintenance  of  Parks.     By  James  Owen 10        1907 

Report  of  Committee  on  Park  Development  and  Maintenance. 

By  James  Owen,  Chairman 2        1908 

Practical  Results  of  the  Municipal  Control  of  Shade  Trees 

(Illustrated).     By  William  Solotaroff 21        1908 

Essex  County  Park  System.    By  A.  M.  Reynolds 7        1908 

The  Function  of  the  Playground  in  the  Public  Park  (Illus- 
trated).    By  A.  M.  Reynolds 6        1909 

Public  Parks  and  Street  Trees  in  City  Planning  (Illustrated). 

By  William  Solotaroff 14        1909 

•Development  of  Parks  and  Playgrounds  in  the  South  Park 

System  of  Chicago  (Illustrated).     By  H.  S.  Richards 11         1910 

Maintenance  and  Development  of  Parks.     By  H.  S.  Richards.   12        1911 

Municipal  Government  and  Finan<:e 

•General  Government  of  Toronto.     By  Mr.  Blevins 4  1895 

•Municipal  Government.     By  John  L.  Kennedy 6  1896 

•Some  Observations  on  General  Taxation  and  Special   Assess- 
ments.   Bv  N.  P.  Ijewis 6  1897 


Guaranteed  to  Stand  18%  Old  Standard  Test 
Guaranteed  to  Stand  21%  New  Standard  Test 


HIGH 
GRADE 
PAVING 
B  LO  C  K 


The  Carlyle  Paving  Brick  Co 

Portsmouth,  Ohio 
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•Rates  of  Taxation  in  the  Larger  Cities  of  the  United  States. 

By  August  Herrmann 14        1898 

•Taxation  and  Assessments.     By  G.  T.  Bouton 3        1899 

•Municipal  Home  Rule,  Its  Scope  and  Limitations.     By  Rob- 
ert E.  McMath 8        1900 

♦City  Government.     By  F.  W.  Cappelen 33        1900 

•The    Ohio   Municipal  Code  Commission  on  the   Subject  of 

Finances  and  Taxation.    By  Aug.  Herrmann 8        1900 

•Municipal  Sewerage  Systems  and  Assessments  for  Same.    By 

George  T.  Bouton 5        1900 

State  Legislation  and  Municipal  Sanitation.    By  O.  H.  Land- 

reth 2        1901 

Taxation.     By  George  M.  Ballard 3        1903 

Local  Improvement  Assessment  in  Toronto.     By  C.  H.  Rust..     2        1904 
•Legislative  Functions  Under  the  White  Charter.     By  Thomas 

Neville ." 4        1905 

•Legislative  Functions  of  Greater  New  York.    By  Milo  R. 

Maltbie 3        1905 

•Municipal  Accounting  Reform.    By  H.  W.  Wilmot 9        1905 

•Municipal  Franchises.    By  James  Owen 11        1905 

•Municipal  Franchises.    By  John  R.  Barlow 1        1905 

•Theory  and  Practice  of  Assessments  for  Local  Improvements. 

By  N.  P.  Lewis 7        1905 

•Constitutional  Restraints  Upon  the  Taxing  Power.    By  Law- 
son   Purdy 8        1906 

•Municipal  Franchises.     By  L.  H.  Weissleder 2        1906 

•Municipal  Situation  in  Canada.    By  H.  Bragg 4        1906 

Uniformity  of  Building  Laws.    By  Alcide  Chausse 3        1907 

Report  of  Committee  on  City  Government  and  Legislation. 

By  Horace  Andrews,  Chairman 11         1908 

Report  of  Committee  on  Municipal  Franchises.    By  Charles 

Carroll  Brown,  Chairman 2        1908 

A  Modern  Municipal  Franchise.     By  Charles  Carroll  Brown . .     7        1908 
A  Municipal  Franchise  Is  a  Valuable  Asset  and   Should   Be 

Treated  as  Such  by  Those  in  Authority.    By  Isaac  R.  Breen .     7        1908 
Report  of  Committee  on  Municipal  Data  and  Statistics.    By 

J.  W.  Howard,  Chairman 6        19as 

Municipal   Accounts   in    the   Abstract  (Illustrated).    By  A. 

M.  Heston 26        1908 

State  Public  Service  Commissions  and  Municipal  Franchises 
— Report  of  the  Committee  on  Municipal  Franchises.     By 

Charles  Carroll  Brown  12        1909 

Some  New  Provisions  in  a  Proposed  Franchise  for  a  Munic- 
ipal Public  Service  Corporation.    By  Charles  Carroll  Brown  15        1909 


A  STREET  PAVED 

WITH 

BESSEMER  BLOCK 

IS  A  CREDIT  TO 

THE  OFFICIALS  OF  ANY 
MUNICIPALITY 

▼ 

BESSEMER  LIMESTONE  CO. 

MANUFACTURERS  of  BESSEMER  REPRESSED  and 

BESSEMER  WIRE-CUT-LUQ-PAVING  BLOCK  (DUNN  PATENT) 

YOUNGSTOWN  OHIO 

• 
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•Report  of  Committee  on  Municipal  Data  and  Statistics.    By 

Ernest  McCullough,  Chairman 9        1910 

•The  Census  Bureau's  Municipal  Statistics.    By  A.  Prescott 

Folwell 22        1910 

•Some  Provisions  in  Modern  Franchises  for  Operating  Munici- 
pal Service  Utilities.     By  Charles  C.  Brown 8        1910 

•Report  of  Committee  on  City  Government  and  Legislation. 

By  S.  A.  Freshney 5        1910 

Report  of  Committee  on  Municipal  Government  and  Finance. 

S.  A.  Freshney,  Chairman 6        1911 

Miscellaneous 

•Purchasing  Agencies.     By  August  Herrman 3  1894 

•Modern  Street  Railway  Track  Construction  on  Asphalt  Paved 

Streets.    By  F.  W.  Cappelen 6  1896 

•An  ideal  System  of  Housetop  Construction.    By  J.  A.  Cabot. .  6  1897 
•The  Experience  of  St.  Louis,  Mo.,  with  Respect  to  Municipal 

Street  Sprinkling.    By  R.  E.  McMath 4  1897 

•Rail  Bonds  vs.  Water  Pipes.     By  Harold  P.  Brown 5  1899 

•Some  Experiences  with  Portland  Cements.    By  W.  K.  Eldridge  8  1899 

•Cement  Testing  for  Municipal  Work.    By  Horace  Andrews 4  1900 

•Uniform  Accounting  and  National  Municipal  Statistics.    By 

M.  N.  Baker 4  1900 

Engineering    Phases    of   Municipal    Boards    of   Health.    By 

Marshall  O.  Leighton 6  1901 

•Example  of  Improved  Electrical  Conditions  in  Track  Returns. 

By  J.  E.  Putnam 2  1902 

•Rochester  Street  Railway  System.    By  R.  E.  Danforth 4  1902 

Street  Railway  System  of  Indianapolis,  including  Terminal 

Plants.    By  Thomas  B.  McMath 4  1903 

Central  Heating  Plants  of  Indianapolis.    By  W.  K.  Eldridge. .  3  1903 

Records  of  the  City  Electrician.    By  A.  S.  Hatch 15  1903 

The  Model  City.    By  John  N.  McClintock 3  1903 

Losses  in  Underground  Municipal  Structures.    By  A.  Prescott 

Folwell 5  1904 

The  Influence  of  Commercial  Organizations  Upon  Municipal 

Improvements.     By  C.  C.  Brown 6  1904 

•A  Standard  for  Disinfectants.    By  William  S.  Crandall 3  1905 

•Buildings,  Their  Relation  to  Municipal  Improvements.    By 

F.  W.  Fitzpatrick \  7  1905 

•Montreal,  Past  and  Present.    By  R.  Stanley  Weir 11  1905 

•Our  Sinful  Extravagance,  the  Need  of  Stricter  Building  Regu- 
lations.    By  Alcide  Chausse 5  1905 

•Review  of  Municipal  Work.     By  T.  Chalkey  Hatton 8  1905 


■  Ikiir 

tedob 
'Twill 


20  WEST    9TH.  ST     KANMS  CITY,     MO. 
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•Fire  Alarm  Telegraph,  Origin  and  Advancement.    By  James 

Ferns 3  1905 

•Contemplated  River  Improvements  of  Elizabeth,  N.  J.    By 

W.  H.  Luster 5  1906 

*Street  Railway  Situation  in  Detroit,    By  Robert  K.  Davis 6  1906 

Backfilling  Trenches.     By  George  C.  Warren 10  1907 

Improvements  in  Building  Construction,  from  the   Point  of 

View  of  Fire  Protection,     By  F.  W.  Fitzpatrick 9  1907 

The  Mosquito  Problem  (Illustrated).     By  John  B.  Smith 25  1908 

Public  Comfort  Stations  (Illustrated).    By  Horace  Andrews. .     6  1909 

Some  Fundamentals.    By  Frank  D.  Brown 6  1909 

*Notefi  on   Sizes  of  Large  Cities  (Illustrated).    By  Rudolph 

Bering 4  1910 

*Fire  Protection  in  North  Germany.    By  Alcide  Chausse 10  1910 

•District    Steam     Heating    Plants    (Illustrated).     By    Paul 

Mueller * 14  1910 

Physcial  Records  of  Municipalities.    By  Ernst  C.  Meyer 5  1911 

Municipal  Reports  on  Standard  Forms 12  1911 


HONESTY         SECRECY         RAPIDITY         ACCURACY 


THE  TRIUMPH,  for  Honest  Voting 

Machine  voting  records  truly  and  quickly  the  popular  vote  for  candidates 
for  public  office,  or  upon  any  important  question,  and  overcomes  many  (Ejections 
and  8awB  o[  the  metdod  of  voting  by  ballot. 

VOTING  IS  DONE  WITH  EASE 

A  straight,  cut,  split  or  independent  vote  may  be  readily  cast  in  mudi  less 
than  the  time  usually  allowed. 

YOUR  VOTE  IS  AUTOMATICALLY  COUNTED 

The  TRIUMPH  indicates  the  total  vote  (or  each  candidate  as  soon  as  the 
last  man  has  voted.     It  is  impossible  to  tamper  with  the  results. 
READ  THIS  LETTER 

Wclbe  Election  Com minioiHn  [or  tbr  City  of  Monroe,  Michigan,  in  tlie  Piimiry  Election 
belifflnthicily  August  17th,  ii>ii,  l»M,  put  Intoi^ration  rourvoling  michinea  made  by  the  Tri- 
umph Voting  Machire  Company.  This  election  was  as  severe  a  teM  as  could  poasibly  be  nude  of 
any  voting  machine,  due  la  the  fact  thai  the  primary  law  is  hut  little  underalood  by  many  solera, 
and  Itial  all  voles  must  be  cast  on  but  a  single  ticket  without  splitting,  but  in  spite  of  the  diSicully 

butab^to  the  aimplici'^ol"he  friuraphnuT 
BUlomatic  lockinii  syilem,  which  rrnders  en 
are  highly  pleaaea  with  the  results  given  b^  t 


mi  baity,  is  especially  cc 


(Signedl  GROVER  G.  EISENMANN,  dnirmnn. 
J.  GOLDEN  ZABEL.  Snnhiry. 
September  ij.  loiz.  A.  B.  BRAGDON.  Ja. 

Send  r«r  lllu*lT«t*d  docrlptln  matm  and  further  panlculan  to 

TRIUMPH  VOTINQ  MACHINE  CO.,  60  Wall  St.,  New  York 


CASE  Road-Building  Machinery 

Does  the  Best  Work 

In  the  Shortest  Time 
At   the  Least  Cost 

Made  to  meet  every  rtquiremenl  of  modem  road-building.  Built 
for  hard  service  under  all  conditions.     Backed  by  our  70-year  reputation 

as  builders  of  dq>endab1e  machinery. 

Steam  Road  Rojleis  Road  Diags 

Municipal  Tractors  Road  Rooteis 

Hauling  Engines  Grading  Plows 

Grading  Engines  Rock  Crushers 

Gas  Tractors  Portable  Stone  Bins 
Oil  Tractors  and  Screens 

Road  Graders  Sprinklers 

Road  Scrapers  Wheelbarrows 

Complete     Descfiptioat 
and    Illustrations 

If  you  are  interested — ^if  you  want  to  know  all  about  the  most  prac- 
tical, reliable  and  efficient  line  of  Machinery  (or  constructing  and  main- 
taining municipal  highways,  roads  and  streets,  write  for  the  CASE  Road- 
Building  Machinery  Catalog,  and  CASE  Gas  and  Oil  Tractor  literature. 

Your  request  will  have  prompt  attention. 

J.  I.  Case  T.  M.  Company,  Inc. 

733-7S3  State  Street 
Racine.  Wisconsin.   U.   S.  A. 


St.  Marys 
Sewer  Pipe  Company 

St.  Marys,  Pennsylvania 


Sewer  Pipe 
Flue  Linings 

And  All  Other 

Clay  Products 


Meriwether  System 

Continuous  Reinforced  Concrete 
Pipe -Patented 


The  total  length  of  open  trench  is  but  72  feet,  measuring 
from  the  top  edge  of  backfill  to  top  edge  of  trench  just  in 
front  of  the  cutters  of  the  excavator. 

The  distance  from  the  toe  of  the  backfill  to  the  toe  of 
the  face  cut  is  much  less  being  about  60  feet. 

This  iH  remarkable  when  the  depth  and  width  of  the 
trench  is  considered  and  the  fact  that  two  pipes  are  being 
laid  in  the  same  trench,  a  60'  pipe  being  laid  on  top  of  a  24 
pipe,  and  again  a  54'  pipe  being  laid  on  top  of  a  24'  pipe. 

The  trench  depth  varies  from  about  30  feet  to  22  feet. 

LOCK    JOINT    PIPE   CO. 
165  Broadway  New  York  City 

Write  far  neie  iUuttraUd  catalog 

Pacific  I«rl.  Joint  Pipe  Co.,  Seattle  and  Tacoma.  Wash. 

Fiaiiclii  Hankin  A  Co.,  Uontra]  and  Toronto.  Can. 

CanadLan  Lock  Joint  Pipe  Co..  Ltd..  R^lna,  Haak,,  Can. 

Kuilon  ConcreK' Co.   IIiivanL  Cuba. 

Meilisn  Steel  Pmducu  ft  Machinery  Co..  &.  A.  Mnica  Clly.  Uci. 

T.  L.  Hualon  Conlracllnc  Company,  Ponce.  Pono  Rico;  San  Juan.  Portn  Rm. 


H.  Stevens'  Sons  Co. 

Macon,  Ga. 


Manufacturers  of 


Sewer  and  Railroad 
Culvert  Pipe 

Fire  Brick 

and  other 

Clay  Products 


The   Oldest  Sewer   Pipe 
Company    in    the    South 
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SLUICE    Z^- 
HEAR        \^ 


ATES 
ATES 


Flap  Valves 


Many  of  the  Largest  Water  Systems  in 
America  are  Equipped  With  Our  Appliances, 
Notably,  The  Catskill  Aqueduct  of  the 
Oty  of  Net  York 


A  POSTAL  BRINGS  OUR  CATALOGUE  TO  YOUR  DESK 
^OLDTELL-  VU  ILCOX    ^O. 

Windsor  Netburgh,  N.  Y. 


WATER  WORKS  MANAGERS 
AND   SUPERINTENDENTS 


Whenever  the  cost  of  fuel  for  pumping  one  million 
gallons  of  water  one  foot  high  exceeds  zj  cents,  the 
installation  of  a  crank  and  fly-wheel  type  pumping 
engine  to  replace  your  present  equipment  should  be 
given  serious  consideration. 

We  shall  be  glad  to  send  you  facts  and  ^ures  show- 
ing the  saving  that  can  be  made  in  your  plant  by 
such  a  change  if  you  will  ad\-ise  us  regarding  exist- 
ing conditions. 

Ailis-Chalmers  Pumping  Engines  hold  the  World's 
Record  for  economy  as  shown  by  official  duty  tests 
and  annual  station  operating  costs. 


ALLIS-CHALMERS   COMPANY 

Pumping  Ejigine  Department 
MILWAUKEE  WISCONSIN 


PATTON  CLAY  MFG.  CO. 

PATTON,  CA:MBRIA  CO.,  PA. 

MAXUFACTURERS  OF 

VITRIFIED 
SEWER  PIPE 

Standard  and  Double  Strength,  Wall  Coping 

Flue  Linings,  Paving  Blocks,  etc. 

Clay  Products- 


EFFICIENCY 

THE  PRINCIPLES  OF   SCIENTIFIC   SHOP    MANAGE- 
MENT APPLIED  BY  US  TO  THE  PRINTING  BUSINESS 

We  produce  26  other  sdentific  and  technical 
publications  and  a  large  number  of  books  and 
catalogues.  All  are  handled  on  a  definite 
schedule  maintaining  the  highest  standard  of 
mechanical  workmanship. 

WAVERLY  PRESS 

Williams  &  Wilkins  Co.  2419-2421  York  Road 

BALTIMORE,  MD.,  U.  S.  A. 
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Municipal  Journal 

50  Union  Square    a.  prbscott  polwell.  Editor         New  York 


Scope — A  reliable,  conservative,  independent  and 
progressive  weekly  journal,  devoted  exclusively  to 
Municipal  Improvements,  Municipal  News  and  Ad- 
vance Contract  News. 

SuA/ecte— It  treats  exhaustively  of  Streets  and  Roads, 
Water  Supply,  Lighting,  Fire  Protection,  Sewerage, 
Sewage  Disposal,  Garbage  Collection  and  Disposal, 
Municipal  Finances,  Franchises,  and  the  Pros  and 
Cons  of  Municipal  Ownership. 

Contract  News  Cost  Data — It  gathers  and  publishes 
Advance  Contract  News,  and  comparative  data  on  cost 
of  Municipal  Utilities  in  different  cities,  together  with 
figures  on  cost  of  operation  and  maintenance. 

Municipal  News— It  chronicles,  weekly,  the  happen- 
ings and  events  of  interest  and  importance  in  the 
various  municipalities  throughout  the  country,  and 
presents  classified  forecasts  of  municipal  work  in  pros- 
pect. 

Information  Bureau— It  furnishes  subscribers  upon 
request  with  special  information  upon  any  municipal 
problem  or  cites  to  them  sources  where  it  may  be 
obtained. 

Digest  of  Current  Municipal  Literature— It  prints 
each  month  a  complete  list  of  articles  upon  municipal 
questions  which  appeared  the  preceding  month  in  all 
periodicals  of  importance,  and  supplies  these  articles 
at  cost. 

Legal  Decisions — Publishes  digests  of  all  important 
legal  decisions  of  the  higher  courts  resulting  from 
municipal  litigation. 

Discussions — Encourages  debate  upon  vital  questions 
affecting  municipal  life  and  progress. 

Subscription  Price,  $3.00  a  Year — Sample  Copy  Upon  Request 
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W.  &  L.  E.  GURLEY 

TROY,  NEW  YORK 


Civil   Engineers  and  Surveyors  Instruments 

Standard   Weights   and    Measures 

Physical  Laboratory  Apparatus 

Accurate  Thermometers 

Branch  Factory:  No.  315  Maritime  Bldg.,  Seattle,  Washington 
CATALOGUES  ON   REQUEST 


For  Permanent  R.oads 


BermudezRoad  Asphalt 
is  the  only  LaKe  asphalt 
macadam  binder  for  per- 
manent construction.  It 
does  not  '* bleed,"  vola- 
tilize or  coke,  and  allow 
the  macadam  to  go  to 
pieces  under  traffic. 

Bermudez 


For  road  preservation, 
Trinidad  Liquid  Asphalt 
applied  hot  or  cold 
forms  a  protective  coat- 
ing for  road  surfaces. 
It  has  the  stability  of  the 
lake  asphalt,  of  which  it 
is  a  primary  form. 

Trinidad 


Road  Asphalt    Liquid  Asphalt 


**It  stays  put,"  because 
nature  has  exhausted 
her  destructive  influ- 
ences upon  it  before  it 
goes  into  roads.  Per- 
fectly adapted  to  city 
boulevards,  park  drives^ 
private  roads  and  town 
streets,  as  well  as  to 
country  roads.  Send 
for  the  Bermudez  Road 
Book. 


should  not  be  confused 
with  ephemeral  dust 
preventives.  Such  prod- 
ucts must  be  constantly 
applied  to  replace  what 
quickly  disappears  from 
the  road.     Trinidad 

Liquid  Asphalt  Stays  in 
the  Road  and  builds  up 
a  lasting  asphaltic  sur- 
face. Send  for  Book- 
lets. 


The  Barber  Asphalt  Paving  Company 

Philadelphia,  Pa. 
Offices  in  All  Principal  Cities 
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Tests  Inspection  Appraisal 

Supervision 

Municipal  Imprdbement  Materials 


ROBERT  W.  HUNT  &  CO., 

Consulting  Engineers 


PHYSICAL,  CHEMICAL  and  CEMENT 

LABORATORIES 


New  York,  Pittsburgh,  Chicago,  St.  Louis, 

San  Francisco,  Seattle,  London,  £.  C,       Montreal, 

Toronto,  Vancouver,  Mexico  Crry. 


Wood,     Brick,      Stone,      Cement, 

Iron,  Steel 
and  their  Fabrications 
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MANUFACTURE 

CRUSHERS 

PULVERIZERS 

GRINDERS 

GRANULATORS 

DISINTEGRATORS 

MASTICATORS 

TRITURATORS 


The  Williams  Patent  Crusher 
and  Pulverizer  Co.,  i«- 

St.  Louis.  Mo., 

U.  S.  A. 


